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II. 

SUPPLY  OF  WATEK. 


Mr.  ROBERT  THOM,  examined.  Mr.  Robert 

Thom. 

■AVE  j^ou  paid  attention  to  the  mechanical  means  of  supplying 

vwns  with  water  ?  Yes. 

How  many  years  have  you  given  such  attention?  About 

))  years. 

What  towns  have  you  supplied  with  water  by  the  machinery 

)ou  have  directed  or  superintended  ?  Greenock,  Paisley,  and 

\yr  have  been  supplied  with  water  on  my  plans,  and  under  my 
wn  superintendence.  Plans  and  estimates  for  the  supply  of  other 
vwns,  and  of  many  other  places,  have  been  given  by  me,  but  the 
uties  of  my  own  business  of  cotton  spinning  rendered  it  impossible 
rr  me  to  superintend  the  details  of  execution,  except  in  the  case  of 
tie  Rothesay  Spinning  Mills,  the  first  of  my  hydraulic  operations 
u  a  large  scale. 

Will  you  state  shortly  to  the  Commissioners  the  principle  of 
Dur  plan,  as  distinguished  from  other  modes  of  supplying  towns  ? 

 1  imagine  that,  in  answer  to  this  question,  it  is  enough  to 

ascribe  generally  my  own  plan.  The  distinguishing  features  of 
ly  plan  are,  the  obtaining  some  natural  basin  at  a  sufficient 
■eight,  either  in  itself  containing  a  large  supply  of  water,  or  into 
ihich  a  great  extent  of  surrounding  surface  can  be  drained.  Thus 

reservoir  is  formed,  which  I  take  care  shall  be  deep  enough  to 
maintain  the  water  at  a  low  temperature,  and  to  prevent  the 
reeding  of  insects  and  the  growth  of  vegetables ;  and  capacious 
uough  to  hold  at  least  four  months'  supply  of  water.  If  it  be 
oot  possible  to  obtain  a  large  enough  extent  of  drainage  surface 
tt  one  place,  other  basins  are  sought  for  and  form  auxiliary  reser- 
voirs, the  waters  of  which  are  conducted  into  the  main  reservoir  by 
aqueducts  furnished  with  sluices  of  a  peculiarly  simple  contrivance. 
Vo  facilitate  the  collecting  of  the  water  from  the  surfaces,  catch 
;/ater  drains  are  made  use  of,  and  advantage,  of  course,  is  taken 
i  f  any  rivulet,  spring,  or  collection  of  water  which  may  be  acces- 
'ible.  From  the  main  reservoir  the  water  is  led  by  an  aqueduct 
'0  some  place  near  the  town,  where  reservoirs  can  be  formed  at 
nuch  a  height  that  the  water  from  them  will  rise  considerably 
Ibove  the  highest  houses.  There  two  reservoirs,  or,  as  I  term 
them,  regulating  basins,  are  formed,  each  of  them  large  enough 
o  contain  two  days'  supply  of  water.  From  these  regulating 
oasins  the  water  is  carried  into  two  or  more  self-cleaning  filters, 
md  from  the  filters  into  two  distributing  basins ;  the  regulating 
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Constant  Supply  at  High  Pressure  : 


Mr.  Robert    basins,  filters,  and  distributing  basins  being  in  juxta-position,  and 
so  arranged  that,  one  of  each  of  them  may  be  connected  together 
to  form  a  set  of  apparatus.    Two  sets  of  apparatus  are  required,  1 
that  the  one  may  be  in  use  while  the  other  is  cleaning  or  repairing.  I 
From  the  distributing  basins  the  water  is  carried  through  the 
streets  by  supply  of  pipes  of  iron,  placed  in  such  a  manner  as  that  I 
the  water  shall  always  flow  in  one  direction,  entering  at  the  higher  J 
and  wider  end  and  flowing  to  the  lower  end ;  and  always  kept  full 
of  the  water  at  high  pressure,  so  that  there  may  be  a  supply  in  1 
readiness  for  every  emergency.    These  are  the  principal  features 
of  my  plan,  but  its  efficiency  depends  so  much  on  a  host  of  minoffl 
details,  that  if  it  is  thought  right  I  will,  in  a  subjoined  note! 
describe  them  more  fully.    I  may  observe  here,  however,  that! 
although  there  is  nothing  remarkable  in  collecting  surface  water  ] 
to  fill  reservoirs,  and  in  carrying  it  from  these  by  aqueducts,  I 
pipes,  &c,  for  the  supply  of  towns,  yet  there  may  be,  and  often 
are,  in  the  modes  of  forming  these  reservoirs  and  aqueducts,  and  in 
the  contrivances  to  ensure  their  permanent  working  condition, 
such  differences,  as  that  while  the  expense  of  one  method  shall 
form  a  perfect  bar  to  its  adoption,  another  mode  shall  recommend 
itself  by  its  simplicity  and  economy,  and  it  has  been  my  constant 
endeavour  to  unite  simplicity  and  strength,  so  as  to  ensure  perma- 
nent durability  and  prevent  future  expense. 

In  a  letter  you  have  stated,  that,  "In  every  case  where  the 
distributary  basin  can  be  placed  high  enough,  the  pipes  in  the 
streets  ought  to  be  kept  constantly  full,  so  as  to  be  always  ready 
at  a  moment's  notice  to  extinguish  fires;  and  the  distributary 
basin  should  be  placed  high  enough  to  send  the  water  over  the 
tops  of  the  highest  houses,  by  merely  putting  the  hose  of  a  fire- 
engine  on  one  of  the  fire-plugs,  which  should  be  attached  to  the 
pipes  at  short  distances  through  all  the  streets.  This  I  have 
done  in  Greenock,  Paisley,  and  wherever  I  gave  the  plans ;  the 
advantage  is  immense ;  and  were  it  properly  and  generally  prac- 
tised, there  would  be  little  need  for  insurances  from  fire.  Provision 
should  also  be  made  for  cleaning  the  streets,  lanes,  sewers,  &c,  by 
the  water.  When  the  cholera  commenced  at  Greenock,  the  many 
dirty  streets  and  lanes  in  that  town  were  cleansed  by  a  copious 
supply  of  water  sent  down  from  the  Shaw's  Water  Aqueduct. 
Hence,  in  all  probability,  the  few  deaths  which  happened  there, 
compared  to  those  at  Dundee,  Dumfries,  Musselburgh,  and  other 
places  similarly  low  and  dirty;"  is  it  your  opinion  that  that  which 

was  done  at  Greenock  would  be  practicable  in  other  towns  ?  It 

is  quite  practicable,  of  course,  wherever  there  is  head-pressure 
enough  to  raise  the  water  over  the  houses,  whether  that  pressure 
is  obtained  by  gravity  or  by  any  power.  By  the  gravitating 
system  no  additional  expense  is  incurred  ;  but  where  steam  or 
any  other  power  is  used  to  raise  the  water,  the  expense  is  very 
great.    Hence  the  unwillingness  of  water  companies,  who  have  to 


Its  advantages  in  cases  of  Fire, 


tintain  a  mechanical  power,  to  keep  their  pipes  full  at  high- 
-?ssurc. 

lit  is  stated  that  in  the  city  of  Philadelphia  a  similar  arrange- 
(tit  has  been  adopted  of  keeping  the  water  always  on  at  high 
issurej  that  for  the  cleansing  of  the  streets  a  servant  girl  will 
1 1  on  the  hose  in  the  morning,  and  with  this  hose  sweep  the 
ivement,  that  once  a  week  a  stronger  hose  is  used,  and  they 
»ep  or  cleanse  the  front  of  the  house  up  to  the  highest  windows; 
Li  that,  on  an  occasion  of  fire,  they  immediately  apply  the  hose,, 
1  introduce  it  into  the  interior  of  the  house,  and  into  the  room 
dere  the  fire  takes  place;  is  that  an  arrangement  which  you 
i  ieve,  from  your  experience  at  Greenock,  is  generally  practi- 
ce? It  is  perfectly  practicable  under  the  conditions  noticed 

miy  answer  to  the  foregoing  query.  Itwas  practised  by  myself 
;  a  small  scale  30  years  ago. 

With  respect  to  the  modes  of  laying  the  water-pipes  for  distri- 
iition,  are  there  any  common  defects  which  you  think  you  have 
oided  in  places,  where  you  have  had  occasion  to  superintend  the 

oplies  of  water  ?  One  common  defect  is  the  permitting  the 

iter  to  flow  along  the  pipes  in  either  direction  occasionally,  thus 
rring  up  the  sediment,  and  sending  a  stream  of  turbid  water  into 
'!  houses. 

lis  that  error  in  distribution  a  fault  which  might  be  prevented  in 

yy  large  supplies,  or  only  in  small  towns  ?  It  may  be  prevented 

nail  supplies,  whether  for  large  or  small  towns,  if  proper  arrange- 
siits  be  made  at  first. 

With  respect  to  the  filtration  of  water,  have  you  adopted  any 
^culiar  modes  of  filtration  to  which  you  can  speak  as  having  been 
■ccessful  in  any  places  where  you  had  the  superintendence  of  the 

pply  ?  At  Greenock,  Paisley,  and  Ayr,  I  erected  self-cleaning 

'ers.    The  filter  that  I  erected  at  Paisley  is  100  feet  long  and 
broad,  divided  into  three  compartments,  which  may  either  act 
aether  or  separately  at  pleasure ;  so  that,  when  one  compartment 
fcleaning,  the  other  two  continue  in  operation.    The  site  of  the 
ters  is  on  a  piece  of  level  ground,  excavated  to  the  depth  of  6  or  8 
;t,  with  retaining  walls  all  round,  joined  with  cement,  and  puddled 
hind,  so  as  to  be  perfectly  water-tight.  The  bottom  is  laid  about 
foot  deep  with  strong,  stiff  puddle,  over  which  pavement  is  laid, 
tmented  so  as  to  be  impervious  to  water.    The  whole  of  this  bot- 
n  is  then,  divided  into  drains  or  spaces,  one  foot  wide  and  five 
bhes  deep,  by  means  of  fire  brick  laid  on  edge,  and  covered  with 
\t  tiles  of  the  same  material,  perforated  with  small  holes,  like  those 
cd  in  a  kiln  for  drying  oats.    These  holes  are  placed  very  near 
ch  other,  and  are  rather  more  than  a  tenth  of  an  inch  in  diameter, 
here  is  also  a  space  of  a  quarter  of  an  inch  left  open  between  the 
ids  of  the  bricks,  which  support  the  perforated  tiles,  and  thea- 
ter edges  are  little  more  than  an  inch  broad,  in  order  that  there 
ay  be  little  or  no  space  without  holes,  and  nothing  to  prevent  the 
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Filters  at  Greenock,  Paisley,  and  Ayr. 


Mr.  Robert  water  spreading  equally  over  every  part  of  the  bottom  of  these 
Thom'  drains.  This  is  particularly  necessary  when  the  filters  are  cleaning 
by  the  upward  motion  of  the  water.  The  perforated  tiles  or  plates 
are  covered  to  the  depth  of  an  inch  with  clean  gravel,  about  three- 
tenths  of  an  inch  diameter ;  this  is  to  be  followed  with  five  other 
layers  of  gravel,  each  of  the  same  depth,  andeach  succeeding  layer 
a  little  finer  than  the  previous  one,  the  last  being  coarse  sand.  Over 
this  there  is  placed  two  feet  deep  of  very  clean,  sharp,  fine  sand, 
similar  to  that  used  in  hour-glasses,  but  a  very  little  coarser ;  and 
about  six  or  eight  inches  deep  of  this  fine  sand  nearest  the  top  is 
to  be  mixed  with  animal  charcoal,  ground  to  the  size  of  a  coarse 
meal,  each  particle  about  one-sixteenth  part  of  an  inch  diameter. 
There  is  a  longitudinal  drain  or  pipe  between  the  filter  and  the 
pure  water  basin,  communicating  with  both,  and  on  each  of  the 
openings  between  this  pipe  and  the  filter,  there  is  a  stop-cock  to 
close  the  communication  when  necessary.  There  are  also  two  drains 
to  carry  off  the  foul  water  when  the  filters  are  cleaning,  and  another 
to  prevent  the  water  from  rising  too  high  in  the  filter.  When  the 
filter  is  complete,  its  action  is  as  follows : — The  sluice  and  the 
valve  are  opened,  and  the  water  permitted  to  flow  through  the 
filter  into  the  drain  below,  until  it  becomes  quite  clear.  This  will 
take  two  or  three  days  when  first  set  to  work,  unless  very  great 
pains  is  taken  to  wash  the  gravel  and  sand  before  they  are  put 
into  the  filter.  The  filter  will  now  flow  copiously  for  some  weeks 
(longer  or  shorter,  as  the  water  may  be  more  or  less  turbid  on 
entering  it),  and  when  the  quantity  passing  begins  to  fall  off,  the 
stop-cocks  are  shut,  and  the  valves  are  raised.  The  water  then 
enters  below,  and  fills  all  the  drains ;  and,  having  a  head  pressure 
of  several  feet,  it  will  force  its  way  up  through  the  sand  to  the  top, 
and  in  its  passage  raise  the  scales  or  particles  of  mud  which  have 
been  deposited  in  the  downward  passage,  and  carry  them  into  the 
foul- water  drain  below.  If  the  sand  at.  the  surface  is  stirred  by  a 
fine-toothed  rake  after  the  water  has  been  thus  raised  above  it,  and 
a  little  additional  water  admitted  on  the  top  through  the  conduit, 
it  will  facilitate  the  operation  of  cleaning,  as  the  mud  is  always 
deposited  on  the  very  surface  of  the  sand.  By  this  means  the 
sediment  will  be  carried  off,  and  the  water  pass  through  quite 
clear  again  in  a  few  hours ;  the  valves  should  then  be  lowered,  the 
stop-cocks  opened,  and  the  operation  of  filtering  will  again  proceed 
as  above  described.  The  cost  of  this  filter  was  under  600Z.,  and 
the  quantity  of  water  produced  regularly  every  24  hours,  is,  on  the 
average,  10,632  cubic  feet.  The  expense  of  a  filter,  therefore,  to 
give  a  supply  of  water  of  the  best  qi\iiiiiy  for  family  pzuposes,  to  a 
town  of  50,000  inhabitants,  may  be  safely  taken  at  8001.  From 
often  finding  pure  spring-water  in  the  moors,  where  the  soil  for 
many  miles  was  composed  of  peat  or  moss,  I  suspected  there  was 
some  substance  in  the  earth  which,  by  combining  with  the  tannin 
or  colouring  matter,  rendered  the  water  pure,  and  this  was  proved 
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0  ray  entire  satisfaction  by  a  careful  inspection  of  the  minerals  in  M£,?0£ert 
he  hills  above  Greenock.     I  there  ascertained  that  the  moss 

wiater,  by  flowing  over  or  through  a  particular  species  of  lava  or 
.•rap-rock  (amygdaloid),  became  fine  spring  water.  Since  then,  I 
,aave  used  the  substance  as  a  substitute  for  charcoal,  with  perfect 
success  and  much  economy.  A  very  large  proportion  of  the  hills 
ikbove  Greenock  being  composed  of  this  substance,  it  may  be  had  at 
u  nominal  price. 

Of  what  are  those  filters  composed?  They  are  composed  ot 

very  fine  pure  sand,  mixed  with  animal  charcoal  for  the  purpose 
>bf  decomposing  any  vegetable  matter  with  which  the  water  may 
)je  impregnated.  .    .  ' 

What  have  you  found  to  be  the  effect  of  such  a  niter  (  .Be- 
sides decomposing  vegetable  matter  as  above  stated,  it  renders  the 
water  clear,  though  previously  turbid. 

Animal  charcoal,  you  seem  to  say,  is  the  most  powerful  mate- 
rial? It  is  the  most  powerful  agent  I  know  of. 

Have  you  ever  contrasted  its  action  with  that  of  ordinary  char- 
coal, or  any  mixture  of  ordinary  charcoal  with  other  substances? 
\\  have.  It  is  more  powerful,  and  lasts  longer  than  ordinary 

i-charcoal.  "  . 

Are  you  to  be  understood  to  say  that  you  have  used  ordinary 

■charcoal  with  other  substances  ?  1  have;  but  finding  that  it  lost 

its  effect  sooner  than  animal  charcoal,  I  discontinued  its  use. 

Have  you  ever  examined  chemically  the  nature  of  the  animal 
rcharcoal  used ;  or  have  you  had  your  attention  directed  to  that 
ipoint?  1  have  not. 

How  long  will  it  last?  Some  kinds  will  last  several  years. 

Did  the  sand  contain  any  other  earthy  substances  ?— — No,  it 
was  clean  sand  from  the  sea- shore. 

Pure  sea-sand,  brown  ?  Of  a  lightish-brown  colour. 

Have  you  only  one  stratum  of  sand?  One  stratum,  the  under 

ipart  of  which  is  coarse  gravel,  next  a  fine  gravel,  and  so  on  finer 
,  and  finer  to  the  depth  of  six  or  seven  inches— and  after  that  the 

1  fine  sand  above  mentioned. 

Do  you  put  the  charcoal  in  layers,  or  mix  it  with  the  sand  ?  

I  mix  it.  11  i  j 

What  head  of  water  have  you  upon  the  filter  ?  A  small  head 

i  of  water,  about  one  or  two  feet  at  most ;  the  purest  water  is  pro- 
duced with  a  small  pressure. 

From  a  filter  of  6000  feet  area  you  are  in  the  habit  of  supply- 
ing a  population  approximating  to  40,000  people?  Yes;  but 

it  depends  much  on  the  previous  purity  of  the  water. 

We  should  be  within  bounds  by  taking  half  the  proportion  for  a 
filter  of  that  size?  -Yes. 

Have  you  any  data  as  to  the  quantity  of  animal  charcoal  re- 
quired for  a  given  quantity  of  water  ?  No  precise  data.    I  use, 
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Mr. Robert    the  charcoal  in  about  the  proportion  of  one  of  charcoal  to  eight  or 

Thorn.  c  ■> 

ten  oi  sand. 

Do  you  use  the  same  charcoal  over  again,  after  subjecting  it  to  1 

the  purifying  process?  It  might  be  used  again,  if  it  could  be 

separated  from  the  sand. 

Have  you  the  power  of  separating  it  from  the  saud?  Not 

when  it  is  used  in  the  proportion  I  have  stated ;  and,  indeed,  it 
would  not  be  worth  while,  as  the  quantity  is  so  small  and  lasts  so  11 
long.    I  have  sometimes  used  charcoal  in  large  layers  by  itself, 
and  in  such  cases  it  might,  with  economy,  be  re-burned  and  used 
;  i gain. 

You  state  in  your  letter,  "  Where  rivulets  or  lakes  are  not  in  the  1 
vicinity,  the  surface-water  alone  might,  in  most  cases,  be  rendered  ' 
sufficient,  if  artfully  and  economically  diverted  into  reservoirs  by 
small  aqueducts,  as  at  Rothesay  Mills.  The  average  annual  depth 
of  rain  which  falls  in  Great  Britain  is  probably  above  three  feet ; 
in  the  west  of  Scotland  it  is  greatly  more ;  and  at  Paisley  and  at 
Greenock  Waterworks,  I  have  ascertained  that  about  eight- tenths  ] 
of  the  whole  has  been  made  available  to  the  reservoirs.  At  Rothe- 
say,  where  the  declivity  of  the  ground  is  less,  and  its  surface  more 
broken  and  porous,  the  proportion  available  is  only  about  six- 
tenths  of  what  falls  there."  1  do  so  state. 

Do  you  consider  that,  by  proper  economy,  the  surface  water  in 
the  vicinity  of  towns  and  places  may  be  made  available  to  a 
greater  extent  than  is  commonly  supposed  ?  1  do  so. 

Have  you  calculated  what  the  quantity  would  be  on  any  given  ] 

area,  an  acre,  for  instance  ?  1  have  already  stated  that,  in  some 

cases,  eight-tenths,  and  others  only  six-tenths  of  what  falls  may  be  ■ 
collected.     It  is  easy,  therefore,  knowing  the  fall  in  any  given 
place,  and  the  nature  of  the  surface  and  subsoil,  to  calculate  what 
quantity  a  given  extent  of  surface  will  produce. 

Your  calculation  must  depend  very  greatly  on  the  substratum  i 
of  a  portion  of  the  ground? — 1 — Yes,  but  more  upon  the  smooth- 
ness and  declivity  of  the  surface.    If  the  surface  be  smooth  and 
steep,  the  water  runs  off  so  quickly,  that  little  sinks  into  the  earth. 

Have  you  applied  your  machinery  for  the  supply  of  small  towns, 

and  if  so,  what  is  the  smallest?  The  smallest  is  Campbelltown, 

of  7000  inhabitants,  which  was  supplied  at  a  cost  of  about  2500/. 
When  I  speak  of  a  supply,  I  always  mean  two  cubic  feet,  or  about 
13  gallons  per  diem  for  every  individual  of  the  population. 

Are  you  aware  that  that  is  very  much  below  the  consumption  in 

London  ?  1  am  aware  that  it  is  so  stated  ;  but  as  a  family  supply 

merely,  I  rather  think  it  will  be  found  to  exceed  that  of  London. 

Have  you  made  inquiries  upon  that  point?  Yes. 

Do  you  know  what  the  returns  of  consumption  have  been  from 

the  water-works  in  London  ?  1  do  not  at  this  moment  recollect. 

them,  but  I  have  seen  them,  and  heard  them  explained.  Judging 
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from  my  knowledge  of  the  facts  in  other  towns  I  should  say  that  UM 
•the  quantities  set  down  are  rarely  delivered.    Some  years  ago,  I 
had  the  means  of  ascertaining  the  quantity  supplied  to  Glasgow 
and  found  that  it  did  not  amount  to  13  gallons  for  each,  and  ot 
which  nearly  one-fourth  was  suffered  to  run  waste,  from  the  im- 
perfect state  of  their  works.    In  Perth,  the  quantity  supplied  to 
each  individual  was  only  8  gallons.    In  Greenock  and  Paisley, 
where  the  pipes  are  kept  constantly  full,  and  there  is  nothing  to 
.prevent  the  people  from  using  what  they  please  the  quantity  taken 
is  less  than  12  gallons  for  each.    These  facts  lead  me  to  question 
reports,  which  state  the  family  supply  beyond  lo  gallons  per  diem. 
In  London,  doubtless,  the  quantity  used  for  watering  the  streets, 
for  public  works,  and  the  like,  must  be  very  great. 

Have  you  come  to  a  conclusion  as  to  the  practicability  of  apply- 

,  ino-  machinery  to  towns  still  smaller  ?  Yes    At  Campbelltown, 

,  a  family  of  five  individuals  will  be  supplied  for  about  Is.  4d.  per 
;  annum.  The  cost  at  Ayr  for  the  same  quantity  is  2s  2d.j  at 
Paisley  it  is  2s.  9d.  In  Greenock,  I  think,  it  is  about  2s.  bd.  1 
allow  m  this  case  5  per  cent,  on  the  capital  employed ;  the  ex- 
pense of  wear  and  tear,  charge  for  superintendence,  and  the  like, 
being  always  included  in  my  estimate. 

Are  all  those  high-pressure  services  reaching  to  the  tops  ot 

houses  ?  Yes.  . 

Having  all  the  advantages  of  being  enabled  to  put  out  fares,  and 

supply  the  cisterns  at  the  tops  of  houses?  Yes. 

You  allow,  besides  the  5  per  cent.,  as  much  as  will  keep  the 

machinery  in  complete  order?  Yes. 

In  those  towns  there  is  an  acclivity,  a  hill,  which  gives  you  a 

high  reservoir  ?  Yes.  .  , 

In  cases  where  a  town  is  on  a  dead  flat,  would  it  be  possible 
profitably  to  raise  the  water  by  mechanical  force  for  application  to 
the  several  purposes  of  extinguishing  fires,  and  washing  streets  and 

houses,  and  so  on  ?  1  think  it  would. 

Have  you  ever  had  occasion  to  estimate  the  expense  ot  such  a 
mode  of  supply,  as  compared  with  the  ordinary  mode?— I  have, 
but  I  have  not  the  statement  with  me. 

The  supply  of  water  for  the  different  towns  you  have  referred 

to  has  been  from  very  different  distances  ?  Yes. 

The  expense  has  been,  of  course,  increased  by  the  distance  r- — It 
has  certainly,  but  to  a  very  small  extent.    If  you  go  farther  from 
a  town,  land  is  generally  cheaper,  and  there  are  fewer  interruptions 
to  the  operations.    The  cost  of  making  the  reservoir  is  the  same 
or  nearly  the  same,  at  whatever  distance  it  be.    The  increase  ot 
expense,  therefore,  arises  from  the  increased  length  of  the  aqueduct 
only,  which  is  a  trifling  item  in  the  calculation  for  the  supply  ot  a. 
town.    At  Greenock,  where  the  aqueduct  passes  through  I'ugged 
and  impracticable  ground,  and  was  a  work  of  no  ordinary  diffi- 
culty, the  cost  of  it  was  only  about  400Z.  per  mile,  exclusive  ot  the 
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price  of  the  land,,  and  it  is  capable  of  passing  a  full  supply  for  a  city 
of  500,000  inhabitants. 

What  is  your  practice  in  laying  down  water-pipes,  and  in  dis- 
tributing water  for  the  attainment  of  the  object  of  keeping  the 

water  cool  ?  The  situations  for  the  reservoirs,  basins  and  filters, 

being  obtained,  as  above  described,  I  proceed  to  notice  some 
details  of  practice  which  are  peculiar,  and  on  which  part  of  the 
success  of  my  plan  is  dependent.  In  making  the  aqueducts  for 
conveying  the  water  from  one  reservoir  to  another,  or  from  ihe 
reservoir  to  the  basins,  the  ordinary  practice  is  to  take  the  most 
direct  line  between  the  extremes  ;  crossing  valleys  by  aqueduct 
bridges  or  embankments,  and  overcoming  the  many  other  diffi- 
culties which  attend  the  method  by  equally  expensive  expedients. 
My  method  is  to  wind  along  the  slopes,  however  far  it  requires  me 
to  go  about,  descending  only  with  such  a  fall  as  will  allow  the 
water  to  flow  with  a  gentle  current.  I  endeavour  to  select  the 
course  of  the  acqueduct,  so  that  it  may  form  the  main  drain  of 
the  farms,  and  be  a  fence  between  portions,  which  it  is  advis- 
able to  keep  separated, — possessing,  too,  the  advantage  of  affording 
drinking  places  for  the  cattle,  the  aqueduct  is,  by  the  farmer, 
esteemed  rather  a  benefit  than  otherwise.  The  details  of  the 
formation  of  the  reservoirs,  embankments,  sluices,  and  regulating 
apparatus,  cannot  be  well  understood  without  illustrative  figures. 
The  filter  I  have  described  in  a  previous  answer.  I  shall,  there- 
fore, proceed  to  notice  some  peculiarities  in  my  manner  of  laying 
the  service-pipes  from  the  distributing  basins.  These  pipes 
are  of  iron,  and,  as  has  been  already  noticed,  are  laid  so  that  the 
water  shall  always  flow  along  them  in  one  direction,  entering  at 
the  higher  end,  and  proceeding  to  the  lower  end.  At  the  lower 
end  of  each  range  a  cleansing  cock  is  fixed,  which  is  opened 
occasionally  to  clear  out  any  rust  or  mud  which  may  have  ac- 
cumulated in  the  pipe,  and  which,  if  allowed  to  remain,  would,  of 
course,  deteriorate  the  quality  of  the  water.  The  pipes,  I  have 
said,  are  constantly  kept  full;  in  addition  to  the  advantages 
already  detailed,  as  attendant  on  this,  I  may  mention  the  follow- 
ing : — There  is  no  limit  to  the  quantity  that  the  poorest  inhabitant 
may  take  at  all  times.  There  is  no  risk  of  turbid  water  beino- 
carried  into  the  houses  by  the  water  rushing  along  empty  pipes 
every  time  it  is  set  on.  The  pipes  are  laid  under  ground  to  a 
minimum  depth  of  three  feet  under  the  surface  of  the  pavement ; 
where  they  can  conveniently  be  laid  deeper  it  is  done ;  the  water 
is  thus  kept  cooler  and  of  finer  quality,  and  risk  of  injury  from 
frost  is  avoided  In  some  cases,  in  order  to  afford  private  houses 
very  fine  cold  water,  I  sink  an  iron  cistern  to  hold  about  20 
gallons,  8  or  10  feet  below  the  bottom  of  their  cellar,  and  supply 
it  with  water  by  a  small  lead  pipe  entering  its  top.  Another  small 
pipe  is  inserted  at  about  four  inches  above  the  bottom  of  the 
cistern,  and  carried  up  to  the  cellar  where  the  water  is  to  be  drawn 
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IE    Thus,  for  an  expense  of  about  51.,  a  family  is  supplied  with    Mr.  Robert 
ne  of  the  greatest  luxuries  which  can  be  enjoyed — pure  sparkling 
fie- cold  water. 

Do  you  lay  your  pipes  so  near  the  kerb-stone  as  to  leave  a 

i-istanee  sufficient  for  carriages  to  pass?  Yes,  except  in  old 

i\>wns  where  the  streets  are  very  narrow. 

Do  you  think  that  considerable  improvements  may  not  be 
laade  in  laying  down  water-pipes,  so  as  not  to  inconvenience 
lassengers?  1  do. 

Can  you  state  to  the  Commissioners  any  results  as  to  the 
liministrative  machinery  by  which  the  supplies  to  poorer  districts 

11  respect  to  purity  and  cheapness  maybe  facilitated?;  1  am 

jot  prepared  with  any  other  plan  than. that  described  already, 
irid  which,  generally  speaking,  might,  in  my  opinion,  be  applied 
ilith  advantage  to  the  smallest  towns  as  well  as  the  largest. 

You  mentioned  that  you  had  seen  animalcule  in  the  water  in 
articular  parts  of  Scotland  ;  in  what  parts  have  you  seen  them? 
 1  have  seen  them  wherever  the  water  was  shallow  and  warm. 

Have  you  seen  it  with  the  naked  eye  ?  Yes,  but  more  dis- 

mictly,  of  course,  with  a  microscope. 

You  have  seen  animalcule  also  that  are  visible  to  the  naked 
ye  ?  Yes. 

Can  you  state  anything  with  respect  to  the  temperature  of  the 

later  in  which  you  have  seen  them  ?  1  have  not  noted  the 

recise  temperature. 

Have  you  used  steam  or  water-power  in  any  case,  or  in  all 

iases  been  able  to  take  advantage  of  the  natural  level  ?  1  have 

i  und  it  better  in  every  case  to  go  further  and  bring  the  water  from 
sgher  grounds,  than  to  use  steam-engines. 

What  pressure  has  the  head  of  water  had  in  cases  where  you 
live  used  machinery?  1  have  not  raised  water  hy  machinery. 

To  what  altitude  have  you  raised  it?  1  have  raised  it  to  a 

nnsiderable  height. 

Have  you  formed  in  your  own  mind  a  deliberate  conclusion  as 

the  amount  of  altitude  you  should  have  beyond  the  height  to  be 
ipplied  to  give  it  full  power  ?  Yes. 

What  altitude  do  you  consider  it  necessary  to  give  ?  For  the 

ipply  of  houses  merely,  it  is  enough  that  the  water  will  rise  to 
e.e  top  of  the  highest;  but  for  security  against  fires,  the  water 
'iould  have  a  pressure  sufficient  to  throw  it  with  great  force  over 
ae  highest  house.  At  Greenock,  there  is.  a  pressure  of  250  feet, 
Inch  is  150  feet  above  the  surface  level  of  the  highest  street. 

What  height  will  that  throw  it? — To  any  height  that  will  ever 
3  requisite. 

:  Supposing  you  had  a  dead  level,  and  wished  to  send  the  water 
i  such  a  height  to  extinguish  fire  in  houses,  what  head  should 

du  have?  Not  less  than  20  feet  above  the  house;  less  might 

a,  but  more  is  better. 


10  Protection  to  Pipes— Embankments. 

Mr.  Robert        Have  you  had  your  attention  at  all  directed  to  the  preventing 
Thoni-      the  bursting  of  water-pipes  in  winter,  beyond  the  fair  protection 
which  the  walls  of  buildings  would  afford?— I  lay  the  pipes  so 
low  under  around,  as  to  prevent  their  being  affected  by  the  frost. 
Where  that  cannot  be  done,  some  non-conducting  envelope  may 

be  used.                                    ,                 ,  , 
You  have  never  applied  artificial  heat  to  such  a  purpose  <  

No,  I  have  found  it  better  and  cheaper  to  resort  to  other  means. 
The  question  referred  to  places  where  the  pipes,  from  the  nature 

of  the  buildings,  are  very  much  exposed  ?  It  would  be  easy  to 

send  steam  through  them,  if  required,  but  I  have  never  found  it 

necessary. 

From  your  experience,  can  you  say  that  in  all  cases  where  it  is 
necessary  to  form  an  artificial  reservoir  for  the  purpose  of  obtaining 
water,  it  can  be  done  with  the  utmost  security  and  safety ;  will 
there  be  any  danger  of  the  bursting  of  the  embankments?—- 
None,  if  they  are  properly  constructed,  and  of  proper  materials. 
The  construction  should  be  such  as  to  prevent  the  water  pene- 
trating under  or  amongst  the  materials,  and  it  should  be  formed 
with  a  slope  in  front,  on  the  side  next  the  water,  of  about  four  feet 
of  base  to  one  foot  perpendicular.  An  embankment  of  tins  con- 
struction the  water  has  no  tendency  to  overthrow,  as  the  vertical 
pressure  much  exceeds  the  horizontal  pressure. 

What  was  the   nature  of  the  accident  which  occurred  at 

Greenock?  An  ill-constructed  embankment  gave  way,  and  by 

the  torrent  of  water  let  loose,  40  lives  were  lost,  and  damage  done 
to  property  to  the  extent  of  6000Z.  or  7000Z.  In  this  embankment 
the  face  next  the  water  was  very  steep,  and  no  care  had  been  taken 
to  make  it  impervious  to  water  or  vermin  ;  the  consequence  was, 
that  moles  and  water-mice  had  perforated  it  like  a  riddle,  during 
the  drought  in  search  of  water;  and  when  the  flood  came  and 
raised  the  water  above  these  holes,  it  rushed  through  them  with 
such  force  as  to  sweep  away  the  embankment  to  its  base  m  a  tew 
minutes.  About  three  years  before  the  accident,  I  had  constructed 
an  embankment  on  my  principle  on  the  same  stream  lower  down. 
This  embankment  was  not  injured  by  the  rush  of  the  waters  when 
the  other  was  swept  away  by  it. 

Have  you  found  any  difficulty  at  Greenock,  when  there  is  a 
considerable  pressure  on  the  reservoir,  of  keeping  the  stop-cocks 

in  good  repair  ?  No. 

What  sort  do  you  use?  Of  the  ordinary  construction,  care- 
fully made  and  well  fitted,  and  with  more  surface  than  usual. 

Have  you  found  the  science  of  hydraulics  very  complete  tor 
practical  application  to  these  purposes  ? — —Very  complete ;  but 
few  of  those  who  are  employed  in  such  works  know  much  about  it ; 
and  those  who  understand  it  will  rarely  apply  it  to  practical  use* 

Have  you  any  further  observations  to  make  ?  1  may  repeat 

that  I  am  clearly  of  opinion  that  no  town  ought  to  be  considered 
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'ally  supplied  with  water,  unless  the  pipes  are  kept  constantly    Mr.  Robert 

ull,  and  arrangements  made  by  which  a  powerful  force  of  water 

:an  be  taken  from  them  at  a  moment's  notice,  to  extinguish  fire 
iin  any  part  of  the  town,  high  or  low.    But  this,  I  fear,  will  be 

bund  impracticable  without  the  assistance  of  Government  and 
hhe  Legislature.    So  powerful  are  many  of  the  present  Water 

Companies,  so  strong  the  chain  of  interest  which  binds  them 
oogether,  and  so  large  is  the  capital  sunk  in  the  present  imperfect 

eorks,  which  the  improved  system  would  supersede,  that  I  despair 

if  ever  seeing  certain  towns  properly  supplied  with  wholesome 
water,  unless  the  powerful  aid  of  Government  and  the  Legislature 

ire  brought  to  bear  down  their  selfish  opposition.  And  it  were 
Llearly  better,  even  to  impose  a  local  tax  to  compensate  such 
companies,  than  that  the  health  and  comfort  of  the  community 

hould  continue  longer  to  suffer  by  withholding  from  it  the  first 
accessary  of  life — a  copious  supply  of  pure  water. 

Suppose  Government  were  to  select  a  strong  case,  and  procure 
itn  Act  of  Parliament,  not  only  to  supply  the  town  with  water, 
nut  also  to  ensure  it  against  fire,  levying  a  local  tax  upon  all  the 

property  or  buildings  in  the  town  to  defray  the  expense?  

?rom  the  consideration  I  have  long  given  this  matter,  I  am 
latisfied  that  such  a  scheme,  skilfully  planned,  and  judiciously 
l.nd  economically  executed,  would  work  well,  pay  well,  and  prove 
bh  immense  boon  to  the  whole  community.  With  such  assistance 
it  patronage  I  would  myself  be  willing  to  take  shares  either  with 

he  corporation,  for  behoof  of  the  community  (which,  in  my 
(■pinion,  is  decidedly  the  preferable  plan),  or  with  any  respectable 
company  able  and  willing  to  undertake  it. 


THOMAS  WICKSTEED,  Esq.,  examined.  T.wicksieed, 
Are  you  a  civil  engineer?  1  am. 

Are  you  employed  by  the  East  London  Waterworks  Company? 

 1  am  ;  and  also  by  the  Kent  and  the  Vauxhall  Waterworks 

Companies. 

Are  you  well  acquainted  with  the  mode  of  supplying  different 
lilaces  with  water  ?  1  am. 

Have  you  calculated  what  would  be  the  abstract  cost  of  lifting 
.  certain  quantity  of  water,  say  1000  gallons,  100  feet  high,  sup- 
posing the  engine  set  up  and  all  the  establishment  fixed  ?  1 

iave  gone  into  those  calculations,  but  each  case  must  have  a 
[liferent  calculation.  No  general  rule  can  be  laid  down  for  it.  I 
feill  take  two  towns.  The  town  of  Hull,  where  the  corporation  are 
joing  to  enlarge  their  works,  having  just  obtained  an.  Act  of  Par- 
liament for  that  purpose.  Hull  is  a  very  fiat  town;  the  works  will 
>e  about  half  a  mile  from  the  outskirts,  and  the  whole  supply  of 
rater  will  be  raised  by  steam  engines.  At  present  they  raise  the 
vater  about  40  feet:  it  is  proposed  to  raise  it  about  120  feet  above 
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Wicked,  the  town.    The  extent  of  the  proposed pipeage  will  be  about  40 
**       miles:  the  supply  will  be  for  about  110,000  or  120,000  inhabit- 
ants-  in  this  case  the  whole  of  the  water  must  be  raised  by  steam 
machinery,  and  having  no  elevated  ground,  'and  having  to  raise  i 
water  by  mechanical  power  in  a  stand-pipe,  the  head  of  water  is 
limited  to  a  certain  extent,  and  the  head  of  water  being  hunted  the  I 
sizes  of  the  mains  must  be  proportioned  to  the  limited  head.  Now, 
in  Cork  there  is  a  very  large  river,  and  ample  water-power  there, 
and  steam-power  will  not  be  required  for  above  six  weeks  out  of  the 
twelve  months  ;  the  cost,  therefore,  of  carrying  on  these  works  as  far 
as  the  machinery  is  concerned,  will  be  less.    There  is  also  elevated 
around  close  to  the  city,  where  it  is  proposed  to  erect  the  water-  1 
works  280  feet  high.    The  water  can  be  raised  immediately  by  the 
natural  power  of  the  river  to  a  very  great  elevation;  and  thus  the 
sizes  of  the  pipes  will  require  to  be  much  less  than  if  the  elevation  were  I 
less,  so  that  the  estimate  for  the  same  work  at  Hull  would  be  very 
different  from  the  estimate  for  the  work  at  Cork;  and  in  almost  every  | 
town  the  circumstances  vary.  In  some  cases  a  supply  may  be  obtained 
by  o-oing  a  little  distance  from  the  town ;  the  source  may  be  so 
elevatecf  that  no  machinery  will  be  required  to  lift  the  water.  At 
Kingston,  in  Jamaica,  they  have  within  four  or  five  miles  a  fall  of 
about  600  feet,  so  that  the  expense  of  supplying  Kingston  will  be 
comparatively  very  small,  as  no  machinery  mil  be  required  to  raise 
the  water.    In  fact,  in  almost  every  case  there  must  be  a  variation 
according  to  its  circumstances.  .  , 

Supposing  you  are  on  a  dead  level,  and  you  have  to  raise  water 
into  a  reservoir  close  above  the  engine,  what  would  be  the  cost  per 

1000  gallons  for  raising  water  every  50  or  100  feet?  That 

would  depend  upon  the  kind  of  engine  that  you  use,  and  the  price 
of  coal.  In  my  first  report  to  the  corporation  of  Hull  I  stated^ 
"The  annual  consumption  of  coals  will  be  in  the  following  pro- 
portion :  for  6000  houses,  180  tons;  for  13,000  houses,  390  tons 5 
for  20,000  houses,  600  tons. 

Have  you  prepared  a  statement  of  the  cost  of  raising  water  to  a 

given  altitude,  under  different  circumstances?  At  the  request  of 

the  Commissioners  I  have  prepared  the  following  statements  ol  the 
cost  of  raising  water : — 

1st.  A  single  pumping  engine,  made  by  Boulton  and  Watt  in  1S09,  working  10$ 
hours  per  diem,  6  days  per  week,  mean  power  29$  horses;  quantity  of  water 
raised  per  diem,  equal  to  612,360  gallons,  100  feet  high  ;  the  cost  ot  coals  Us. 
per  ton.  In  the  estimate  for  the  cost  all  charges  for  coals,  labour,  and  stores, 
are  included,  but  no  charge  for  interest  upon  outlay,  or  repairs  of  machinery 
and  buildings  ;  all  other  charges  for  working  the  engine  are  included. 

S.  d. 

Cost  of  raising  1000  gallons  100  feet  high   .     .    0  0-513 
Or*«Cost  of  raising  22,099  gallons  100  feet  high    1  0- 

This  estimate  is  made  upon  an  average  of  two  years'  working. 

2nd.  Two  single-pumping  engines,  made  by  Boulton  and  Watt  in  1S09,  working 
24  hours  per  diem,  7  days  per  week,  mean  power  of  each  engine  30$  hoist  s ; 
quantity  of  water  raised  per  diem  2,922,480  gallons.  90  feet  high  ;  the  cost 
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of  coals  12*.  per  ton.  Labour,  stores,  &c,  taken  as  in  the  first  case.  The  'p.  Wicksicwl, 
estimate  made  upon  an  average  of  10  years'  working.  Esq. 

s.  d. 

Cost  of  raising  1000  gallons  100  feet  high  *.    .    0  0-358 
Or,  Cost  of  raising  33,519  gallons  100  feet  high     1  0- 

3rd.  Two  single-pumping  engines,  made  by  Boulton  and  Watt,  one  in  1 81 G  and 
one  in  1828,  working  12  hours  per  diem,  7  days  per  week,  mean  power  of 
each  engine  76  horses  ;  quantity  of  water  raised  per  diem  3,001,116  gallons, 
100  feet  high;  cost  of  coals  12s.  per  ton.  Labour,  stores,  &c,  as  before. 
The  estimate  made  upon  an  average  of  10  years'  working. 

s.  d. 

Cost  of  raising  1000  gallons  100  feet  high     .     .    0  0-333 
Or,  Cost  of  raising  36,036  gallons  100  feet  high      1    0  • 

■,4th.  One  single-pumping  engine,  made  by  Harvey  and  Co.,  upon  the  expansive 
principle,  in  1837, working  24  hours  per  diem,  7  days  per  week,  mean  power 
95^  horses ;  quantity  of  water  raised  per  diem  4,107,816  gallons,  110  feet 
high;  cost  of  coals  12s.  per  ton.  Labour  and  stores  as  before.  The  estimate 
made  upon  an  average  of  4  years'  working. 

s.  d. 

Cost  of  raising  1000  gallons  100  feet  high    .    .    0  0-150 
Or,  Cost  of  raising  80,000  gallons  100  feet  high     1  0- 

'  The  foregoing  statements  of  the  cost  of  raising  water  with  clif- 
nrent  engines  will  show  that  there  is  a  great  variation.  The 
omparison,  however,  is  favourable  to  the  engines  upon  the  old 
dan,  as  those  quoted  are  good  ones.  The  following  table  will 
aow  the  variation  more  clearly  : — 

;To  raise  160,000,000  of  gallons  of  water  100  feet  high,  it  would  cost — 
According  to  the  1st  statement    ....  £'302 
Ditto  2nd  ditto         ....  238 

Ditto  3rd  ditto  ....  222 

Ditto  4th  ditto  ....  100 

In  raising  large  masses  of  water  of  course  you  raise  it  compara- 

vely  cheaper?  Yes ;t but  for  each  case  you  must  make  a 

afferent  estimate. 

In  your  report,  in  speaking  of  the  supply  for  Cork,  you  say 
[Provision  should  be  made  for  an  increased  quantity  of  water  per 
dividual,  for  an  increase  of  what  is  termed  waste,"  but  which 
rrm  I  do  not  consider  as  strictly  correct,  as  the  water  that  runs 
vay  through  the  narrow  streets  and  alleys,  inasmuch  as  it  cleanses 
aem  from  filth,  increases  the  health  of  the  neighbourhood,  and 
mnot  therefore  be  strictly  called  waste  water.    Again,  you  say 
ithe  power  which  I  intend  the  new  works  to  possess,  of  giving  a 
upply  to  the  upper  floors  of  houses  and  buildings,  will  lead  to  an 
creased  demand  for  water  for  water-closets ;  and  when  manufac- 
rers  can  obtain  a  supply  in  the  upper  parts  of  their  buildings,  with- 
it  having  to  incur  the  expense  of  pumping  it  up,  they  will  be 
duced  to  take  a  larger  quantity."    Have  you  any  data  to  show 
e  comparative  economy  to  the  public  of  having  water  .forced  up  to 
i  elevation  systematically  and  regularly,  as  compared  with  the 

;pense  of  carrying  it  up  by  hand?  No,  I  have  not  any  calcu- 

■tion  with  me,  but  I  have  not  the  slightest  doubt  that  in  raising 
>rge  quantities  of  water  by  machinery  it  can  be  done  at  infinitely 
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less  expense  than  by  manual  labour.    I  believe  that  they  are 
paying  now  in  some  neighbourhoods  about  London  from  iour- 
pence^to  eight-pence  a  barrel  for  water  which  has  been  brought 
from  a  distance.    At  Hampstead  I  believe  they  pay  about  eight- 
pence.    1  suppose  the  highesl  cost  by  the  water  companies  is 
considerably  under  a  penny.    I  find,  upon  reference  to  a  paper 
entitled  "  Observations  on  the  Past  and  Present  Supply  of  Water 
to  the  Metropolis,"  written  by  me  in  1835,  that,  according  to  the 
Parliamentary  Returns  in  1834,  the  amount  received  by  the  water 
companies  in  the  metropolis  was  at  the  rate  of  three-fourths  of  a 
farthing  per  36  gallons,  and  it  is  stated,  "  In  some  of  the  suburbs 
of  London  water  is  still  supplied  by  carriers ;  where  it  is  carried 
in  buckets  from  wells,  it  is  sold  at  the  rate  of  eight-pence  per 
36  o-allons,  or  42  times  as  much  as  when  supplied  by  machinery; 
and  when  it  is  carted  from  the  river,  at  four-pence  per  36  gallons, 
or  21  times  more  than  machinery."    In  the  same  paper  it  appears 
that,  in  a.d.  1582,  the  supply  of  water  to  the  metropolis,  by  means 
of  the   London-bridge  Water- works,  was  3,170,000  imperial 
barrels  per  annum,  about,  seven-eighths  per  cent,  of  the  supply 
afforded  by  the  water  companies  in  1833,  namely,  357,288,807 
barrels  per  annum. 

Will  you  have  the  goodness  to  state  what  you  consider  the  best 
mode  of  supplying  the  poor  with  water,  whether  by  a  common 
stand-cock  for  several  houses,  or  by  a  separate  supply  to  each 
house,  and  at  what  cost  a  copious  supply  might  be  furnished  by 

either  of  the  two  modes?  If  the  supply  were  given  by  a 

municipal  body,  or  by  Government,  and  all  houses,  excepting 
those  of  the  poor,  were  rated,  then  I  am  of  opinion  that  the  best 
mode  of  supplying  would  be  by  common  stand-cocks,  so  con- 
structed that  when  the  water  was  required  it  would  be  necessary 
to  hold  the  valve  up,  to  keep  it  open,  and  when  the  supply  was 
obtained  the  valve  should  shut  of  itself,  and  remain  closed  until 
water  was  again  required— this  would  prevent  waste.     As  all 
houses,  excepting  those  of  the  poor,  would  be  rated,  they  would 
undoubtedly  have  a  separate  supply  for  each  building ;  but  if  the 
supply  were  given  by  a  trading  body,  and  numerous  common 
stand-cocks  were  erected  (and  they  must  be  numerous,  T  conceive, 
to  effect  the  desired  object)  to  supply  the  poor,  I  think  it  is 
certain  that  a  very  large  proportion  of  the  inhabitants  of  a  town 
would  send  their  servants,  or  several  would  join  together  and 
employ  a  man  to  bring  the  water  from  the  common  cocks,  or 
public  fountains,  to  their  houses,  to  avoid  paying  rates  to  the 
water  company.    A  copious  supply  of  water  to  the  poor  can,  in 
my  opinion,  be  given  by  a  public  body  only,  for  supposing  that  m 
towns  at  present  supplied  by  trading  companies  a  supply  were 
required  for  the  poor,  and  that  each  parish  were  rated  high 
enough  to  raise  a  sufficient  sum  annually  to  pay  for  a  given 
number  of  common  stand-cocks,  it  would  be  a  very  difficult 
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latter  to  prevent  the  inhabitants  generally  from  taking  a  supply  t.  Wta*»teea, 
orpjn  the  cocks,  and  if  this  were  not  prevented  the  rental  of  the       Esq"  3 

ompany  would  soon  he  reduced.  Supposing,  however,  the 
■qapply  to  be  given  by  a  public  body,  then,  as  one  common  stand- 
jck  would,  if  in  supply  during  the  whole  of  the  day,  probably 

e  sufficient  for  100  houses,  the  expense  of  laying  on  the  water 
oould  be  considerably  less  than  if  each  house  were  supplied 
'pparately.  The  cost  of  giving  a  copious  supply  must  depend 
rpon  the  locality,  as  the  expense  of  obtaining  the  water  is  de- 
pendent thereon. 

What  would  be  the  probable  increased  expense  of  a  constant 
ijipply  of  water  for  the  prevention  of  fire  being  kept  on,  either 
j j  elevated  reservoirs,  or  by  the  mechanical  power  of  the  steam- 

ijgines?  The  following  reasons  why  a  constant  supply  in  all 

ue  iron  pipes  laid  down,  both  mains  and  services,  is  imprac- 
■aable,  and  which  I  have  extracted  from  my  Report  to  the  Pipe- 
/ater  Committee  of  the  Corporation  of  Cork,  may  be  worthy  of 
rtention: — "Although  it  is  proposed  to  give  a  supply  to  each 
>ouse  every  day  in  the  week,  instead  of  three  times  a-week,  as  at 
resent,  nevertheless  it  is  not  to  be  a  constant  supply  during  the 
venty-four  hours ;  for,  if  such  a  plan  were  to  be  adopted  in  a  city 

large  as  Cork  is,  the  sizes  of  the  mains  must  be  very  large,  and 
ae  waste  of  water  would  be  excessive.  The  plan  proposed  to  be 
l.lopted  is  to  supply  only  portions  of  the  city  at  one  time  by  means 

services ;  and  thus  in  the  principal  streets  mains  will  be  laid, 
rrough  which  the  water  will  be  conveyed  from  the  source,  and, 
ranching  from  these  mains,  smaller  pipes  will  be  laid,  called 
rvices ;  at  every  point  where  the  services  branch  from  the  mains  a 
uck  will  ba  attached,  for  the  purpose  of  opening  or  shutting  off 
ommunication  with  the  main  ;  from  the  services  small  lead  pipes 
111  branch  to  each  dwelling-house,  and  whenever  the  communica- 
on  is  opened  with  the  mains,  which  will  always  be  charged,  the 
noses,  whose  lead  pipes  are  joined  on  to  the  services,  will  receive 
supply  of  water.  The  necessity  for  such  an  arrangement  will  be 
iade  obvious  by  the  following  statement : — When  water  is  forced 
rough  pipes,  either  by  a  natural  or  artificial  head,  or  by  steam, 

other  power,  friction  is  created  in  proportion  to  the  velocity  of 
e  M  ater,  and  length  of  the  line  of  pipes.  As  the  distance  in- 
cases, the  power  must  either  be  increased  or  the  velocity  reduced ; 
e  shorter  the  distance,  the  less  the  power  required  to  overcome 
e  friction  ;  if,  therefore,  it  is  necessary  to  exert  a  great  power  to 
roe  the  water  to  the  extremities  of  an  extensive  district,  that  they 
>ay  be  properly  supplied,  it  is  very  evident  that  the  power  which 
exerted  near  the  source,  not  being  required  to  overcome  so  great 
i  amount  of  friction  as  at  the  extremities,  must  be  applied  to 
crease  the  velocity  of  the  water  through  the  orifices  near  the 
urce ;  and  if,  therefore,  such  an  arrangement  as  the  one  herein- 
;fore-mentioned  were  not  adopted,  the  effect  would  be  that  those 
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Trusteed,  houses  which  were  near  the  source  would  have  a  superabundant  I 
Esq-       supply,  while  those  at  a  distance  would  have  a  very  small  supply, 
if  any;  but  by  means  of  the  system  mentioned  when  the  inha- 
bitants near  the  source  have  received  their  supply,  the  cocks  on  the 
services  are  shut  down,  and  the  water  m  the  mams  passe* .on  to 
supply  the  services  at  the  extremities,  which  will  have  a  sufficient 
supply,  because  the  water,  not  being  used  before,  must  pass  on  to 
the  extremities.    That  each  may  have  an  equal  supply,  those  that 
are  near  the  source  have  the  communication  opened  with  the  mam 
for  a  shorter  time,  than  those  at  a  distance,  in  proportion  to  the 
velocity  with  which  the  water  is  delivered.    I  n  addition  to  this,  on 
every  line  of  mains  and  services,  orifices  about  two  inches  diameter 
are  made  at  certain  distances,  which  are  filled  up  with  what  are 
termed  <  fire-plugs,'  being  nothing  more  than  wooden  spigots 
made  to  fit  the  orifices;  these  are  easily  fitted  and  as  easily  re- 
moved, and  in  case  of  a  fire  they  are  started,  and  a  supply  is  given 
directly.    The  strength  of  this  supply  is  regulated  by  means  ot 
the  system  before  mentioned.    Thus,  by  closing  the  service-cocks 
in  the  other  parts  of  the  district,  the  whole  force  of  the  water  may 
be  concentrated  in  that  part  where  the  fire  has  occurred     As  the 
elevation  which  the  water  will  be  at  in  the  proposed  summit- 
reservoir  will  be  very  great,  I  propose  to  erect  stand-pipes  in 
several  parts  of  the  town,  with  a  screw  to  which  a  hose  can  be 
attached,  and,  the  pressure  being  very  great,  the  necessity  for  nre- 
eneines  will  be  dispensed  with  in  the  middle  and  the  lower  parts 
of  the  north  and  south  sides  of  the  town  ;  the  protection  thus  given 
against  fire  will  be  greater  than  at  any  other  place  that  1  am 
at  present  acquainted  with.    I  am,  however,  about  to  construct 
reservoirs  on  Woolwich-common  and  Blackheath  for  the  protec- 
tion of  the  Government  establishments  at  Woolwich,  Greenwich, 
and  Deptford  against  fire,  upon  the  same  principle  as  the  plan 
herein  proposed  to  be  executed  for  the  city  of  Cork,    in  laying 
down  the  mains  the  general  rule  to  be  followed  is  to  take  care  that 
the  distances  between  them  shall  not  be  too  great,  because,  il  it  be 
so,  it  will  be  necessary  to  have  services  of  larger  diameters  than 
would  otherwise  be  necessary,  to  prevent  loss  in  pressure,  occasioned 
by  friction,  or  it  would  be  necessary  to  keep  the  communication 
between  the  mains  and  services  open  for  a  longer  time  to  give  a. 
supply  to  those  houses  at  the  extremity  of  the  service;  m  tact,  ttte 
same  argument  that  has  been  used  in  the  case  of  the  mams  would 
apply  to  services  of  too  great  a  length."    As  I  consider  tins  a 
question  of  great  importance,  I  will  add  to  the  foregoing  remarks. 
Suppose  a  supply  of  water  to  be  required  for  20,000  houses,  and 
the  height  to  which  it  was  raised  at  the  works  was  such  that  a  -U 
inch  main  would  be  sufficient  to  give  the  supply  according  to  the 
system  herein-before  explained— it  would  not  be  so  if  the  wag! 
were  constantly  on  in  all  the  pipes,  both  mains  and  services  ;  tot 
example,  suppose  the  size  of  the  lead  pipes  to  supply  the  houses 
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,  be  upon  an  average  half  an  inch  in  diameter,  then  the  aggregate   T;  wwkiteed> 
•eas  of  20,000  half-inch  pipes  would  be  equal  to  27£  square  feet,  8* 
id  it  would  require  a  main  of  71  inches  diameter  at  the  source 
supply  the  town,  instead  of  20  inches  ;  and  for  side  streets,  con- 
•inin<r  100  houses  each,  it  would  require  pipes  of  5  inches 
diameter,  instead  of  3  or  4  inches.    This  is  an  extreme  case,  but 
ae  that  it  would  be  necessary  to  provide  against ;  because,  if  the 
later  is  always  on,  the  houses  may  be  all  at  one  time  supplied; 
ud,  even  trusting  to  the  chances  of  only  one-half  the  number  of 
louses  taking  water  at  the  same  time,  the  main  must  then  be  48 
rches  in  diameter  at  the  source.    In  addition  to  the  necessity  for 
lis  extraordinary  outlay  in  the  first  instance,  the  quantity  of  water 
aat  would  be  used  would  be  enormous,  and,  consequently,  the 
fpense  of  raising  a  sufficient  supply  would  be  increased  in  pro- 
lortion,  and  the  object  sought,  that  of  having  a  strong  pressure  of 
later  in  the  mains,  would  be  defeated  by  the  very  means  proposed 
insure  it ;  for,  inasmuch  as  the  water  in  the  pipes  would  be 
pways  on,  so  would  the  draught  by  the  houses  be  constant,  and  the 
eesent  power  of  shutting  off  the  supply  from  the  side  streets, 
iad  applying   the  full  force  of  the  supply  to  the  particular 
reality  requiring  it,  would  be  destroyed.   Again,  if  separate  mains 
>ere  laid  from  the  works  to  be  used  as  fire-mains  only,  the  expense 
nuld  be  nearly  the  same,  as  that  of  the  system  of  pipes  for  sup- 
vying  the  inhabitants,  and  this  item,  which  forms  the  greatest,  part 
'■  the  outlay  of  a  waterworks,  would  be  nearly  doubled.  The 
regoing  remarks  have  been  made  upon  the  supposition  that  it  is 
\roposed  to  give  a  supply  which  would  render  the  use  of  fire- 
iigines  unnecessary.    If  it  were  proposed  to  increase  consideraly 
ae  present  force  of  the  water  in  the  water-mains  of  the  metropolis, 
might  be  done,  first,  by  taking  up  the  present  pipes,  and  laying 
wvn  larger  ones,  the  expense  of  which  would,  I  imagine,  render 
i  an  impracticable  scheme ;  or,  secondly,  by  raising  the  water  at 
ae  different  works  under  a  greater  pressure,  say  under  an  extra 
■ressure  of  100  feet.    Now,  taking  the  supply  to  the  metropolis, 
3  stated  in  the  Report  of  the  Select  Committee  of  the  House  of 
dommons  in  1833,  at  35  millions  of  gallons  daily,  and  supposing 
ae  increase  since  1835  for  the  whole  of  the  metropolis  to  be,  as  in 
iae  East  London  district,  viz.,  30  per  cent.,  the  present  supply 
i'ill  be  equal  to  45£  millions  of  gallons  daily.    To  raise  this 
luantity  100  feet  extra  in  15  hours  (upon  the  average)  would  re- 
uuire  an  extra  power  equal  to  1536  horses.    The  outlay  required 
<K>uld  be  about  1 30,000Z.,  and  the  increased  annual  cost  of  coals,  sup- 
posing the  most  economical  pumping  engines  to  be  erected,  would 
»e  6500Z.  per  annum,  supposing  the  cost  of  the  coals  when  delivered 
'0  be  1 3,y.  per  ton.   This  sum  is  equivalent  to  a  capital  of  130,000/., 
.t  the  rate  of  5  per  cent.   The  total  amount  of  capital  to  be  sunk 
?ould  therefore  be,  for  machinery  and  coals  only,  without  reference 
o  stores,  labour,  and  repairs,  260,000/. ;  and  even  if  this  sum  were 
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t.  wicUsteed,  expended,  the  increased  force  obtained  would  not  render  the  use  of 
***       fire-engines  in  a  great  many  parts  of  the  metropolis  unnecessary, 
and  therefore  no  very  great  benefit  would  accrue.    In  provincial 
towns,  however,  and  most  especially  where  works  are  not  yet  con- 
structed, the  increased  safety  to  be  obtained  by  raising  the  water  to  ) 
a  sufficient  height,  and  properly  proportioning  the  iron  pipes,  will  be 
very  great.    Where  the  locality  is  favourable  there  is  no  doubt  that  U 
the  use  of  an  elevated  reservoir  is  the  best  mode  that  can  be  j 
adopted  for  giving  a  supply.    Much  may  be  done,  however,  to  in-  || 
sure  a  better°supply  for  the  metropolis  in  case  of  fire,  and  especially 
for  such  large  public  buildings  as  the  Houses  of  Parliament,  the  large  U 
Government  offices,  the  Tower,  the  docks,  railway  stations,  &c.,  B 
where  an  expenditure  of  money  is  not  so  great  an  object  as  in  I 
private  establishments.    If  in  the  first  place  the  parishes  were  to  i 
erect  stand-pipes  in  places  where  fire-plugs  now  are,  and  if  these  K 
stand-pipes  had  brass  screws,  to  which  a  hose  might  be  speedily  1 
attached,  in  many  plaoes  the  force  of  the  water  would  be  sufficient  I 
to  supply  without  a  fire-engine ;  and  in  every  place  the  supply  to 
the  fire-engines  would  be  much  more  abundant  if  the  hose  were  laid  | 
directly  to  the  engine,  and  the  power  required  to  work  the  engines 
would  be  less.    And  if  these  stand-pipes  had  keys  to  them  of  a 
different  construction  from  those  used  by  the  turn-cocks  for  the 
supply  of  the  district  generally,  one  objection  to  the  parish  autho-. 
rities  having  the  direct  command  over  the  supply  of  water  would  be 
removed ;  and  if,  in  addition,  a  heavy  penalty  could  be  enforced  in 
all  cases  when  these  cocks  were  opened  for  any  other  purpose  than 
for  a  fire,  I  imagine  there  would  be  no  objection  to  the  plan ;  and 
in  some  cases  additional  safety  would  be  thus  obtained  by  increasing 
the  number  of  keys.    As  regards  large  public  buildings,  I  conceive 
the  best  protection  may  be  afforded  in  almost  every  case  where  the 
size  of  the  establishment  will  warrant  the  necessary  expenditure,  by 
the  adoption  of  the  plan  hereafter  described.    In  almost  every  part  ; 
of  London,  where  there  are  large  public  buildings,  the  pipes  of  some 
of  the  metropolitan  water  companies  are  laid,  and  an  abundant 
supply  of  water  may  be  obtained  at  a  low  elevation,  although  the 
pressure  in  the  mains  may  not  be  sufficient  to  force  the  water  to  the 
tops  of  the  buildings ;  and  in  almost  every  case  there  are  sewers  in 
the  same  neighbourhoods.    Now  if  a  small  overshot  water-wheel  I 
were  erected,  and  a  pipe  from  the  water-mains  laid  on,  to  supply  it 
When  it  was  necessary  to  use  it,  and  which  might  be  done  instantane- 
ously ;  and  if  this  wheel  worked  force-pumps,  to  supply  water  to  a 
system  of  pipes  distributed  through  the  buildings,  and  on  these 
pipes,  in  suitable  situations,  screws  were  fixed  to  which  a  hose  and 
nozzle  might  be  attached  immediately,  then  there  would  be  a  power- 
ful stationary  fire-engine,  which  could  beset  to  work  instantaneously 
by  the  servants,  watchmen,  or  police  belonging  to  the  establish- 
ment.   Part  of  the  water  required  to  supply  the  wheel  would  be 
raised  by  the  pumps,  and  the  remainder  would  run  into  the  sewers. 
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t  an  arrangement  such  as  the  one  now  proposed  were  properly  t.  w«*steed 
lade,  greater  protection  would  be  afforded  in  the  event  of  a  fire 
lan  could  possibly  be  given  by  any  other  means ;  for  the  time 
squired  to  set  the  engine  to  work  would  be  merely  that  occupied 
1  turnino-  the  water  on.  No  time  would  be  lost  in  sending  for 
,ae  fire-engines,  nor  in  getting  up  the  steam,  as  would  be  neces- 
lary  if  a  steam-engine  were  employed. 

Have  you  formed  any  opinion  as  to  whether,  in  towns  not  already 
irovided  with  waterworks,  it  would  be  an  advantage  to  place 
mem  under  the  control  of  the  municipal  body,  instead  of  a  trading 

i10dy  ?  There  can  be  no  doubt,  I  imagine,  if  the  management 

;  equally  good,  that  in  many  instances  water  may  be  supplied  at 
much 'cheaper  rate  by  a  municipal  body  than  by  a  trading 
iompany,  provided  the  capital  could  be  raised  at  a  low  rate  of  in- 
i?resr,  which  it  would  most  probably  be,  as  the  security  would  be 
ae  borough  fund,  which  I  presume  in  most  instances  would  be 
considered  good. 

Do  you  think  that  a  great  economy  might  be  introduced  m 
iae  power  employed  in  pumping  the  water  by  the  use  of  some 

improved  kind  of  engine?  Avery  great  economy  may  beintro- 

uiced  by  the  use  of  the  expansive- engine  and  plunger-pump,  the 
dvantages  of  which  have  been  felt  in  the  mines  of  Cornwall  for  30 
'ears  or  more,  although  I  believe  it  was  not  introduced  into  water- 
works establishments  until  the  latter  end  of  1837,  when  an  engine 
iipon  that  principle  was  set  to  work  at  the  East.  London  Water- 
forks,  and  is  now  working  most  satisfactorily,  having  from  the  time 
lif  its  first  starting  continued  to  raise  225  barrels  of  water  with  the 
same  quantity  of  coals  that  the  best  engine  on  the  works,  made  upon 
'ihe  old  construction,  required  (and  requires)  to  raise  100  barrels. 
;3ince  that  time  another  large  engine  of  the  same  description  has 
ueen  erected  at  the  Southwark  Waterworks,  whose  performance  is 
equally  good,  if  not  superior.    The  comparison  above  given  is  too 
nuch  in  favour  of  the  old  engines  and  against  the  new,  taken  as  a 
blass,  as  there  are  instances  in  London,  and  in  the  country,  where 
i.he  quantity  of  water  raised  by  the  consumption  of  a  given  quantity 
'bf  coals  is  not  more  than  one-fourth  or  one-fifth  of  that  raised  by 
i:he  new  engine.    There  is  another  way  of  showing  the  advantage 
co  be  derived  from  the  introduction  of  this  new  engine  ;  namely, 
Ithat  the  same  quantity  of  water  may  be  raised  from  two  and  a 
quarter  to  five  times  the  height  by  the  consumption  of  a  given 
quantity  of  coals  ;  and  as  the  size  of  the  pipes  depends  upon  the 
velocity  of  the  water  passing  through,  and  as  the  velocity  increases 
as  the  square  root  of  the  head  of  water,  so  by  increasing  the  head 
of  water  four  times,  the  sizes  of  the  pipes  may  be  reduced  to  one-half, 
and  the  chief  item  in  the  expenditure  in  new  works  may  conse- 
quently be  reduced  one-half,  and  thus  less  capital  will  be  required; 
and,  as  it  often  happens  that  it  is  more  convenient  to  spend  a  small 
sum  annually  than  a  large  sum  at  once,  this  is  a  matter  of  great  im- 
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t.  wicUsteed,  portance.  And  again,  in  many,  if  not  most  towns  where  the  works 
s<1'  have  been  established  for  a  long  period,  and  the  length  of  pipeage 
has  gradually  been  much  increased,  the  pipes  originally  laid  down 
become  inadequate  to  afford  the  increased  demand,  the  consequence 
of  which  is,  that  the  extremities  of  the  district  are  generally  supplied 
most  miserably.  Instead  of  having  to  lay  down  new  and  large 
mains,  the  erection  of  the  new  engine,  by  which  the  head  of  water 
may  be  increased  at  the  same  cost  of  coals,  increases  the  utility  of 
the  old  mains,  and  prevents  the  necessity  of  a  large  outlay  in  new 
ones. 

Are  there  any  modes  resorted  to  for  gauging  the  quantities  of 

water  supplied  ?  There  are  no  good  meters  that  I  am  aware 

of  for  measuring  the  quantities  of  water.  The  only  way  we  can 
get  at  it  is  by  approximation.  Parties  that  require  a  large  supply 
of  water  say,  We  have  a  tank  of  a  certain  size,  or  two  tanks  of 
a  certain  size,  and  we  require  them  filled  so  many  times  a  week  ; 
and  we  measure  the  cubical  contents  of  those  tanks ;  or  if  it  be  a 
supply  for  a  steam-engine,  we  can  make  an  approximation,  and 
estimate  the  quantity  that  will  be  wanted. 

Have  you  seen  an  instrument  called  the  water-meter  ?  There 

is  no  water-meter  that  will  measure  water  delivered  under  pressure 
that  I  am  aware  of. 

Have  you  seen  that  which  has  been  used  in  some  towns  in  Scot- 
land under  the  name  of  a  water-meter?  No.    The  difficulty 

is  this  : — you  can  make  a  water-meter  that  shall  measure  the 
quantity  of  water  delivered  from  one  vessel  to  another  without 
pressure ;  but  you  want  a  meter  which  you  can  put  upon  a  pipe 
when  the  water  is  entering  a  house.  In  a  large  manufactory,  or 
any  other  place  where  the  consumption  is  great,  the  water  is  gener- 
ally supplied  to  the  upper  floors  ;  you  have  therefore  a  delivery  of 
water  under  pressure,  and  I  know  of  no  meter  that  will  register  the 
quantity  of  water  delivered  under  these  circumstances  with  such 
accuracy  that  there  could  be  no  dispute  as  to  the  quantity  delivered  ; 
or  at  such  moderate  cost  as  would  induce  parties  to  purchase  one 
under  the  expectation  of  economising  water  to  an  extent  that  would 
warrant  the  outlay.  A  meter  made  upon  the  principle  of  a  high- 
pressure  steam-engine  would  measure  accurately ;  but  the  size  of 
such  a  machine,  and  the  cost  of  it,  would  be  too  great. 

Is  it  your  opinion  that  for  new  towns  and  provincial  towns  an 
arrangement,  by  which  high  pressure  shall  be  constantly  kept  on  the 

water  for  use  in  case  of  fires,  is  practicable  and  desirable?  In 

new  towns,  in  the  principal  streets,  mains  should  be  laid,  and  from 
those  mains  services  should  branch  to  the  side  streets ;  the  mains 
should  be  always  charged  with  water.  The  services  only  charged 
when  you  require  the  water  to  be  used  for  the  houses,  but  in  case  of 
fire,  you  turn  the  water  on  immediately,  or  as  soon  as  the  turncock 
is  there,  into  the  services.  In  the  East  London  district,  at  every 
fire  the  turncock  is  called  for,  and  he  is  generally  there  in  five 
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oninutes  after  he  is  summoned,  and  then  a  good  supply  is  given  to  T-  ^ge™ 

his  one  street ;  but  if  all  the  services  were  on,  the  supply  would  be 

vrv  poor,  as  it  would  not  be  concentrated. 
Supposing  it  was  during  the  night  when  the  people  were  not 

hawing  water,  would  not  the  services  be  as  efficacious  as  if  they 

were  shut  off?  Yes,  but  we  find  in  London,  and  1  believe  else- 

rvhere,  that  they  chaw  water  at  night ;  for  if  the  water  in  the  tanks 
laas  been  (as  will  be  the  case)  reduced  during  the  day,  the  ball- 
cocks  will  of  course  be  open  at  night,  and  there  will  be  a  great 
liraught  created. 

Do  not  you  think  that  compensating  cisterns  might  be  erected 
nn  different  parts  of  the   city,  which  would  always  compensate 

any  water  that  might  be  drawn  at  a  time  ?  There  is  no 

coubt  that  if  you  can  get  those  cisterns,  which  would  be  elevated 
reservoirs,  it  would  answer  the  purpose,  but  they  must  be  very  large 
iisterns,  and  at  a  very  considerable  height. 
Would  not  the  cost  be  much  less  than  the  cost  of  having  much 

larger  mains  ?  It  might  be,  but  if  you  are  to  supply  a  large 

ire,  you  must  have  very  large  cisterns. 
Have  you  made  any  estimate  of  how  much  a  large  fire  would 

oonsume  ?  1  have  in  one  or  two  cases  ;  but  it  is  evident  that  as 

ne  quantity  supplied  must  depend  upon  the  extent  of  the  fire,  no 
criterion  can  be  formed  of  the  quantity  required.  According  to  the 
nresent  system,  however,  there  is  much  more  wasted  than  used  at 

fire. 

Is  not  it  the  practice  to  protect  manufactories  in  the  North  by 
aaving  a  cistern  at  the  top  of  the  building,  from  which,  upon  the 
recurrence  of  fire,  with  pipes  properly  arranged,  they  can  bring  a 

cose  to  bear  upon  any  one  room  ?  If  the  fire  is  below,  you  can 

cet  a  pressure  of  water  upon  it ;  but  if  the  fire  is  near  the  tank  you 
aave  no  effective  pressure.    The  great  desideratum  in  putting  out 

fire,  is  not  so  much  the  quantity  of  water  as  the  force  with  which 
;  is  supplied.  If  you  can  send  the  water  with  pressure  upon  it  at 
ne  commencement,  a  very  httle  will  put  it  out.  At  the  same  time 
nere  is  no  doubt  that  large  tanks  of  water  upon  large  buildings 
fford  considerable  protection. 

May  you  not  have  a  tank  upon  the  roof  so  as  to  bring  the 
pressure  to  bear  upon  it,  supposing  it  to  be  15  or  20  feet,  or  any 

i;iven  height  above  the  room  ?  If  you  have  a  tank  large  enough, 

r.nd  you  have  got  it  20  or  30  feet  above  the  place  where  the  fire  is, 
;  will  be  no  doubt  of  great  advantage. 

Have  you  seen  any  report  of  the  arrangements  in  use  in  Phila- 
delphia for  the  supply  of  water  for  the  inhabitants?  1  only 

.now  generally  how  the  supply  is  given.  They  are  supplied,  I 
ielieve,  very  economically  by  water-wheels,  and  the  pumps  are 
nclined. 

Have  you  seen  the  arrangements  proposed  for  the  supply  of 
patter  for  New  York  ?  No. 
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t.  wicksteed,  Are  you  aware  that  at  Philadelphia  this  is  the  practice ;  that  ; 
Es(1'  every  day  the  hose  is  screwed  to  the  main  or  pipe  in  front  of  the  I 
house,  and  the  pavement  washed  with  it,  and  that  once  a  week,  or  I 
at  certain  times,  it  is  the  custom  of  the  inhabitants  to  wash  the  f 
whole  front  of  the  house  up  to  the  highest  windows,  and  that  upon  | 
the  occasion  of  fire  the  hose  is  attached  and  applied  immediately,  ' 
and  that  that  arrangement  is  ready  at  all  times,  night  and  day  ? 
 1  am  not  aware  of  that  fact. 

And  that  at  New  York  it  is  proposed,  by  similar  arrangements  | 

to  those  at  Philadelphia,  to  supersede  fire-engines  entirely  ?  

Then  they  must  have  an  elevated  reservoir,  or  the  machinery  | 
must  be  kept  at  work  constantly. 

One  gentleman,  Mr.  Thorn,  of  Greenock,  has  stated  to  the  I 
Commissioners :  "  In  every  case  where  the  distributary  basin  can  I 
be  placed  high  enough,  the  pipes  in  the  streets  ought  to  be  kept 
constantly  full,  so  as  to  be  always  ready  at  a  moment's  notice  to 
extinguish  fires  ;  and  the  distributary  basin  should  be  placed  high  I 
enough  to  send  the  water  over  the  tops  of  the  highest  houses,  by  J 
merely  putting  the  hose  of  a  fire-engine  on  one  of  the  fire-plugs,  I 
which  should  be  attached  to  the  pipes  at  short  distances  through  I 
all  the  streets.     This  I  have  done  in  Greenock,  Paisley,  and 
wherever  I  gave  the  plans.    The  advantage  is  immense;  and  were 
it  properly  and  generally  practised,  there  would  be  little  need  of 
insurances  from  fire."    Have  you  seen  any  of  those  instances,  and 
are  you  aware  of  any  reason  why  the  same  arrangements  by  arti- 
ficial reservoirs  may  not  be  generally  applied  to  a  town  ?  1 

agree  generally  with  what  Mr.  Thom  has  said;  with  this  differ- 
ence, that  in  a  large  town  you  could  not  serve  the  whole  of  the 
pipes.  If  he  means  the  mains,  then  I  should  agree  with  him 
entirely.  The  mains  ought  always  to  be  charged,  especially  when 
you  have  an  opportunity  of  getting  an  elevated  reservoir. 

Taking  a  large  town  as  an  aggregate  of  several  towns,  may  you 
not  do  for  a  large  town  what  is  actually  done  for  several  provincial 

towns?  The  objection  is  this  :  that  if  your  water  is  always  on, 

you  would  have  to  supply  a  much  larger  quantity  of  water  than  is 
now  necessary  to  give  an  abundant  supply,  and  you  must  have  a  \ 
great  many  extra  officers  to  prevent  improper  use  of  the  water.  If 
you  can  insist  upon  every  inhabitant  having  a  ball-cock,  and  if  you 
can  be  satisfied  that  there  would  be  no  unnecessary  waste  and  no 
unfair  dealing  in  the  houses,  then  the  objection  to  having  all  the 
pipes  charged  is  removed.  But  if  you  cannot  do  that,  you  are 
very  likely,  at  the  time  when  you  have  a  fire,  instead  of  having  the 
water  concentrated  at  the  place  where  you  want  it,  to  find  the  water 
drawn  off  in  different  parts  of  the  town. 

Are  you  aware  what  is  the  amount  of  the  annual  loss  by  fires  in. 
the  metropolis,  where  there  are  some  six  hundred  fires  every  year ; 
and  have  you  compared  that  loss  with  the  extra  charge  which 
would  be  incurred  by  having  such  an  efficient  arrangement  for  a 
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wpply  of  water  to  the  whole  of  the  metropolis,  as  is  adopted  in  T.  wtekrtccd, 
l0me  particular  provincial  towns?  1  am  not;  but  I  believe 

hat  if  you  made  the  calculation  in  the  way  suggested,  and  took  the 
BOtual  loss  that  occurs  from  fires,  it  would  appear  to  sanction  an 

normous  expenditure  in  making  works. 
Have  you  any  doubt  that  at  such  a  town  as  Liverpool  a  practical 

.rrangement  to  secure  supplies  of  water,  and  to  bring  them  to 
dear  in  a  few  minutes  in  case  of  fire,  would  be  an  enormous 

,'conomy  ?  Certainly  it  would. 

With  respect  to  the  supplies  of  water  to  the  inhabitants  in  the 
ooorer  districts,  does  not  the  supply  of  water  by  a  company  render 
hheuse  of  separate  tanks  necessary,  which  would  not  be  necessary  in 
bhe  case  of  a  supply  by  the  public,  or  by  an  agent  for  the  public  ; 
nn  a  provincial  town,  for  example,  would  there  be  the  same  necessity 
obr  having  separate  tanks,  if  the  municipality  took  the  supply  of 
rvater  in  hand,  that  there  is  in  London,  and  in  districts  which  are 

uupplied  by  water  companies?  Decidedly.     They  take  the 

quantity  that  they  pay  for.  The  works  are  calculated  to  give  a 
•certain  quantity  of  water  to  each  house,  and  the  inhabitants  pay  in 
oroportion  to  the  quantity  that  they  take;  if  they  took  double,  the 
jpipes  would  not  be  sufficient  to  give  the  supply.  You  would, 
Icherefore,  require  the  same  restrictions  that  you  have  at  present. 

In  houses  in  small  courts,  supposing  you  were  to  have  the  water 
.always  on,  could  not  you  make  a  more  economical  afrangement  as 

to  tanks,  by  making  one  tank  in  some  cases  supply  all  the  houses  ? 

 It  is  not  un frequently  the  case,  where  there  are  a  number  of 

lliouses  in  a  court,  that  either  a  common  cock  or  a  tank  is  provided. 
[If  it  is  cheapest  to  put  up  a  tank ;  it  is  put  up,  and  is  supplied. 

It  is  stated  to  be  a  regulation  enforced  by  penalty  that  no  person 
-shall  supply  from  his  butts  arty  of  his  neighbours,  necessitating  of 
.  course  each  house  having  a  separate  tank  ?  That  is  not  always  the 

case;  for  instance,  in  London  you  do  not  collect  the  rates  from  the 

poor.    Where  a  landlord  has  got  20,  or  30,  or  40,  or  50  houses, 

and  requires  a  supply  of  water :  if  they  are  poor  houses  it  is  fre- 
qquently  given  by  one  common  stand-cock  to  all  the  houses.    If  he 

was  to  put  a  separate  supply  to  those  houses  by  a  lead  pipe,  the 
Head  pipe  would  be  there  in  the  evening,  but  it  would  be  gone  in 

the  morning.  But  he  puts  a  common  cast-iron  cock,  so  that  there 
i  is  nothing  worth  stealing ;  and  the  parties  go  to  this,  but  the  poor 
;  people  have  not  a  separate  one  for  each  house,  because  it  is  too 

expensive. 

Are  those  depredations  committed  by  the  inhabitants  or  by 

chance  thieves  ?  1  cannot  tell ;  in  the  East  London  district  we 

have  above  500  of  those  common  cocks  supplying  several  houses. 

Are  the  common  tanks  or  receptacles  for  water  in  general  well 
kept,  or  does  the  soot  and  dust  collect  in  them  from  their  being 

open  to  the  air?  We  supply  above  50,000  tenants,  and  I  do 

not  think  that  during  the  last  14  years  we  have  had  six  complaints 
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T.Wioksteea,  of  bad  water ;  we  have  occasionally  three  or  four  complaints  ia 
Esq"  a  week  of  stoppage  of  water.  Sometimes  the  plumber  has  beaten 
the  pipe  in  ;  sometimes  there  are  complaints  by  manufacturers 
that  they  do  not  get  a  sufficient  supply.  We  inquire  into  those, 
and  we  "generally  find  that  the  manufacturer  is  getting  a  much 
larger  quantity  than  was  agreed  upon. 

May  not  complaints  of  the  quality  exist  to  a  greater  extent  than 

come  to  the  knowledge  of  the  Company  ?  1  think  not :  there 

are  above  12  collectors,  12  or  13  turncocks  and  foremen  and  in- 
spectors, all  of  whom  are  constantly  about  the  district.  When 
complaints  have  been  made  that  the  quantity  of  the  water  has  been 
bad,  we  have  been  perfectly  satisfied  beforehand  if  there  was  one 
tenant  that  complained  out  of  a  hundred  in  the  same  street,  that  the 
cause  was  not  in  the  water,  but  in  the  cistern,  and  on  examining  the 
cistern  we  have  found  a  rat  or  a  cat,  or  we  have  found  that  the 
cistern  has  not  been  cleaned  for  a  long  period,  or  perhaps  a  tenant 
has  left  the  house  and  another  tenant  has  come  in,  and  the  tank  has 
in  the  interim  been  neglected. 

How  often  do  you  think  the  cisterns  are  cleaned  ?  1  do  not 

know.  I  should  think  they  ought  to  be  cleaned  about  once  a 
fortnight. 

All  these  cleansings  of  vessels  in  which  the  humbler  classes  keep 
their  water,  are  done  by  the  individuals — it  is  not  the  business  of 
any  public  officer  ?  No ;  we  look  after  the  water  which  is  dis- 
tributed. I  will  state  what  is  done  in  the  East  London  district. 
There  are  about  400  miles  of  iron  pipes ;  half  of  these  pipes  are 
probably  in  supply  at  one  time,  and  while  the  water  is  at  rest  in 
the  other  half,  deposit  takes  place  ;  the  pipes  are,  in  fact,  settling 
reservoirs,  and  any  matter  mechanically  suspended  in  the  water  will 
settle  in  the  pipes.  Now  it  is  the  duty  of  the  turncock,  before  he 
gives  his  supply  to  any  street,  to  start,  the  end  plug  of  the  service 
for  three  or  four  minutes  to  let  part  of  the  water  run  out  so  as  to 
get  rid  of  the  deposit,  and  if  that  is  followed  up  regularly,  as  I  believe 
it  is,  there  is  no  reason  for  complaint  of  the  quality  of  die  water. 

Where  is  your  water  taken  from  ?  F rom  the  river  Lea,  near 

Lea-bridge. 

Do  you  filter  it  in  anyway?  No  ;  we  have  about  20  acres  of 

settling  reservoirs. 

How  are  the  settling  reservoirs  constructed  and  arranged?  

We  take  the  water  in  by  a  canal  about  two  miles  in  length ;  that 
comes  into  a  wide  canal  or  small  reservoir,  at  the  end  of  which 
there  are  two  sets  of  gates;  one  communicating  with  one  reservoir, 
the  other  communicating  with  another  reservoir.  We  admit  the 
water  into  both  reservoirs.  We  then  draw  it  out  of  one  reservoir 
while  the  second  one  is  kept  closed;  the  next  day  we  draw  it  out 
of  the  second  one  and  fill  up  the  first  one.  During  the  time  of 
Hoods  we  have  the  means  of  shutting  off  the  water  altogether  for 
four  or  five:  days  from  those  reservoirs. 
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How  do  you  get  quit  of  the  matter  that  settles  below?  The  T.  wu^teed, 

eposit  accumulates  very  slowly.  About  12  or  13  years  ago  we 
leaned  out.  two  small  basins ;  I  think  they  had  not  been  cleaned 
ut  before  for  15  or  16  years ;  with  regard  to  our  large  reservoirs, 
>hich  have  been  made  since  1836,  I  have  no  idea  that  in  my 
me  we  shall  have  to  clean  them  out. 

What  is  the  area  of  these  large  reservoirs  ?  One  is  6^  and 

be  other  5 J  acres.  ,  - 

You  do  not  find  much  deposit  in  the  water  ?— — No ;  I  should 
link  ten  months  out  of  twelve  our  water  is  limpid. 

It  appears  that  at  Cork  you  rate  small  houses  at  Is.  in  the 
oound,  and  large  houses  at  6c?.  in  the  pound  ;  what  is  the  reason 

t'f  the  difference  of  the  charge  ?  In  my  own  table  the  variation 

5  from  three  and  a  half  per  cent,  upon  the  large  houses,  to  five 
aer  cent,  upon  the  smaller  houses ;  the  reason  is,  that  though  the 
<ental  in  one  case  is  very  small,  they  want,  a  large  quantity  of 
vater,  and  though  the  rental  in  the  other  is  very  large,  they  do  not 
i-ant  an  increased  quantity  of  water  in  proportion. 
Upon  the  whole,  the  people  in  the  lower  grade  pay  less  per 

gallon  for  the  water  than  other  people  pay?  Yes;  taking 

phat  they  use. 

In  the  east  of  London  the  number  of  houses  that  you  supply  is 
<)0,000,  and  there  are  50,000  tanks  or  water-butts  through  the 
district;  those  tanks  or  water-butts  are  of  course  kept  with  various 
degrees  of  care  or  carelessness,  and  they  must  be  exposed  to  soot 
and  to  dust ; — is  not.  it  to  be  inferred  that  with  the  best  coverings 
pven  to  those  butts  or  tanks  in  a  large  town,  there  must  be  deteri- 
oration by  dust  in  addition  to  the  constant  accumulations  of  sedi- 
ment? It  varies  in  degree  ;  of  course  there  must  be  some,  and 

;:here  is  no  doubt  that  such  is  the  case. 

Are  there  any  tanks  now  constructed  so  air-tight  as  to  exclude 
Idust  or  soot,  and  the  other  impurities  brought  into  a  large  town? 

 When  a  tank  is  filled  with  water,  if  it  is  left  to  rest,  a  deposit 

will  take  place  ;  that  remains  at  the  bottom ;  but  the  water  is 
Etaawn  off  at  two  or  three  inches  from  the  bottom;  soot  and  dust 
generally  remain  on  the  top,  and  float  as  a  scum  upon  the  surface ; 
now  if  the  water  is  drawn  off  so  that  the  top  and  the  bottom  meet, 
Ithen  you  make  it  bad  water,  but.  otherwise  it  will  not  be  bad, 
because  you  neither  draw  from  the  top  nor  from  the  bottom  ;  and 
:if  people  take  ordinary  care  to  clean  out  the  butts,  and  if  they  wish 
it,  there  is  no  reason  why  they  should  not  clean  them  out  every  day 
or  once  a- week,  as  there  is  always  an  abundant  supply :  they  will 
always  have  clean  water,  but  it  must  depend  upon  the  inhabitants 
themselves. 

Have  you  compared  the  state  of  the  water  at  the  supply  with  the 
state  of  the  water  previously  to  its  departure  from  the  reservoir? 
Yes ;  the  water  that  is  given  in  the  houses  is  clearer  than  the 
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t.  wieiuteod,  water  in  the  reservoirs,  and  for  the  reason  I  have  alluded  to,  that 
Esq'       our  pipes  are  in  fact  settling  reservoirs. 

Are  there  insects  in  the  water  in  hot  weather?  Not  that  I  am 

aware  of;  I  have  not  seen  any. 

How  would  it  do  to  have  a  small  orifice  so  constructed  that,  with 
a  constant  pressure  on,  it  should  deliver  a  certain  quantity  of  water 
in  twenty-four  hours;  that  there  should  be  a  cistern  capable  of  con-' 
taining  that  quantity  of  water,  and  that  people  might  draw  more  or 

less,  as  they  thought  proper?  1  think  it  would  be  practically 

impossible.  Every  orifice  out  of  50,000  or  20,000,  must  be  of  a 
different  size,  depending  upon  the  distance  of  the  works,  the  size; 
of  the  main  through  which  it  is  sent,  and  also  depending  upon  the 
number  of  houses  taking  water  from  that  pipe  at  one  time ;  and  in 
the  next  place,  unless  the  pipes  are  mathematically  true,  the  quan- 
tity to  be  delivered  could  not  be  fixed,  and  every  small  lead  pipe 
must  vary  in  diameter,  not  only  according  to  the  distance  the  tank 
was  from  the  iron  pipes,  but  according  to  the  regularity  or  irregu- 
larity in  laying  down.  In  fact,  I  consider  it  practically  impos- 
sible. 

The  question  takes  for  granted  that  the  pressure  is  kept  up 
equally  over  all  the  pipes?  It  cannot  be — it  is  physically  im- 
possible. 

Has  it  ever  occurred  to  you  to  consider  whether  the  expense  of 
laying  on  water  in  houses  might  be  economised,  or  whether  any 
considerable  quantity  of  lead  pipe  might  be  saved  if  it  were  done  by 

a  public  body?  Supposing  the  water  was  supplied  by  a  public 

body — a  municipal  body — and  they  were  to  purchase  their  lead 
pipes  in  large  quantities,  and  to  lay  them  on  to  each  house,  they 
would  supply  them  cheaper  no  doubt  than  the  plumber  would, 
because  they  would  require  no  profit. 

Might  not  small  iron  pipes,  or  even  earthenware  pipes,  be  fre- 
quently used  instead  of  small  lead  pipes  for  the  supply  of  the 
inferior  class  of  tenements  ? — Earthenware  pipes  could  not  be 
used ;  iron  pipes  might  be  used ;  but  if  they  were  wrought  iron 
perhaps  they  would  corrode.  I  do  not  know  what,  the  result  of  a 
comparative  calculation  would  be  as  to  the  expense  with  reference 
to  their  duration. 

In  supplying  the  inferior  districts  in  London,  have  you  occa- 
sionally laid  iron  pipes  ?  The  landlords  have  laid  iron  pipes. 

Do  you  happen  to  know  the  duration  of  those  pipes  ?  No. 

Are  you  aware  of  any  difference  in  the  quality  of  the  water  passed 
through  iron  pipes,  as  compared  with  the  quality  of  that  passed 

through  lead?  Both  in  iron  pipes  and  lead  pipes  a  coating  very 

rapidly  takes  place  in  our  district ;  that  coating  is,  I  believe,  a  car- 
bonate of  iron  and  sulphate  of  lime  in  the  one  case,  and,  I  believe, 
carbonate  and  sulphate  of  lead  in  the  other,  which  forms  a  thin 
crust  round  the  inside  of  the  pipes,  about  the  thickness  of  a  thick 
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heet  of  paper,  and  as  soon  as  that  is  formed,  being  an  insoluble  T. 
ialt.no  further  corrosion  takes  place;  but  the  corrosion  is  upon 
tie' outside  of  the  pipe  when  it  is  of  iron,  and  that  depends  upon  the 
uuality  of  the  ground. 

You  are  clear  that  if  water  was  laid  on  by  the  public  at  large 
instead  of  by  every  occupier  having  his  own  pipe,  the  expense 
night  be  very  greatly  economised  in  the  poorer  classes  of  houses? 
1  have  no  doubt  of  it,  because  it  would  be  upon  a  large  scale. 

Have  you  any  notion  to  what  extent  there  might  be  a  saving  ? — 
—I  have  not. 


THOMAS  HAWKSLEY,  Esq.,  C.E.,  examined.  T-HE^.sley' 

v^.s  an  engineer,  have  you  given  much  attention  to  the  modes 
hf  supplying  towns  with  water,  and  have  you,  besides  super- 
intending the  construction  of  some  works,  had  under  your 
lirection  the  greater  part  of  the  supply  of  water  to  the  town 

faf  Nottingham  ?  1  designed  and  constructed  the  Trent 

Water-works  at  Nottingham  in  the  year  1830-31,  and  am 
cesident  engineer  at  this  time.  I  have  also  been  employed 
>ay  several  other  Companies. 

What  is  the  number  of  houses  to  which  water  is  supplied 

from  the  works  which  you  superintend  at  Nottingham  ?  

VVbout  8000,  containing  a  population  of  about  35,000  persons. 
What  is  the  greatest  pressure  at  which  water  is  kept  upon 

the  pipes  supplied?  The  greatest  pressure  is  about  120 

feet,  and  that  on  a  considerable  portion  of  the  town.  The 
nverage  pressure  may  be  stated  to  be  about  80  feet,  there 
being  in  Nottingham  great  variations  of  altitude. 

Is  the  high  pressure  kept  upon  all  classes  of  pipes  and  at 

tall  times?  ^Yes,  upon  all  classes  of  pipes;  the  principal 

main,  the  district  main,  the  street  service  pipes,  and  the 
(tenants'  communication  pipes. 

By  the  term  tenants'  communication  pipes,  do  you  mean 
the  smaller  lead  pipes  which  are  within  the  houses,  and  that 
mpon  these  there  is  the  common  and  constant  high  pressure 
might  and  day  ? — — Yes.     We  have  no  use  for  the  term 
ihigh  pressure.    It  is  the  ordinary  state  of  the  water  within 
'the  pipes.    The  yjipes  are  charged  so  as  to  deliver  water  to 
'the  tops  of  all  the  houses  which  are  within  a  proper  dis- 
tance beneath  the  head  of  water  in  the  superior  reservoir. 
'High  service  is  the  term  used  by  companies  who  supply  Avater 
to  a  certain  height,  say  to  the  first  floor ;  and  who  levy  an 
additional  sum  from  parties  for  whom  they  force  (by  the  higher 
service  or  pressure)  the  water  up  to  more  elevated  stories. 

Does  the  high  service  occasion  much  additional  expense  ? 
 The  extra  cost  of  pumping  to  raise  the  water  to  the 
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T.Hgkrtey,   iHghest  points  for  which  it  is  ordinarily  required  is  very  slight/ 
There  is  but  one  pressure  at  Nottingham,  and  that  is  the  J 
same  at  all  times,  and  is  found  to  he  economical.     If  the 
water  were  lifted  only  half  the  height  the  saving  would  not 
amount  to  more  than  about  1 -20th 'of  the  total  charge. 

Then  with  the  tenants'  service  pipes  full  at  all  times,  and 
in  constant  communication  with  the  mains  and  chief  reservoir, 
you  dispense  with  the  necessity  of  the  tenants  having  water- 
tanks  ?  Entirely.    All  the  houses  that  have  been  supplied  ' 

since  the  Trent  Water  Company  has  been  established,  which 
are  very  numerous  (indeed,  probably  amounting  to  5000  or' 
more  out  of  8000)  are  without  water-butts.  In  the  houses 
taken  by  the  Trent  Company  from  the  former  Company,  the 
tenants  of  which  became  tenants  of  the  Trent  Water  Company, 
there  were  brick  cisterns  under  the  floors  already  existing; 
of  course  we  only  attached  the  old  communication  pipes  to  the 
service  pipes  of  the  new  Company,  and  so  far  as  the  majority 
of  those  tenants  are  concerned  we  do  supply  the  tanks,  for 
they  existed  before ;  but  even  in  many  of  those  cases  the 
tanks  have  been  abandoned,  and  the  tenants  take  their  water 
in  the  same  way  as  others. 

It  is  stated  that  under  the  common  arrangement  of  having 
water  "  on  "  for  such  a  time  on  alternate  days  as  may  fill  butts 
and  tanks  that  of  the  total  capital  invested  in  the  complete 
machinery,  the  portion  of  the  tenant's  outlay  consisting  of  the 
house  butts  or  tanks,  ball-cocks  and  pipes  involves  the  expen- 
diture of  a  capital  equal  to  that  invested  by  the  Compan}*- ;  for 
example,  if  the  Company's  capital  amount  to  50,000/.  for 
engines,  mains,  &c,  the  tenants'  capital  invested  for  tanks, 
ball-cocks,  and  pipes  will  involve  an  equal  expenditure,  and 
that  half  perhaps  of  the  tenant's  portion  Avill  consist  of  the 

expense  of  the  tank,  butt,  and  ball-cock  ?  The  expense  of 

the  tank  or  butt  will  in  general  be  more  than  half  the  tenant's 
expense  considered  exclusively  of  the  cost  of  the  communication 
pipe  used  in  the  street,  which  is  at  Nottingham  provided  and 
maintained  by  the  Company,  but  probably  not  otherwise. 

Is  the  branch  pipe  which  goes  to  the  tenement  in  each  case 
included  in  the  Company's  capital  in  the  calculation  you  speak 

of?  It  is  provided  by  the  landlord  in  most  towns.  In 

some  towns  it  is  not  provided  by  the  landlord.  At  Notting- 
ham it  is  a  work  done  at  the  expense  of  the  Company ;  the 
Company  takes  on  itself  the  whole  of  the  pipes  which  are  laid 
in  the  public  highways.  With  that  portion  of  the  pipe  which 
extends  within  private  property  the  Company  have  nothing 
to  do.  Under  their  Act  of  Incorporation  I  think  they  could 
not  legally  expend  their  capital  in  extending  pipes  on  private 
property. 

In  the  capital  of  a  Company,  do  yoy  include  the  pipe  to 


Expense  of  Tenants'  Pipes. 


29 


ch  of  the  individual  houses  ?  1  should  say  not.    In  ge- 

ral  that  would  be  the  tenant's  charge ;  but  in  the  case  of 
Qttingham  it  constitutes  only  a  small  portion  of  the  expense 
works;  it  costs  the  Company  about  a  shilling  a  foot  on  the 
erage,  including  taking  up  the  street,  putting  down  the 
pe,  and  enclosing  it,  and  may  amount  to  between  2000/. 
d  30002.    The  cost  of  each  of  the  Company's  branches  may 
-ssibly  average  15*.,  but  as  one  branch  will  in  the  majority 
i  instances  supply  a  whole  court,  the  cost  per  tenement  sup- 
ded  will  not  exceed  6*.  or  7  s.  It  will  be  observed  that  the  cost 
1  branches  is  worthy  of  a  more  attentive  consideration  than  it 
merally  receives,  and  ought  to  have  much  influence  in  deter- 
r.ning  the  construction  and  arrangement  of  the  smaller  works 
distribution.    This  expense  ought  always  to  be  borne  by  the 
aater  Companies,  who  would  then  frequently  prefer  laying  a 
aller  service-pipe  on  each  side  of  a  wide  street  to  a  single 
:ger  one  in  the  centre.  The  existence,  or  the  danger  of  the 
uroduction,  of  a  rival  Company,  operates  powerfully  to  induce 
lblic  companies  to  keep  down  all  visible  charges,  and  to  this 
Id  they  throw  as  much  as  possible  of  the  burden  of  investment 
j'on  the  party  supplied.    It  is  a  fact,  though  as  yet  hardly 
cognized  as  such,  that  the  public  companies  much  need  the 
otection  of  an  authority  competent  to  judge  and  determine 
all  cases  of  dispute  arising  between  themselves  and  the 
Lblic.    The  present  system  of  legislation,  which  leaves  the 
:mpanies  and  the  public  to  themselves,  is  creative  of  adverse 
:erests  and  of  consequences  which,  though  excessively  inju- 
uus  to  both  parties,  are  by  far  the  most  detrimental  to  the 
Lblic.    Many  Water  Companies  would  be  glad  to  take  upon 
emselves  the  expense  of  laying  on  water,  especially  to  the  poorer 
-  sses,  provided  they  could  secure  a  fair  return  on  the  necessary 
vestment  by  a  visible  addition  to  the  charge  for  the  water 
pplied ;  but  this  security  the  companies  cannot  obtain  so  long 
1  Parliament  shall  prefer  the  ill- working  check  of  interested 
-airy  to  the  disinterested  control  of  a  national  authority. 
IThat  expense  is  therefore  not  included  in  the  amount  of  the 

ompany's  capital?  In  the  case  of  Nottingham  it  is,  but 

t  elsewhere  generally. 

With  reference  to  the  calculation  you  have  given  of  tanks, 
11- cocks,  branch  pipes,  and  so  on  on  each  individual  private 
rson's  premises,  you  include  in  the  Company's  capital  the 

tire  substitution  for  them?  Yes;  I  think  I  may  perhaps 

tter  explain  it  in  this  way  :  the  expenditure  at  Notting- 
m  for  the  supply  of  8000  houses  amounts  to  about  30,000/. 
ipprehend  that  the  cost  of  bults  or  cisterns  fitted  with  a 
U-cock,  pump,  or  draw-off  cock,  and  other  appurtenances 
>uld  also  amount  to  30,000/.  at  the  least  if,  as  the  questions 
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Tj  iiawksioy,   'xvm\vt  each  of  the  8000  tenants  were  to  be  provided  with 
ES<1'       a  separate  cistern  or  tank  capable  of  containing  water  for  two 
days'  supply  after  the  present  rate  of  consumption,  and  that  of 
more  than  half  this  cost  the  public  is  disburthened  by  the 
introduction  of  the  system  of  constant  delivery. 

Then  by  the  arrangement  of  keeping  the  pipes  constantly 
full,  dispensing  with  the  necessity  of  tanks,  you  would  get  rid 
of  more  than  half  the  tenants'  expense,  or  more  than  one-third 

of  the  then  total  expense  of  introducing  water  into  houses?  1 

Yes ;  certainly. 

It  is  a  complaint  in  respect  to  the  poorer  districts  where 
the  population  are  actively  occupied,  that  the  cleansing  and 
proper  care  of  their  receptacles  for  water,  or  butts,  is  greatly 
neglected,  and  that  they  become  sources  of  impurity  ;  they  are 
not  properly  covered ;  that  soot  and  dust  get  in ;  that  in 
summer  time  they  are  frequently  exposed  greatly  to  the  action 
of  the  sun,  and  the  wooden  butts  are  apt  to  decay.  All 
labour  of  cleansing  these  causes  of  impurity  is  prevented  by 

the  arrangement  of  keeping  the  pipes  constantly  full?-  

Yes ;  it  may  be  said  that  the  effect  of  this  arrangement  is  to 
substitute  one  large  reservoir  or  tank  well  situated  and  under 
effectual  care,  for  the  many  thousand  ill-placed  butts  and  tanks 
requisite  to  afford  a  copious  supply  on  the  common  arrange- 
ment. 

Are  there  not  other  conveniences  and  economies  attendant 
on  such  an  arrangement  as  that  in  practical  operation  under 
your  charge  at  Nottingham,  and  stated  to  be  in  operation  in 
some  other  towns  ?  Yes  ;  there  is  the  saving  of  the  room  oc- 
cupied by  the  tank,  which  is  in  some  districts  of  much  import- 
ance ;  there  is  the  avoidance  of  the  damp  from  the  evapora- 
tion of  a  body  of  water  in  the  house,  the  saving  of  accidents 
and  of  leakage,  and  of  the  inconvenience  from  having  the 
tank  sometimes  empty.    In  many  houses,  where  there  is  no 
convenience  for  a  tank  in  the  upper  part  of  the  house,  it  is 
placed  in  a  lower  apartment,  and  the  water  must  be  borne  up 
stairs  for  use  ;  the  labour  incurred  necessarily  restricts  the  free 
employment  of  the  water  for  many  purposes  to  which  it  might 
be  beneficially  and  healthfully  employed.     In  such  places, 
too,  the  expense  of  a  force-pump  to  charge  tanks  for  water- 
closets,  and  of  waste  and  warning-pipes,  is  sometimes  neces- 
sary.   This  apparatus  for  the  middle  and  higher  class  houses 
is  not  only  very  expensive  but  liable  to  be  often  out  ot 
repair,   constantly  bringing   the   plumber   into   the  house. 
Another  and  a  very  serious  inconvenience  affecting  the  habits 
and  sanatory  condition  of  the  population  attendant  on  the 
system  of  partial  or  occasional  supply  is,  that  it  creates  an  in- 
convenience and  an  obstacle  to  the  use  of  baths.     With  a 
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nstant  supply  of  water  at  sufficient  pressure  baths  might  be     '  Esq. 

applied  in  private  houses  with  little  difficulty  or  expense,  so 
tie,  indeed,  that  I  believe  it  to  be  practicable,  and  hope  yet 
see  baths  introduced  into  the  houses  of  labouring  men  for 

eie  use  of  themselves  and  families. 

.  As  an  abatement  to  the  economy  from  dispensing  with  the 
ce  of  the  water-butt  and  tank  and  its  machinery,  must  not 

0.  e  tenants'  communication  pipes  be  much  stronger  and  more 

cpensive  to  bear  the  constant  pressure  ?  If  anything  there 

ay  be  a  saving  in  the  tenants'  outlay  for  pipes.    These  pipes 

the  metropolis  and  other  places,  where  the  Companies' 
|.pply  is  only  occasional,  are  larger  than  necessary  that  the 
later  may  be  delivered  within  a  short  time.  In  towns  the 
uual  size  of  the  tenants'  pipes  is  three-quarters  of  an  inch, 
ad  in  the  larger  houses  one  inch ;  whereas  with  the  constant 

1.  pply  half-inch  pipes  will  serve  the  same  purpose.  If  neces- 
rry  we  can  have  stronger  pipes  of  the  same  weight.  Pipes 
I  half- inch  diameter  and  two-and- three-quarter  pounds  weight 
er  foot  are  found  to  be  secure  at  the  strongest  pressure  em- 
ap-yed  in  Nottingham. 

]  In  some  evidence  given  on  this  subject  by  Mr.  Wicksteed, 
ee  engineer  of  the  East  London  Water  Company,  he  states, 
iat  "  if  such  a  plan  (i.  e.  of  having  the  tenants'  communica- 
on-pipes  constantly  full  to  the  highest  parts  of  the  town) 
3re  to  be  adopted  in  a  city  so  large  as  Cork  is,  the  sizes  of  the 
lains  must  be  very  large,  and  the  waste  of  water  would  be 
•icessive."  He  afterwards  illustrates  this  opinion  by  the 
Ulowing  hypothesis : — • 

1 "  Suppose  a  supply  of  water  to  be  required  for  20,000  houses,  and 
tk  height  to  which  it  was  raised  at  the  works  was  such  that  a  20-inch 
aih  would  be  sufficient  to  give  the  supply  according  to  the  system 
rein-before  explained,  it  would  not  be  so  if  the  water  were  constantly 
i  in  all  the  pipes,  both  mains  and  services;  for  example,  suppose  the 
ze  of  the  lead  pipes  to  supply  the  houses  to  be  upon  an  average  half 

inch  in  diameter,  then  the  aggregate  areas  of  20,000  half-inch  pipes 
iould  be  equal  to  27i  square  feet,  and  it  would  require  a  main  of  71 
ches  diameter  at  the  source  to  supply  the  town,  instead  of  20  inches, 
(id  for  side  streets,  containing  100  houses  each,  it  would  require  pipes 

5  inches  diameter  instead  of  3  or  4  inches.  This  is  an  extreme  case, 
it  one  that  it  would  be  necessary  to  provide  against ;  because  if  the 
uter  is  always  on,  the  houses  may  be  all  at  one  time  supplied  ;  and 
en  trusting  to  the  chances  of  only  one-half  the  number  of  houses 
vking  water  at  the  same  time,  the  main  must  then  be  48  inches  in  dia- 
eter  at  the  source.  In  addition  to  the  necessity  for  this  extraordinary 
itlay,  in  the  first  instance,  the  quantity  of  water  that  would  be  used 
oulcl  be  enormous,  and  consequently  the  expense  of  raising  a  suffi- 
ent  supply  would  be  increased  in  proportion,  and  the  object  sought, 
iat  of  having  a  strong  pressure  of  water  in  the  mains,  would  be  de- 
ated  by  the  very  means  proposed  to  ensure  it,  for  inasmuch  as  the 
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.  ii.awk.iev,   water  in  the  pines  would  be  always  on,  so  would  the  draught  by  the 
Ksq'  "      houses  be  constant,  and  the  present  power  of  shutting  off  the  supply 
from  the  side  streets,  and  applying  the  full  force  of  the  supply  to  the 
particular  locality  requiring  it,  would  be  destroyed.      Again,  the 
opinions  following  are  stated  in  the  answer  to  the  several  questions  pu 

Q  Are  you  aware  that  at  Philadelphia  this  is  the  practice  ;  that  J 
every  day  the  hose  is  screwed  to  the  main  or  pipe  in  front  of  the] 
house  and  the  pavement  washed  with  it;  and  that  once  a-week,or  at 
certain  times,  it  is  the  custom  of  the  inhabitants  to  wash  the  whole  front 
of  the  house  up  to  the  highest  windows,  and  that  upon  the  occasion  of 
fire  the  hose  is  attached,  and  applied  immediately,  and  that  that  ar- 
rangement is  ready  at  all  times  night  and  day  ?— A.  I  am  not  aware- 
of  That  fact.     Q.  And  that  at  New  York  it  is  proposed,  by  similar 
arrangements  to  those  at  Philadelphia,  to  supersede  fire-engines  en- 
tjre]y  ?—A.  Then  they  must  have  an  elevated  reservoir,  or  the  ma- 
chinery must  be  kept  at  work  constantly.     Q.  One  gentleman,  Mr. 
Thorn,  of  Greenock,  has  stated  to  the  Commissioners— In  every  case 
where'the  distributary  basin  can  be  placed  high  enough,  pipes  in  the 
street  ought  to  be  kept  constantly  full,  so  as  to  be  always  ready  at  a 
moment's0 notice  to  extinguish  fires;  and  the  distributary  basin  should 
be  placed  high  enough  to  send  the  water  over  the  tops  of  the  highest 
houses  by  merely  putting  the  hose  of  a  fire-engine  on  one  of  the  fire- 
plugs, which  should  be  attached  to  the  pipes  at  short  distances  through 
all  the  streets.    This  I  have  done  at  Greenock,  Paisley,  and  wherever 
I  gave  the  plans.    The  advantage  is  immense;  and  were  it  properly 
and  generally  practised,  there  would  be  little  need  for  insurances 
from  "fire.    Have  you  seen  any  of  those  instances,  and  are  you  aware 
of  any  reasons  why  the  same  arrangements  by  artificial  reservoirs  may 
not  be  generally  applied  to  a  town?— A.  I  agree  generally  with 
what  Mr.  Thorn  has  said,  with  this  difference,  that  in  a  large  town  you 
could  not  serve  the  whole  of  the  pipes.    If  he  means  the  mains,  then 
I  should  agree  with  him  entirely.    The  mains  ought  always  to  be 
charged,  especially  when  you  'have  an  opportunity  of  getting  an  ele- 
vated reservoir.     Q.  Taking  a  large  town  as  an  aggregate  of  several 
towns,  may  you  not  do  for  a  large  town  what  is  actually  done  for  several 
provincial  towns?— A.  The  objection  is  this;  that  if  your  water  is 
always  on,  you  would  have  to  supply  a  much  larger  quantity  of  water 
than  is  now  necessary  to  give  an  abundant  supply,  and  you  must  have 
a  great  many  extra  officers  to  prevent  improper  use  of  the  water. 
If  you  can  insist  upon  every  inhabitant  having  a  ball-cock,  and  it  you 
can  be  satisfied  that  there  would  be  no  unnecessary  waste,  and  no  un- 
fair dealing  in  the  houses,  then  the  objection  to  having  all  the  pipes 
charged  is  removed.    But  if  you  cannot  do  that,  you  are  very  likely,  at 
the  time  when  you  have  a  fire,  instead  of  having  the  water  concentrated 
at  the  place  where  you  want  it,  to  find  the  water  drawn  off  in  different 
parts  of  the  town." 

Now  what  docs  your  observation  of  the  actual  fact  and 
experience  enable  you  to  state  to  be  the  case  as  to  these 
several  hypothetical  or  scientific  deductions,  and  first  as  t( 

the  actual  waste  of  water ;  what  is  that  at  your  works  ?  ! 

A  judgment  may  perhaps  be  best  formed  as  to  the  smal 
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ient  of  waste  from  a  statement  of  the  actual  amount  of  T,H^q3ley' 
pply.    The  actual  amount  of  supply  at  Nottingham  is  not 
ire  than  from  80  to  90  gallons  per  house  per  diem ;  this  is 

.ten  by  about  8000  tenements  and  works  of  every  descrip- 
n,  amongst  which  are  breweries,  dye-works,  steam-engines, 

[1  inns,  and  other  places  of  large  consumption. 
Does  the  system  of  constant  supply  equalize  comparatively 

;  rate  of  delivery  ?  It  diminishes  the  rate  of  delivery  in 

!  service-pipes  and  sub-mains  very  materially,  distributing 

cr  a  greater  number  of  hours  the  quantity  of  water  which 

aerwise  must  be  delivered  in  a  very  short  period.  The 

ird  "  equalize  "  does  not  apply,  because  the  current  of  water 

ithe  great  leading  main  is  but  little  affected. 

tt  is  spreading  the  supply  over  the  12  hours  of  the  day? 

— Yes,  and  with  the  advantage  that  as  the  water  travels 

rre  slowly  through  the  pipes,  smaller  pipes  will  be  equiva- 

:t  to  larger. 

-s  what  is  usually  called  the  "  waste  of  water"  prevented 

\your  works  by  an  extra  number  of  men?  The  fact  is 

meetly  the  reverse.  The  constant  supply  is  the  means  of  a 
Ige  economy  of  men.  Our  company  has  maintained  its 
pply  by  night  and  by  day  ever  since  its  establishment,  ex- 
bt  during  a  period  of  one  month,  when  for  the  purpose 
•experiment  the  water  was  shut  off  at  1 0  in  the  evening, 
I  turned  on  again  at  5  in  the  morning.  It  was  then  found 
tt  it  would  be  more  expensive  to  keep  extra  turncocks,  do 
rya  repairs  to  valves,  draw  plugs  to  cleanse  the  pipes,  and 
end  to  complaints.  The  original  plan  was  therefore  resumed, 
s  find  that  one  experienced  man,  and  one  boy  of  about  18 
ivrs  of  age  are,  on  the  system  of  constant  supply,  quite 
ificient  to  manage  the  distribution  of  the  supply  to  about 
')0  tenements,  and  keep  all  the  works  of  distribution  in 
feet  repair,  including  cocks,  main  pipes,  service  pipes,  and 

tenants'  communication-pipes,  to  the  extent  they  are  laid 
ler  the  public  highways.    The  Old  Company  has  adopted 

system  of  the  Trent  Water  Company,  and  now  maintains 
constant  supply.  Any  company  that  possesses  an  ample 
mtity  of  water  at  its  works,  and  a  sufficient  reservoir  in  an 
vated  situation,  may  adopt  this  mode  of  supply  without  diffi- 
ty  or  disadvantage,  and  indeed  the  difficulty  and  disadvan- 
e  is  far  from  insuperable  when  an  elevated  reservoir  cannot 
obtained. 

fhe  term  waste  would  imply  an  excessive  expense  for  the 
mping  of  water.  Now  it  appears,  from  one  instance,  cited 
Mr.  Wicksteed,  of  the  duty  of  a  steam-engine  of  good  con- 
action,  that  this  one  single  pumping  engine,  upon  the  ex- 
isive  principle,  and  with  coals  costing  j2s.  per  ton,  with 
our  and  stores,  and  all  except  the  interest  on  lixed  capital, 
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the  cost  of  raising  80,000  gallons  of  water  100  fed .high  w«J  j 
iitJ  that  by  another,  Taylor's  Cornish  engine,  1  lb.  of  eg 
converted  into  steam  raises  10,000  gallons  of  water  10 1  fee 
high :  in  other  words,  if  a  room  20  feet  square  were  filled 
4  feet  deep  with  water,  1  lb.  of  coal  converted  into  steam 
would  overcome  the  friction  of  the  engine,  and  raise  that , 
water  into  a  room  10  feet  above  it.  Does  your  own  experience  . 
testify  the  conclusion  from  such  instances,  that  when  the  ma- 
chinery  and  distributing  pipes  are  fixed,  and  there  is  an  un-  f 
limited  supply  of  water,  as  from  a  river    the  expense  of 
pumping  additional  quantities  is  inconsiderable  as  an  element 

of  calculation  ?  Assuming  the  possibility  of  varying  our 

works  without  cost,  the  experience  at  Nottingham  is  to  tins 
effect,  that  we  could  give  8  or  10  times  the  present  unhmi  ed 
supply  for  about  a  double  charge;  that  we  could  raise  all  the 
water  now  taken  50  feet  higher  by  increasing  the  charge :  5 
or  6  per  cent.,  and  that  were  we  to  lower  the  head  to  halt  its 
present  height,  the  saving  of  expense  would  not  exceed  b  or  7 
per  cent,  on  the  gross  charge  to  the  tenant  The  answer 
Lay  be  otherwise  given  thus.  The  Trent  Water  Company 
supply  houses  at  an  annual  average  charge  of  about  7s.  bri  ,  at 
any  level  required,  even  into  the  attics  of  four  or  five  story 
buildings;  if  the  supply  were  afforded  to  the  level  of  the 
pavement  only,  the  charge  could  not  be  reduced  more  than 
&d.  per  house,  or  for  the  labourers'  tenement  not  morf 

thIt  instated  that  the  daily  supply  of  the  metropolis  is  equal 
to  a  lake  of  50  acres  of  a  mean  depth  of  three  feet— what,  on 
Mr.  Wicksteed's  estimate,  would  be  the  additional  expense  in- 
curred if  the  supply  were  doubled  and  tbe  additional  quantity 
were  raised  by  pumping  1 50  feet  high  ?— On  Mr.  Wicksteed  I 
experience  the  expense  would  be  25/.  10,.  per  diem  or  930W 
per  annum,  which,  as  about  200,000  houses  are  supplied  by  tn 
Companies,  when  divided  gives  llrf.  per  house  per  annum  to? 
the  expense  of  the  pumping  to  a  height  of  100  feet,  or  16*4.  a 
pumping;  to  a  height  of  150  feet.    I  wish  it  however,  to  Ik 
Clerstogod  that  I^o  not  concur  in  Mr  Wicksteed's  mode  o 
estimating  the  cost.  It  is  quite  true  that  the  expense  of  puuj 
ing  forms?  in  nearly  all  cases,  but  a  small  portion  of  the  to  a 
charge  to  the  tenant;  but  Mr.  Wicksteed's  statement  woUj 
afford  a  result  fallaciously  low.    Mr.  Wicksteed  s  engine  use 
less  coal,  but  employs  more  capital,  so  that  the  saving  is  ratne 
apparent  than  real.    And  again,  the  London  and  man)  ot  i 
Companies  would  be  unable  to  obtain  a  supply  ot  iuel  at  tn 
price  assigned  by  Mr.  Wicksteed. 

In  respect  to  the  apprehension  expressed,  that  it  the  sysw 
of  constant  supply  at  high  pressure  were  adopted  much  large 
mains  would  be  required,  what  is  the  evidence  ot  tact  ana  a 
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srience  ?  Directly  the  reverse  of  the  hypothesis.    If  the  T-  II^qSley, 

apply  of  water  for  ordinary  purposes  be  the  only  consideration, 
aen,  for  the  same  reason  that  smaller  pipes  do  suffice  for  the 

nants'  communication-pipes,  smaller  mains  will  suffice  for  the 
-■stem  of  constant  supply  at  high  pressure.  Where  20-inch 
,iains  are  used  on  the  system  of  periodical  supply,  12-inch  mains 
ould  amply  suffice  for  the  system  of  constant  supply ;  instead 
f  the  7  and  6-inch  mains,  5  or  4-inch  would  suffice ;  instead  of 

inch  service-pipes  for  the  occasional  supply,  2-inch  would 
r.ffice  for  the  constant  supply ;  indeed,  for  constant  conveyance, 
!«es  much  smaller  than  these  would  answer  the  purpose ;  but 
there  are  irregularities  of  draught,  it  is  needful  to  provide 
tcordingiy.  The  objection  of  Mr.  Wicksteed  is  founded  upon 
-supposed  state  of  things  which  never  does  occur,  namely,  of  all 
ae  pipes  discharging  water  at  the  same  time. 
.An  objection  to  the  introduction  of  water  into  the  houses  of 
ee  poorest  classes  is  thus  stated  by  Mr.  Wicksteed : — "  Where 
1  landlord  has  got  20  or  30,  or  40  or  50  houses,  and  requires  a 
[pply  of  water,  if  they  are  poor  houses  it  is  frequently  given  by 
te  common  stand-cock  to  all  the  houses.  If  he  was  to  put  a 
parate  supply  to  those  houses  by  a  lead-pipe,  the  lead-pipe 
ould  be  there  in  the  evening  but  would  be  gone  in  the  morn- 
Now,  do  you  find  that  tenants  are  apt,  for  the  sake  of 
?e  lead,  to  cut  off  their  own  supplies  of  water;  and  what, 
uder  all  circumstances,  is  your  experience  on  the  point?  

e  have  some  of  the  poorest  and  worst- conditioned  people  in 
>ottingham,  and  Ave  scarcely  ever  experience  anything  of  the 
ad.  In  fact,  the  water  at  high  pressure  serves  as  a  police  on 
>e  pipe.  The  cutting  off  a  cock  with  the  water  at  high 
■essure  is  rather  a  difficult  matter  to  do  quietly :  ''knocking 
')"  is  too  noisy ;  and  when  a  knife  is  put  into  such  a  pipe, 
Id  a  slit  is  made,  a  sharp,  flat,  wide  stream  issues,  very  incon- 
anient  to  the  operator ;  and  when  the  pipe  is  divided  there  is 
•e  full  rush  of  the  jet  to  denounce  the  thief.  We  have  lead- 
>pes  all  over  the  town,  in  the  most  exposed  places,  and  I  can 
arm  that  such  an  event  rarely  occurs  out  of  the  houses,  and 
rver  within. 

'At  what  charge  is  water  given  into  the  houses  of  the  labour- 
s-classes on  the  system  of  constant  supply  and  high  pressure 

1  Nottingham  ?  For  a  two  or  three  story-house  of  three 

oms,  the  charge  being  on  the  rental,  it  comes  to  about  Iff.  per 
ok.    For  this  sum  the  tenants  have  any  quantity  of  water 
■ey  choose  to  take.  The  Table  of  Rates  is  given  in  my  return 
your  printed  queries. 

!The  two  and  three  story  houses  are  inhabited  by  the  labour- 
y  classes,  are  they  not  ?  They  are. 

How  many  of  them  are  supplied  in  Nottingham  at  this  rate 

■  Id.  per  week?  Rather  more  than  5000  supplied  by  the 
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t.  HaVkaley,   Trent  Waterworks  Company  have  been  charged  by  owners  Id. 
per  week  in  the  shape  of  additional  rent.        >  '. 

And  this  Id.  a-week  gives  the  Company  its  fair  interest 

and  remuneration  ?  The  Company's  rates  vary  according 

to  the  sizes  of  the  houses,  or  rather -according  to  the  rents 
charged  for  them.  The  annual  sum  taken  m  respect  oi  the 
supply  of  water  to  these  5000  houses  affords  an  average  oi 
4s.  lid.  each.  .  , 

You  give  this  supply  of  filtered  water  (in  round  numbers)  at  I 
Id.  per  week :  you  having  only  two-thirds  the  supply  of  the  1 
town  on  which  to  charge  the  expense  of  your  whole  fixed  U 
capital,  and  being  able,  if  you  had  the  supply  of  the  whole  | 
town,  to  pump  water  for  the  whole  at  an  addition  of  not  more  k 
than  one-twentieth  to  your  annual  expenses  of  management?  t 

 Yes  ;  but  that  is  the  additional  expense  of  pumping  only.  I 

We  should  have  some  additional  charges  to  pay,  but  those  j 
charges  would  be  considerably  less  than  in  the  proportion  of  j 
the  additional  business  done. 

What  has  been  the  effect  produced  on  their  habits  by  the 
introduction  of  water  into  the  houses  of  the  labouring  classes? 

,  At  Nottingham,  the  increase  of  personal  cleanliness  was  at 

first  very  marked  indeed ;  it  was  obvious  in  the  streets.  The 
medical  men  reported  that  the  increase  of  cleanliness  was  very 
great  in  the  houses,  and  that  there  was  less  disease.  There 
was,  also,  an  advantage  in  the  removal  of  the  assemblages 
round  the  public  pumps.  At  Newcastle-on-Tyne,  where  they 
have  common  fountains,  and  where  young  girls  are  brought 
into  contact  with  every  description  of  characters,  the  effect  is 
highly  objectionable. 

When,  on  the  return  home  of  the  labourers'  family,  old  or 
young,  tired  perhaps  with  the  day's  labour,  the  water  has  to  be 
fetched,  from  a  distance  out  of  doors  in  cold  or  in  wet,  in  frost 
or  in  snow,  is  it  not  well  known  to  those  acquainted  with  the 
labourers'  habits  that  the  use  of  clean  water,  and  the  advantage 
of  washing  and  cleanliness,  will  be  foregone  to  avoid  the  annoy- 
ance of  having  to  fetch  the  water  ?  Yes ;  that  is  a  general 

and  notorious  fact.    When  the  distance  to  be  traversed  is  com- 
paratively trifling,  it  still  operates  against  the  free  use  of  water. 
Before  water  was  laid  on  in  the  houses  at  Nottingham,  were 

the  labouring- classes  accustomed  to  purchase  water  ?  -Before 

the  supply  was  laid  on  in  the  houses  water  was  sold  chiefly  to 
the  labouring-classes  by  carriers  at  the  rate  of  one  farthing  a 
bucket ;  and  if  the  water  had  to  be  carried  any  distance  up  a 
court  a  halfpenny  a  bucket  was,  in  some  instances,  charged. 
In  general  it  was  sold  at  about  three  gallons  for  a  farthing. 
But  the  Company  now  delivers  to  all  the  town  J6.000  gallons 
for  1Z. ;  in  other  words,  carries  into  every  house  79  gallons  for  a 
farthing ;  and  delivers  water  night  and  day,  at  every  instant  ot 
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ime  that  it  is  wanted,  at  a  charge  26  times  less  than  the  old  T-  "gj*1* 
elivery  by  hand. 

An  opinion  has  been  expi-essed,  that  the  most  economical 
aode  of  supplying  the  poorer  districts  is  by  stand-pipes  for  the 
ommon  use  of  a  court  or  small  street.  On  the  other  hand, 
idging  from  the  experience  of  the  general  use  of  stand-pipes 
u  winter,  when  the  tenants'  communication -pipes  are  frozen, 
taking  the  point  of  economy  to  the  parties  supplying,  and 
nnitting  all  consideration  of  the  comfort,  the  inducements  to 
eteanliness,  the  moral  advantages  and  pecuniary  economy  to  the 
parties  supplied,  it  is  stated  that  there  is  what  is  called  a  great 
jaste  of  water.  Estimating  the  tenants'  economy,  and  as  stated 
ipon  experience  the  quantity  of  water  required  to  be  fetched, 
s  at  the  rate  of  seven  gallons  per  head  per  house,  what  might 
ee  the  value  of  the  labour  of  fetching  water,  supposing  10 

ainutes  expended  in  each  journey  ?  In  all  probability  there 

could  be  not  fewer  than  three  journeys  per  diem :  and  esti- 
mating the  mean  value  of  the  labour  of  the  males,  females,  and 
aildren  of  a  workman's  family  at  Id.  per  hour,  the  cost  in  time 
could  be  3r/.per  week. 

That  is  for  seven  gallons  a-head  ?  That  quantity  is,  I 

presume,  recited  from  some  other  evidence,  but  the  quantity 
delivered  to  the  working  classes  at  Nottingham  is  probably 
reater  than  that.  I  have  supposed  the  water  to  be  free  of 
expense,  but  at  Newcastle-on-Tyne  the  water  delivered  at 
aost  of  the  fountains  is  charged  for. 

You  have  stated  that  at  Nottingham  the  charge  was  a 
irthing  for  three  gallons  sold,  and  that  the  amount  wanted 
»r  a  labourer's  family  would  exceed  three  gallons,  even  in 

aeir  insufficient  mode  of  supply  ?  Yes,  but  that  was  with 

jference  to  the  delivery  by  water-carts. 

Supposing  it  to  be  delivered  by  water-carts,  the  charge 

ould  be  a  halfpenny  a-day  for  a  labourer's  family?  

upposing  the  labourer's  family  to  require  40  gallons  a-day, 
Much  probably  would  not  be  very  far  from  the  actual  con- 
umption,  then  at  one  farthing  for  three  gallons  it  would  be 
bout  ?>\d.  per  diem. 

That  is  for  40  gallons,  which  you  suppose  to  be  the  average 
msumption  of  a  labourer's  family  ?  Yes. 

You  have  observed  that  at  Newcastle  the  congregation  of 
ersons  requiring  water  was  very  great,  and  that  much  incon- 
enience  was  experienced  from  that?  -I  have. 

You  say  that  is  an  objection  to  any  stand-cock  system  ?  — 

t  is,  particularly  with  an  occasional  supply. 

The  introduction  of  water  into  the  house,  and  especially  on 
tie  system  of  constant  supply  being  then  an  economy  of  existing 
harges,  even  to  the  lowest  and  poorest  classes,  there  appears 
o  be  no  ground  for  exempting  them  (at  the  expense  of  others) 
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t.  iimviisiey,  fr0m  the  payment  of  their  proportion  of  contribution  necessary 
Ksq'  to  obtain  the  benefit?  Certainly  not.  The  effect  of  ex- 
emption would  be  not  to  benefit  the  poorest  classes  but  the 
owners  of  the  worst  conditioned  tenements,  who,  it  is  well 
known,  obtain  rents  higher  in  proportion  to  the  tenant's  exJj 
emptions.  There  isno  charity  in  affording-  a  gratuitous  supply 
of  water  to  the  labouring  classes,  for  it  has  simply  the  effect  of 
making  the  landlord's  tenement  more  valuable,  and  he  puts 
that  additional  value  into  his  pocket  in  the  shape  of  rent. 

You  are  clear,  then,  that  this  constant  supply  of  water,  at 
high  pressure,  introduced  into  the  houses  of  the  labouring 
classes,  at  a  penny  a-week,  is  a  supply  at  a  fair  remunerative 
profit,  and  not  on  any  objectionable  system  of  charitable  re-Ni 
duction? — — This  price  is  remunerative,  though  in  certain 
instances  probably  somewhat  less  so  than  supplies  to  larger 
houses.  The  small  houses  are  commonly  supplied  in  groups 
through  the  medium  of  the  landlords.  If  the  variable  cost  of 
pumping  be  apportioned  according  to  the  consumption  of  water 
by  each  separate  consumer  on  the  books,  considering  the 
owner  of  a  group  as  one  consumer,  and  the  constant  expenses 
of  collecting,  management,  &c,  be  equally  divided  amongst 
the  consumers,  on  the  principle  of  the  penny  postage,  then 
I  think  it  will  appear  that  the  small  houses  pay  a  rate  fully 
proportionate  to  the  large  ones.  I  have  a  strong  objection  to 
supply  the  poor  in  respect  of  their  dwellings  with  any  article' 
at  a  lower  rate  than  that  at  which  it  is  supplied  to  their  more 
wealthy  neighbours  ;  for  the  difference  passes  in  a  very  direct 
manner  into  the  pockets  of  their  landlords,  who  are  thereby 
enabled  to  let  their  houses  at  a  higher  rent  than  they  could 
otherwise  command.  If,  for  instance,  the  house  I  occupy  were 
to  be  disburdened  by  Act  of  Parliament  from  the  rates  and 
taxes  with  which  it  is  now  charged,  the  owner  would  imme- 
diately obtain  a  rent  higher  by,  at  least,  the  full  amount  of 
the  exemptions.  It  has  lately  become  the  fashion  to  pacify 
the  presumed  opposition  of  the  working  classes  (which  is  in ' 
reality  commonly  the  opposition  of  the  small  owners)  to  pro- 
posed  local  Acts  by  inserting  clauses  to  exempt  them  from  the 
operation  of  rating  enactments — a  fashion  which,  while  it  does 
not  benefit  the  working  classes  to  the  extent  of  sixpence,  has 
the  effect  of  compelling  the  non-holders  of  cottage  property  to 
subscribe  unjustly  to  the  rental  of  others  the  holders  of  such ' 
property.  The  attention  of  Parliament,  it  appears,  has  not 
yet  been  attracted  to  this  abuse. 

It  has  been  assumed  "  that  it  would  be  difficult  to  persuade 
the  poor  generally  to  pay  for  a  supply  of  water  as  it  is  at 
present  given  in  some  neighbourhoods,  and  it  would  be  equally 
so  to  show  the  proprietors  the  advantages  to  themselves  of 
giving  a  free  supply,  and  receiving  remuneration  from  those 
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ily  who  are  willing  to  pay."    Now  what  has  been  your  ex-     •  m 

3rience  in  this  respect  at  Nottingham?  All  this  has  been 

/ercome  at  Nottingham.  Landlords  and  tenants  equally 
,fquire  a  supply  of  water,  which  the  Company  affords  unm- 

rruptedly.  When  the  Company  introduced  the  unmter- 
tpted  supply  at  Nottingham  the  poorest .  tenants  required 

of  their  landlords ;  the  landlords  then  said,  "  If  you  will 
nnsent  to  pay  an  additional  penny  per  week  of  rent,  we  will 
vy  to  arrange  it  with  the  Company."     This  was  the  case 

thousands  of  instances.  The  charge  was  in  these  cases 
,iade  upon  the  landlord  and  he  put  it  upon. his  rent  and  the 
pnants  most  cheerfully  paid  it.  The  Company  have  found  it 
acessary  to  decline  affording  any  supply  to  weekly  tenants, 
■acause  being  a  very  migratory  class,  they  never  could  collect 
ae  water  rent  from  them,  they  will  not  therefore  supply  any 
eekly  tenants  but  through  the  landlord. 

Does  your  own  experience  furnish  any  datum  from  which  the 
expense  of  supplies  of  water,  including  the  wear  and  tear  of 
iagines,  interest  on  fixed  capital  for  machinery  and  all  distri- 
uitary  pipes,  the  necessary  expenses  of  management,  in  other 

uords,  the  total  expenses,  may  be  judged  of?^  Yes;  the 

btal  expense  is  on  the  experience  of  the  last  five  years  2-88d. 
?er  1000  gallons.    This  is  equal  to  12/.  per  million  gallons. 

We  are  desirous  of  being  informed  of  the  several  establish- 
aent  charges  of  a  Water  Company,  or  in  other  words,  what 
laarges  are  independent  of  the  quantity  of  water  pumped,  and 
1-hat  not,  and  their  amount.  Can  you  give  us  from  your  prac- 
tical experience,  say  at  Nottingham,  where  you  lift  your  water 

35  feet  high?  On  an  average  of  five  years'  experience  of 

iae  Trent  Company,  at  Nottingham,  they  are  as  follows  for  each 
aillion  and  for  each  thousand  gallons. 

[The  Witness  put  in  a  tabular  statement,  see  next  page.] 
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Tabular  Statement  of  the  Expenses  incurred  in  supplying  the  Town 
of  Nottingham  with  Water,  according  to  the  experience  of  the  Trent 
Water  Works  Company  : — 


Description  of  Charges. 


1.  Charges  nearly  proportionate  to 
the  Quantity  supplied. 

Coals   .  .  • 

Oil  and  tallow  

Sundries  

Hemp,  leather,  &c  

llepairs  of  pumping  machinery  . 


2.  Charges  which  diminish  nearly 
as  the  Quantity  pumped  or  sup- 
plied increases. 

Salaries  of  law  clerks,  engineer,! 
office  clerks,  collectors,  Ike.  .  J 

Parochial  and  other  taxes  .  .  .  ■ 

Wages  of  turncocks,  plumbers,  &c 

Incidentals  attending  the  ma-' 
nagement  

Law  charges  and  expenses  of  po- 
licemen   

Rents  of  various  premises,  ac- 
knowledgments under  Act  of 
Parliament,  &c  

Repair  andmaintenance  of  mains,  "1 
cocks,  communication  pipes,  S 
and  other  works  of  distribution 

Stationery,  advertising,  &c. 

Compensations  for  damage,  &c. 

Gratuities,  medical  assistance,  &c 


3.  CJuirges  which  diminish  less  ra- 
pidly than  the  Quantity  of  Water 
pumped  or  supplied  increases. 


Wages  of  engine-man  

Wages  of  stoker  and  reservoir- 
keeper   

Cleaning  and  other  ordinary 
charges  of  the  lower  or  filtering 
reservoir  

Repairs  of  buildings  

Cleaning  and  other  ordinary 
charges  of  the  upper  or  storing 
reservoir  


Interest  on  invested  capital,  vary- 
ing directly  with  extent  of 
works  and  inversely  with 
amount  of  supply  


Totals 


The  income  amounts  to  3-17rf.  per 
1000  gallons;  the  diflerenco 
(0'29d.)  is  applied  to  extension 
of  works. 


Cost  per 

1000 

Gallons. 


Cost 
per  1,000,000 
Gallons. 


0-3035 
0-0480 
0-0137 
0-0119 
0-0111 


0-7940 


0M0G3 
0-0650 

0-0367 
0-0215 
0-0107 


0-2402 


1-4570 


2-8794 


Total  of 
each  Class  of 

Items 
per  1 ,000,000 
Gallons. 


£.  s.  d. 


1  5  3( 

0  4  0 

0  1  H 

0  1  0 

0  0  11 


0-3720 

1 

11 

0 

0-1328 

0 

11 

04 

0-1295 

0 

10 

94 

0-0461 

0 

3 

10 

0*0366 

0 

3 

0i 

0-0300 

0 

2 

6 

0-0196 

0 

I 

ii 

0  0136 

0 

1 

H 

0-0089 

0 

0 

9 

0-0019 

0 

0 

5 

0  8  10i 

0  5  5 

0  3  Of 

0  1  9i 

0  0  10| 


6    1  5 


£.  s.  d. 


>\  12  iU 


!>3    6  1U 


Proportion 
per  Cent, 
to  Total 
Charge. 


Proportion 
in  Money 
of  each  Clan 
of  Items 
for  each 
1000  Gallom. 


J-l    0  0i{ 


6    1  5 


•o 

•4 
•4J 


13-5 


d. 


0  01 


12-9 

4-6 

4-5 

1-6 
1-3 

V 


>-27-6 


11  19  Hi 


•2  J 


3-7] 
2-3 


1-3  >  8-3 
•7 


50-6 


100- 


o  04 


0  0i 


o  it 


o  3 
(accurately) 
0  2J 


Cost  of  raising  Water  by  different  Engines. 


41 


'  But  the  price  of  fuel  will  vary  greatly  in  different  places  ?  T- 
 Yes.  . w  .: 

And  the  description  of  engine  will  also  vary,  and  so  influence 
iae  consumption  of  fuel  ?  Yes. 

Now  what  descriptions  of  engines,  and  prices  of  fuel,  taken 
;  i  relation  to  each  other,  will  afford  the  result  shown  in  your 
sable  ?  They  will  stand  nearly  as  follows  : — 


Description  of  Engine. 


H.P. — Double  powered,  non-con-1 
densing 

B.  and  W. — Double  powered,  con-1 

densing  I 

B.  and  W. — Single  powered,  con-1 

densing  J 

Cornish. — Double  powered,  con-1 

densingf  J 

Cornish. — Single  powered,  con-1 

densing  f 
Cornish.— -Single  powered,  con-1 

densing  f    .....  .J 

Taylor's  Cornish. — Single  power-1 

ed,  condensing f    ...  .J 


Steam  Pressure. 

Price  of  Fuel,  Delivered.* 

s. 

d. 

30+0 

6 

0  per  ton. 

3^  -f  atmos. 

9 

0 

3-j  +  atmos. 

12 

0 

» 

30    +  atmos. 

16 

0 

30    +  atmos. 

20 

0 

45  atmos. 

25 

0 

•    •  • 

32 

0 

it 

Then  is  the  relative  economy  of  these  engines  such  that,  for 
instance,  the  engine  No.  6  would  perform  the  same  amount  of 
eojrk  with  9.?.  worth  of  fuel,  to  do  which  the  engine  No.  2 

rould  require  25*.  worth  ?  Yes ;  but  against  this  advantage 

lust  be  placed  the  vastly  greater  first  cost  of  the  engine  No.  6, 
md  its  much  greater  liability  to  accident.  By  the  use  of  the 
Jornish  engine  No.  6  in  place  of  the  Boulton  and  Watt  engine 
Jo.  2,  a  saving  of  nearly  02c/.  per  thousand  gallons  would  be 
Effected  in  the  fuel  account,  but  the  capital  account  would  be 
ucreased  fully  0'ld. ;  the  resulting  economy  to  set  against 

lereased  risk  would,  therefore,  not  exceed  a  twenty-ninth  part 
if  the  whole  charge.  I  should,  therefore,  be  in  general  dis- 
laclined  to  recommend  the  adoption  of  the  Cornish  engine, 
vxcept,  perhaps,  in  the  case  of  works  of  such  great  extent  and 
>o  arranged  that  the  public  would  not  be  inconvenienced  by 
.he  stoppage  of  a  single  engine. 

From  the  statement  it  appears  that  of  each  thousand  gallons 
Much  you  may  sell  for  2-88c/.,  or  nearly  3d.,  that  the  total  or 
;eneral  charges,  exclusive  of  the  interest  of  capital,  amount  to 

■4.2d.  (or  a  little  less  than  l^d.),  for  this  same  thousand  gal- 
ons  ?  Yes. 

And  of  this  079cZ.,  or  about  f  d.,  applies  to  charges  for  manage- 
ment, salaries,  taxes,  rents,  law  charges,  and  certain  items  for 


*  Quality  equal  to  Newcastle  coal, 
t  Expansive  action. 
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t.  Hawksiey,   repairs  and  wages,  which  would  diminish  if  the  quantity 

Esq'       pumped  were  greatly  increased  ?-  Yes. 

And0-24d„  or  about  \d.,  applies  to  charges  for  attendance  i: 
on  machinery  and  cleansing  the  reservoirs,  which  would  be  il 
partially  diminished  by  an  increase  of  the  quantity  of  water  ?  pi 
I  -Yes. 

Then,  in  fact,  there  remains  only  0-39 d.,  or  less  than  \d.,  out  U 
of  nearly  \\d.,  per  thousand  gallons,  to  defray  charges  such  as  1 
coals,  hemj^  leather,  oil  and  tallow,  repairs  of  machinery,  &c.,  i 
which  are  strictly  proportionate  to  the  quantity  of  water  deli- 
vered ?  -Yes. 

Besides  this,  if  the  quantity  of  water  pumped  and  supplied 
to  the  same  tenantry  were  greatly  increased,  we  take  it  the  • 
interest  on  the  investment  might,  under  a  proper  system  of 
supervision  and  protection,  be  made  to  press  less  heavily  on  a 
given  portion,  say  1000  gallons  of  the  quantity  of  water  so 
increased  ?  Certainly. 

It  is  stated  that  in  the  metropolis  the  expense  of  machinery 
or  capital  invested  is  about  31.  per  individual  supplied,  (that 
is  to  say,  for  the  Company's  machinery,  and  exclusive  of  the 
tenants'  communication-pipes!  the  tenants'  water  butts,  tanks, 
&c.,)  or  3,310,342/.,  on  which  the  income  is  stated  to  be 
276/243/.,  and  the  expenditure  133,724/.,  yielding,  it  is  stated, 
an  average  dividend  of  4  per  cent.  But  to  the  capital 
account  is  placed  much  of  the  expense  of  competition,  of 
private  Acts,  of  enlargement  and  alterations  consequent  on 
original  errors;  and  to  the  expenses  of  management,  the 
expenses  of  several  sets  of  officers  and  supervision  of 
machinery  going  over  the  same  areas.  Now  what  may  be 
the  expense  of  machinery,  reservoirs,  pipes,  and  apparatus 
per  individual  supplied  at  Nottingham,  and  the  proportionate 

expense  of  management  ?  The  cost  of  construction  is,  at 

Nottingham,  something  less  than  Ik  per  individual,  supplied 
by  the  Trent  Water  Company,  but  if  that  Company  had  the 
sole  supply  of  the  district  over  which  its  pipes  are  b.id,  the  cost 
would  not  exceed  15s.  per  individual.  The  expense  attendant 
on  the  supply  of  water  and  management  of  the  works  amounts 
to  about  44'  per  cent,  on  the  income,  which  is  slightly  less 
than  the  proportion  of  the  like  expense  in  London. 

In  the  case  of  supplies  on  a  larger  scale  than  at  Notting- 
ham, may  not  your  scale  of  expenses  be  still  further  reduced? 

 The  more'  numerous  the  tenants  the  cheaper  can  a  supply 

be  rendered.  I  conceive  that  if  the  number  of  tenants  now 
supplied  by  the  Trent  Water  Company  were  doubled,  the 
Company  would  have  little  more  to  pay  for  engineering,  law; 
rates  and  taxes,  wages,  &c,  than  at  present,  and  that  an 
economy  of  at  least  10  per  cent,  would  result  on  the  No.  2 
items  alone. 
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\May  this  scale  be  taken  as  the  fair  rate  for  estimating  the  T^ksley, 
pense  of  taking  improved  supplies  of  water  for  70,000 
•uses,  to  which  it  would  appear,  from  the  census  return  and 
>b  Companies'  return  there  has  yet  been  no  regular  or 

equate  supplies  of  water  given?  This  is  uncertain. 

ae  cost  will  depend  upon  the  compactness  of  the  buildings  to 

supplied,  and  the  proximity  of  the  source  whence  the 
ttter  is  derived.  If  the  70,000  houses  lay  near  together,  and 
t.ter  were  obtained  within  one  or  two  miles,  11.  per  individual 
raid  probably  suffice.  If  the  houses  be  far  apart,  the  streets 
lie,  and  the  water  remote,  more  than  11.  per  individual 
oght  be  required.  Under  certain  circumstances  it  becomes 
"ore  economical  to  supply  from  two  works  than  from  one,  but 

is  rarely  desirable  to  do  this  under  two  distinct  manage - 
ents,  and  it  is  always  injudicious  as  regards  economy  to 
uroduce  the  works  of  two  Companies  into  one  district ;  so 
uch  so,  indeed,  that  the  loss  or  useless  expenditure  may 
imerally  be  estimated  at  from  two-thirds  to  three-fourths  of 
jb  entire  capital  of  the  smaller  Company,  in  addition  to  the 
munt  of  the  unnecessarily  increased  working  expenses. 
Ilf  at  the  scale  of  the  actual  expenditure  for  Nottingham, 
's  200,000  houses  of  the  metropolis  now  only  supplied  with 
tter  by  the  several  companies  periodically  were  to  be  sup- 
tied  by  a  public  agency  de  novo,  what  would  be  the  actual 

mount  of  capital  required,  and  the  annual  income?  1 

ltinot  afford  a  very  satisfactory  reply  to  this  question,  from 
mt  of  due  information  as  to  the  distance  from  which  the 
titer  would  be  brought.  But  supposing  the  metropolis  could 

divided  into  districts,  each  of  30,000  or  40,000  houses,  the 
titer  might  perhaps  be  delivered  to  the  several  inhabitants 

an  investment  of  about  8/.  per  house,  supposing  the  water 

be  conveyed  to  engines  in  the  neighbourhood;  the  cost 
curred  in  works  for  conducting  the  water  from  a  distance 
Duld  be  additional,  and  would  probably  amount  to  at  least 
.  more.  The  income  of  the  Trent  Water  Company  being 
.  6c/.  per  individual  supplied,  the  annual  income  derivable 
om  1,200,000  individuals,  residing  in  200,000  houses,  would 
i  90,000/.;  which,  with  the  charges  for  supplies  to  baths, 
ns,  water-closets,  roads,  manufactories,  &c,  might  be  in- 
eased  to  about  150,000/.  Now,  since  it  usually  happens 
tat  the  income  of  a  Water  Company  must  be  one-tenth  of 
e  investment  to  pay  dividends  of  5  per  cent.,  it  is  plain  that 
.  6c/.  per  individual  would  not  be  a  sufficient  charge  in  the 
etropolis.  I  believe,  however,  that  2*.  6c/.  per  individual 
ould  be  ample.  It  is,  however,  fair  to  state  that  all  the 
rater  Companies  have  incurred  large  expenses  in  effecting 
terations  and  improvements  to  meet  the  wants  and  wishes 

a  city  rapidly  increasing  in  magnitude  and  improving  in 
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T.  iiawksiey,   habits,  and  therefore  from  time  to  time  in  need  of  more  I 
Es<1"       abundant  supplies  of  improved  quality. 

Now  if  the  cost  of  1000  gallons  of  water  be  2 -88c?.  on  the  I 
scale  of  supply  at  Nottingham,  what  do  you  suppose  it  would  I 
be  on  the  system  of  constant  delivery  in  a  larger  town  where  I 
the  consumption  would  amount  to  five  million  gallons  per 

diem  ?  The  charges,  exclusive  of  interest  on  capital,  would 

be  reduced  from  1  -42d.  per  1000  gallons,  to  about  0-94d  per 
1000  gallons ;  the  whole  cost  would  therefore  probably  be 
reduced  from  2-88J.  to  2,40d.J  or  about  17  per  cent. 

And  what  would  be  the  reduction  if  the  extent  of  supply 
amounted  to  40  million  gallons  per  diem,  as  appears  to  be  the 

case  in  the  metropolis  ?  The  charges,  exclusive  of  interest 

on  capital,  would  be  about  0-80d.  per  thousand  gallons,  and 
the  total  cost  about  2-2€>d.,  or  two-pence  farthing  per  1000 
gallons. 

And  what  would  be  the  whole  expense  at  1/.,  21.,  and  3/., 

per  individual  for  capital?  2-26d,  3-?2d.,  and  5-  \8d. ;  or 

in  round  numbers,  2hd.,  3fd.,  and  5%d.  per  thousand  gallons. 

How  much  would  this  amount  to  per  annum?  137,500/., 

226,300/.,  and  315,100/. 

And  what  would  be  the  additional  annual  cost  of  artificial 
filtration  ?  About  20,000/. 

Then  allowing  for  this,  it  seems  that  about  40,000/.  per 
annum  is  the  loss  in  the  metropolis  alone,  by  want  of  con- 
solidation and  supervision,  exclusive  of  a  large  amount  of 

interest  on  the  capital  uselessly  employed  in  competition?  

That  is  very  likely. 

You  have  stated  that,  on  the  system  of  constant  supply 
at  high  pressure,  smaller  instead  of  larger  mains  would  suffice. 
It  has  been  stated  that  at  one  town,  where  a  high  pressure 
was  put  on  old  mains  and  distributary  pipes  constructed  for  a 
low  pressure,  the  pipes  which  burst  were  very  few,  and  the 
inconvenience  (which  it  was  anticipated  would  be  very  great) 
was  inconsiderable.  Does  your  practical  experience  enable 
you  to  express  a  confident  opinion  that  the  mains  and  ordinary 
distributary  pipes  for  the  system  of  periodical  supply  would 
not  be  required  to  be  extensively  superseded,  and  others  of 
greater  thickness  substituted  for  the  application  of  a  system ' 
of  constant  supply,  under  a  system  of  moderate  high  pressure, 

such  as  that  contemplated?  Yes;  the  amount  of  pressure 

does  not  practically  enter  into  the  determination  of  the  thick- 
ness of  the  metal  of  main  pipes.  Any  thickness  at  which 
mains  can  in  the  regular  course  of  foundry  business  be  cast 
will  afford  many  times  the  strength  requisite  to  retain  water 
under  a  pressure  of  1 50  feet.  In  fact,  pipes  are  proportioned 
according  to  the  difficulty  of  running  the  metal  and  adjusting 
the  core;  and,  in  practice,  it  is  customary  to  prescribe  a  thick- 


Formula  for  calculating  the  size  of  Pipe*.  45 

4  0f  at  most,  one- fifth  the  square  root  of  the  diameter 
18  j'd),  a  proportion  which  has  no  reference  whatever  to 
c  strain  arising  from  the  pressure.     Pipes  are  now  cast 
rhter  than  formerly,  although  the  pressure  under  which 
ater  was  usually  transmitted  has  been  increased. 
]  Be  so  good  as  to  explain  the  method  by  which  you  ascertain 
ce  dimensions  of  pipes  for  a  constant  supply  to  the  attic 

)0ries  ?  Assuming  the  case  of  a  street  of  houses  600  yards 

mg,  I  proceed  thus :— 1  first  ascertain,  perhaps,  "by  the  parish 
>oks,  the  numbers  and  rentals  of  the  houses;  I  then  esti- 
mate the  consumption  of  water  in  each  house  in  gallons  at 
a*  s/rent  in  pounds,  which  I  find  by  experience  to  afford  a 
ssult  as  accurate  as  the  nature  of  the  inquiry  will  permit. 

This  gives  for  houses  of  6/.  rent   40  gallons  per  diem. 
,  10/.  rent    56  , , 

20/.  rent  88 
50/.  rent  163 
100/.  rent  260 
200/.  rent  410 
500/.  rent  756 


T 


}  > 


c'o  obtain  a  proper  practical  taper,  I  divide  the  length  of 
me  pipe  into  portions  of  about  200  yards,  and  assign  to  each 
i.ie  quantity  of  water  to  be  conveyed;  thus 

EFinal  200  yards   13,000  gallons  per  diem. 

\Middle  200  yards  1 1,000  +  13,000  =  24,000 
first  200  yards     8,000  +  24,000  -  32,000 

i  next  consider  that  nearly  the  whole  of  the  water  will  be  con- 
aimed  in  the  four  or  five  hours  elapsing  between  breakfast 
imd  dinner  :  to  err  on  the  safe  side,  I  assume  the  delivery  to 
ake  place  in  four  hours,  and  that  the  whole  of  the  water 
ifiiken  off"  from  each  length  has  to  be  passed  to  the  end  of  that 
length.  It  will  sometimes  happen  that  the  reservoir  from 
Mich  the  supply  is  obtained  is  nearly  on  the  level  of  the  attic 
titerries,  and  that  in  consequence  perhaps  not  more  than  four 
eet  of  head  can  be  allowed  on  each  length  of  200  yards  to 
produce  the  velocity  and  overcome  the  friction  :  allowing  this 
quantity  in  the  case  assumed,  I  shall  be  enabled  to  apply  the 
ormula, 


which  I  have  found  to  apply  with  great  exactness  :  in  this 
formula  (q)  represents  the  number  of  gallons  to  be  delivered 
per  hour,  (/)  the  length  of  the  pipe  in  yards,  (7t)  the  head  in 
feet,  and  (cZ)  the  diameter  of  the  pipe  in  inches. 
We  now  obtain  the  following  diameters : — 
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T'n£;vqk.sley'  First  200  yards  .  5TV  inches ; 

Second  ditto .      .  4-rV  inches  ; 
Third  ditto    .     .  3  finches; 
to  which,  adding  half  an  inch  for  possible  contraction  by  corro-Si 
sion,  the  practical  diameters  become  six  inches,  five  inches,  anal 
four  inches  for  a  street,  producing  in  London  a  water  rental 
of  at  least  3001. 

What  would  be  the  saving  in  the  size  of  the  pipes  consequenl 
on  the  system  of  constant  supply  as  compared  with  the  intejrl 

mittent  system?  The  diameters  of  the  service-pipes  ancs 

sub-mains  are  diminished  about  one-third,  and  the  weights  ofl 
the  pipes  about  one-half. 

The  saving  in  the  size  of  the  service-pipes,  the  mains,  ancl 
so  forth,  would  compensate  for  the  cost  of  throwing  up  bjj 
engines  an  additional  quantity  of  water  to  meet  the  apprehended 
waste  and  additional  consumption,  and  keeping  it  constantly! 

on?  Yes;  and  the  management  is  much  more  easy,  and  tha 

number  of  men  necessary  to  superintend  the  distribution  of  the! 
water  becomes  much  fewer, — in  fact,  it  demands  very  little! 
attention  indeed,  where  the  water  is  constantly  running  through! 
the  pipes ;  but  where  the  water  is  given  at  intervals,  many! 
persons  are  put  to  great  inconvenience ;  then  they  are  com-[ 
plaining,  and  must  be  attended  to;  and  the  ball-cocks  when! 
they  go  down  will  stick  very  frequently,  and  there  is,  conse-j 
quently,  a  great  waste  of  water,  so  that  a  great  quantit}7  on 
water  is  not  well  applied/  The  waste  is  very  great  on  the  in- 
termittent supply,  much  more,  I  am  satisfied,  than  most  engi- 
neers are  aware  of.  We  have  found,  in  many  instances,  where 
our  supply  has  been  turned  off  a  particular  street  for  a  short 
time,  the  ball-cock  of  a  cistern  has  gone  down,  and  the  water 
run  to  waste  after  being  again  turned  on.  That  happens  in  all 
towns  where  the  supply  is  intermittent ;  and  I  believe  the  waste 
from  this  and  some  other  causes  is  much  greater  than  that 
which  occurs  in  a  constant  supply. 

In  stating  generally  your  view  that  the  'supply  of  a  town 
by  the  medium  of  a  constant  supply  and  high  pressure  is  quite 
as  cheap  or  cheaper  than  under  the  other  system  of  an  inter- 
mittent supply,  do  you  take  into  consideration  that,  in  the  one 
case  of  constant  supply  and  high  pressure,  there  would  be 
greater  advantage  to  the  people  and  a  greater  supply  of  water  ? 

■  1  did  not  take  that  into  consideration  in  the  first  instance ; 

but  I  think  the  saving  in  the  number  of  officers  and  in  other 
respects  would  more  than  compensate  for  the  cost  of  pumping 
that  quantity  of  water ;  for  the  mere  cost  of  raising  the  water 
is  but  a  trifling  portion  of  the  expenses  of  a  Water  Company 
a  great  many  expenses  are  permanent  standing  expenses;  the 
greater  proportion  arc  in  a  great  degree  independent  of  the 
quantity  of  water  lifted. 
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1  You  think  that,  for  4s.  4d.  a  house,  you  can  give  the  con- 
ant  supply  of  water  which  is  required  for  the  use  of  a  cot- 
ovr's  family?  We  do  that. 

Do  you  think  you  can  give  it  at  4s.  4d.  constantly,  when  under 
ic  plan  it  would  cost  the  Company  that  to  do  it  only  penodi- 

jl,- 1  Certainly ;  we  have  tried  the  experiment  for  a  month, 

ad  we  found  that,  although  there  was  an  economy  to  a  certain 
[Stent,  insofar  as  the  supply  of  water  went,  the  cost  of  attend- 
iace,  irrespective  of  the  inconvenience  to  the  people  supplied, 
as  far  more  than  would  compensate  for  that  trifling  advan- 

:  You  say  that  the  arrangement,  generally  speaking,  in  Not- 
ingham  between  the  landlords  and  tenants,  is  that  they  should 
ay  Id.  a- week,— is  that  the  amount  of  the  Water  Company's 
naro-e  to  the  landlord,  or  do  the  landlords  make  any  profit 

uut  of  that  ?  1  think  I  had  better  explain  that  the  Water 

Company  obtains  from  the  landlord  an  account  of  the  rent  of 
lach  house,  and  takes  Is.  in  the  pound  of  the  rent,  and  allows 
he  landlord  a  discount  of  25  per  cent,  (which  reduces  it  to 
d.  in  the  pound  on  the  rent)  to  cover  any  incidental  losses  he 
laay  sustain.  Supposing  a  house  were  let  at  61.  a-year,  or 
,'s.  Ad.  a-week,  the  Company's  first  charge  would  be  6s.  a-year ; 
•nut  then  the  landlord  would  receive  back  again  an  allowance 
i  f  Is.  6d.,  which  would  reduce  the  charge  to  4s.  6d.,  and,  prac- 
tically, the  landlord  would  increase  his  rent  Id.  per  week  3  so 
lihat,  probably,  by  that  arrangement  he  might  lose  by  each 
L-enant  2d.  in  the  year. 
What  is  the  expense  of  carrying  the  pipe  into  each  house  on 

lihe  average  ?  If  the  house  abutted  on  the  street,  the  tenant's 

oost  would  probably  not  be  above  4s.  or  5s. 

In  the  case  of  taking  it  up  a  court  it  may  amount  to  more  ? 

 Yes ;  in  some  cases  probably  to  50s.  or  31. :  there  it  would 

i^ive  water  to  10  or  12  houses  probably. 
Dividing  that,  according  to  your  practical  knowledge,  to  what 

Hoes  it  generally  amount  per  house  ?  Not  more  than  4s.  or 

3s.  in  either  case. 

Then  there  is  an  addition  to  the  charge  paid  annually,  also  a 
charge  of  5s.  to  take  it  in ;  is  that  done  in  any  cases  by  the 

Company  ?  No,  it  is  not ;  and  one  of  the  principal  reasons 

is  this  :  in  a  town  where  there  are  already  two  Companies,  both 
having  their  pipes  extending  over  the  same  distance,  and  both 
being  in  competition,  it  is  of  course  a  matter  of  some  import- 
ance not  to  ciisoblige  the  plumbers;  therefore  the  Company 
say,  "  We  will  lay  all  the  pipes  which  are  our  property  our- 
selves, but  we  will  not  interfere  with  the  plumbers ;"  indeed, 
such  interference  would  make  a  material  difference  to  the  credit 


of  an  unprotected  Water  Company 
Taking  a  town,  would  it  not 


be  a  convenient  and  cheap 
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T'  "e^ sley'  arrangement  for  the  Company  to  have  their  own  workmen  to 

lay  down  the  tenants'  communication  pipes?  Probably 

there  would  be  a  great  saving  of  expense.  The  Gas  Com- 
panies— the  Liverpool  Gas  Company,  for  instance — prescribe 
that  their  own  workmen  shall  lay  the  pipes,  and  they  do  that 
not  only  to  prevent  frauds  by  the  tenant,  but  to  secure  them- 
selves against  escapes  of  gas. 

Would  it  not  be  an  advantage  that  the  Company  should  be., 
able  to  do  the  whole,  and  spread  it  over  several  years  instead  of. 
having  it  paid  in  one  sum,  which  prevents  its  being  done  raw 

some  instances  ?  It  would  be  a  great  advantage,  but  in  the 

present  state  of  the  law  that  could  not  be  practically  effected*!] 
and  it  would  be  impossible  to  carry  it  out  in  towns  where,  as  I 
in  Nottingham,  there  is  the  general  disadvantage  of  competUiJ 
tion,  because  the  owner  of  the  property  or  the  tenant  could 
move  his  pipe  to  the  other  Company  immediately,  and  we  a 
should  lose  the  advantage  of  the  annual  charge. 

Supposing  you  were  beginning  to  supply  a  town  where 
there  was  no  supply  already,  would  not  such  an  arrangement 

be  a  good  one  for  both  parties  ?  Undoubtedly,  if  the  interest 

of  the  Companies  could  be  secured  by  having  some  central 
supervision  over  them  ;  but  they  would  be  quite  at  the  mercy 
of  the  inhabitants  unless  that  were  the  case.    Other  Com-;; 
panies  might  be  introduced,  and  they  might  then  lose  their 
whole  expenditure. 

This  Company  with  which  you  are  connected  supplies  A^ery 
efficiently  and  at  a  very  low  rate  of  remuneration  ;  what  divi-i 

dend  does  it  pay  ?  It  pays  six  per  cent,  on  the  amount  of 

the  shares  raised  by  Act  of  Parliament.  For  a  period  of  four 
or  five  years  it  received  no  dividend  at  all,  but  applied  the 
profits  then  made  to  the  extension  of  the  works,  and  there-- 
fore  the  dividend  it  receives  may  be  considered  as  applied  to 
the  whole  outlay,  consequently  it  would  be  fair  to  consider  the 
six  per  cent,  taken  on  the  partial  outlay  as  equivalent  to  about 
five  per  cent,  on  the  total  outlay. 

Under  the  existing  circumstances  at  the  prices  charged  and 
the  benefit  conferred,  do  the  Company  divide  actually  five  per 

cent,  upon  the  outlay?  Yes,  and  the  50/.  shares  of  the 

Company  sell  at  from  701.  to  73Z.  each,  and  have  done  so  for 
some  years.  The  dividends  of  the  Company  are  3/.  on  each 
50/.  share,  and  that  is  considered  in  the  transfer  of  shares  to 
represent  a  value  of  70/. 

In  the  application  of  the  constant  pressure  system  to  the 
better  classes  of  houses,  would  you  think  it  desirable  at  onceH 
to  make  such  a  change  in  the  present  system  as  to  do  away' 

with  it  entirely?  Yes,  I  think  so  ;  I  see  no  difficulty  in  the 

way ;  there  might  at  first  be  some  additional  waste,  because 
the  lead  communication-pipes  are  now  in  some  cases  very 
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perfect,  and  there  is  not  due  attention  paid  to  them,  because  T-  "j£jil0* 
;  Water  Companies  know  that  the  waste  is  not  so  great 
en  the  water  is  only  on  a  very  short  period  as  it  would  be 
ikept  on  constantly;  but  it  would  very  soon  find  its  own 
icdy.    We  pay  great  attention  to  this  ;  the  attention  paid 
not  expensive,  and  the  consequence  is,  that  we  are  able  to 
pp  the  water  on  constantly,  without  great  loss  to  the  Com- 
aj,  and  with  material  benefit  to  the  town  at  large. 
Apprehensions  have  been  expressed  that  under  a  system  of 
astant  supply  there  would  be  required  to  be  a  system  of  con  - 
nnt  visitation  of  the  premises,  and  a  system  of  constant 
mection  by  the  officers  of  the  Company,  to  which  the  inha- 
lants would  not  readily  submit.    Now  as  to  the  fact  under 
;  system  of  constant  supply,  is  any  increased  visitation  or 

jpection  of  the  premises  found  to  be  requisite  ?  There  is 

inch  less  necessity  for  visitation  when  the  system  of  constant 
ioply  prevails  than  in  cases  where  the  supply  is  intermittent, 
Bfl  there  is  less  risk  of  the  water  being  suffered  to  run  to 
,sste  through  negligence.  At  Nottingham  there  have  been 
rry  few  inspections,  and  those  chiefly  in  consequence  of  the 
fairy  between  the  Companies,  which  has  been  productive  of 
ach  confusion  of  pipes  and  uncertainty  as  to  the  source  of  the 
,ipply. 

IDo  you  conceive  that  the  high  pressure  could  be  engrafted 
:  the  present  system  in  London  without  a  very  material  diffi- 

lity  in  point  of  expense?  1  think  it  might,  particularly  if 

b  supply  were  constant.  I  think  there  would  be  no  difficulty 
tthe  arrangement,  but  there  would  be  some  expense  for  large 
rrtical  pipes  or  towers  into  which  to  pump,  or  reservoirs  at 
ime  elevated  points,  those  of  course  would  be  almost  neces- 
rry,  one  or  the  other ;  but  that  is  a  question  of  expense  entirely, 
i!d  not  of  practicability. 

^Would  it  involve  an  alteration  of  the  mains  ?  That  would 

[pend  upon  whether  the  water  could  be  conveyed  into  upper 
teervoirs  or  would  be  pumped  into  stand-pipes,  or  be  raised 
wder  the  pressure  of  an  escape-valve  ;  but  this  last  mode  is 
pry  undesirable.  If  pumped  into  stand-pipes,  there  would  be 
t  tie  alteration  of  the  mains ;  but  if  pumped  into  reservoirs, 
ere  must  be  considerable  alteration. 

That  is  the  case  at  Nottingham?  Yes,  and  also  at  New- 

stle-on-Tyne. 

They  pump  it  there  into  a  reservoir  before  it  comes  into  the 

.ain,  do  they  not?  No;  the  branches  which  supply  the 

Mvn  are  taken  off  the  main  pipe.    I  think  there  are  three. 

here  is  no  returning  branch  immediately  out  of  the  reservoir ; 

ie  main  pipe  itself  is  the  returning  pipe. 

I  From  your  experience  and  judgment,  supposing  you  were 
Ding  to  undertake  the  supi>ly  of  a  town  afresh,  should  you 
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T'  1IK*q.8ley'   recommend  the  high  pressure  as  the  cheapest,  on  the  whole,  to  ' 

the  inhabitants,  to  give  them  an  adequate  supply?  Much  | 

cheaper  to  the  inhabitants,  and  very  little  additional  expense  i 
to  the  Company.  I  am  not  quite  clear,  indeed,  that  it  would 
be  any  additional  expense  to  the  Company  ;  for  though  it  might, 
in  some  instances,  necessitate  a  greater  annual  outlay,  it  would 
effect  some  saving  in  the  investment,  as  the  pipes  would  ne- 
cessarily be  laid  of  a  somewhat  smaller  size  than  would  be 
required  for  the  purpose  of  giving  an  intermittent  supply. 

Taking  into  consideration  that  you  must  calculate,  in  any 
Company,  the  profit  to  be  made — andtakinginto  consideration  ! 
all  circumstances — should  you  recommend  the  high  pressure; 
as  that  which  would  give  a  supply  at  a  cheap  rate,  and  afford; 
at  the  same  time  a  reasonable  profit  to  the  proprietors  ? — Yes ; 
and  I  consider  that  as  the  ordinary  mode  in  which  the  Com-:; 
panies  should  effect  their  supply.  At  Nottingham  we  never 
speak  of  high  pressure. 

If  a  city  were  situate  near  a  very  high  elevation,  on  which  it 
would  be  convenient  to  place  the  reservoir,  say  300  feet,  giving: 
a  greater  pressure  for  the  tenants'  communication  pipes  in  the 
lower  districts  than  is  requisite  for  the  various  purposes  ofl 
constant  supply,  at  high  pressure,  have  you  any  plan  of  meeting 

such  cases,  or  modifying  such  pressure?  In  such  case  B 

should  endeavour  to  bring  the  leading  main  from  the  higher] 
part  of  the  city  to  the  lower,  lay  off  the  sub-mains  and  services, 
by  lines  of  equal  altitude,  and  reduce  the  pressure  at  proper 
decrements  of  height  by  a  loaded  valve,  as  shown  by  the 
sketch. 


Under  the  system  of  constant  supply  at  high  pressure  have 
you,  on  the  occurrence  of  severe  frosts,  experienced  any  pecu- 
liar inconveniences ;  and  have  the  tenants  experienced  such 
inconvenience?  The  present  arrangements  of  the  stand- 
pipes  are  very  imperfect;  there  is  much  unnecessary  exposure 
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hem,  which,  under  the  circumstances  of  rivalry  and  cona- 
tion'cannot  be  obviated.  These  pipes,  therefore,  some- 
es  sustain  injury  from  the  frost.  The  expense  of  repair 
unvever,  inconsiderable.  The  pipes  laid  in  earth  or  within 
houses  rarely  receive  any  injury. 

iVhat  do  you  deem  the  practicable  arrangements  by  which 
1  might  be  better  protected  ?— By  enclosing  them  m  boxes, 
surrounding  them  with  non-conducting  materials,  such  as 
dust,  tan,  charcoal,  felt,  flannel  rags,  straw,  &c    And  to 
idate  the  effects  of  the  most  severe  frosts  a  stop-cock  to  turn 
the  water,  and  a  discharging-cock  to  empty  the  pipe,  may 
jased.    This  arrangement  is  occasionally  used  for  the  pro- 
idon  of  the  feeding-pipes  of  water-closets  where  they  extend 
considerable  distances  and  are  carried  into  exposed  situa- 
iss.     The  better  mode  is  rather  to  protect  the  pipes  by 
x-ounding  them  with  non-conducting  substances  of  a  sut- 
mt  thickness  than  by  emptying  them ;  attention  to  which 
ccasionally  neglected.    The  tenants  also  protect  the  pipes 
allowing  a  small  stream  of  water  to  run  from  the  tap. 
las  is  effectual,  but  occasions  waste.     During  the  most 
fepe  frosts  the  supply  is  cut  off  by  congelation  in  only  very- 
instances. 

t  is  stated  that  gas  at  some  times  gets  into  the  water- 
es  laid  on  the  system  of  the  intermittent  supply,  is  this 
\rv  the  fact?  Occasionally  it  is  so. 

How  does  this  arise  ?  It  occasionally  happens  that  the 

-  -pipes  leak  ;  it  occasionally  happens,  also,  that  the  water- 
es  leak.  If  the  defects  occur  near  each  other,  and  the 
;er  be  turned  off,  a  partial  vacuum  may  be  created  in  the 
jer-pipe  by  the  withdrawal  of  the  water,  and  the  gas  be 
wn  in  through  the  aperture.    Instances  of  this  land  have 

luurred  in  many  places,  and  have  been  productive  of  un- 
asant  consequences.  Several  times,  to  the  surprise  of  the 
ties,  the  water-taps  have  taken  fire,  and  several  serious 
dosions  in  dwelling-houses  have  been,  undoubtedly,  traced 

tlthis  cause. 

l  it  is  stated  by  the  director  of  a  Water  Company  that  gas 
netimes  gets  into  the  water-pipes  in  the  metropolis,  and 
nts  the  water,  would  not  such  occurrences  be  prevented  by 
J  system  of  constant  supply  ?  Entirely. 

!Do  you  conceive  that  the  mode  of  clearing  water  on  a  large 
de  in  reservoirs,  generally  by  subsidence,  admits  of  lmprove- 
mt  by  the  substitution  or  addition  of  any  system  of  filtra- 

n  ?  Yes ;  it  is  always  advantageous  to  filter  water  which 

not  naturally  bright,  to  clear  it  from  matters  held  in  sus- 
nsion.  If  the  extent  and  thickness  of  the  filtering-bed  be 
ry  considerable,  prior  subsidence  may  be  altogether  dis- 
used with  ;  but  if  the  surface  be  limited,  and  the  thickness 
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KHawMey,  sma]l  in  respect  to  the  quantity  of  water  to  be  treated,  ii 
usually  the  case  when  artificial  filters  are  employed,  thqB 
becomes  necessary  to  resort  to  previous  subsidence.  Til 
are  particles  so  fine  and  minute  as  to  be  incapable  of  b« 
deposited  by  the  force  of  gravity,  though  they  may  bel 
tained  by  filters,  if  the  operation  be  slowly  and  cautioft 
conducted.  At  Nottingham,  the  construction  of  the  filtii 
this  :  the  reservoir  which  lies  on  the  banks  of  the  Til 
about  a  mile  from  the  town,  is  excavated  in  a  natural  strai 
of  clean  sand  and  gravel,  through  which  the  water  slowly  1 
colates  to  a  distance  of  150  feet  from  the  river.  The  ad  I 
titious  solid  matter  is  gently  deposited  on  the  bed  ofl 
river,  from  which  it  is  washed  away  by  the  action  ofl 
stream.  Sometimes  the  water  comes  down  the  river  exel 
ingly  thick,  and  discoloured  by  peat  and  other  vegetl 
matters ;  it  is  sometimes  of  the  colour  of  tea  :  neverthd| 
filtration  through  the  bed  of  150  feet  renders  the  water  || 
fectly  pellucid.  "When  the  bottom  of  the  reservoir  has  la 
bright  from  a  recent  sweeping,  I  have  seen  a  pin  at  the  del 
of  eight  or  nine  feet.  The  reservoir  being  exposed  tol 
action  of  the  sun  produces  vegetation  of  the  conferva  gel 
which  is  removed  at  short  intervals  of  about  three  weeks  m 
in  summer  and  of  about  six  weeks  in  winter,  by  pumping! 
the  water  and  the  use  of  the  . broom.  To  prevent  the  sil 
communication-pipes  from  being  choked  by  the  accidel 
introduction  of  leaves  and  other  extraneous  substances,  I 
water  is  drawn  through  large  sieves  of  fine  strainer  ell 
In  addition  to  the  reservoir  there  is  a  filter-tunnel  pasJ 
through  a  similar  stratum  for  a  considerable  distance  upl 
adjoining  lands.  This  tunnel  is  four  feet  in  diameter,  I 
half-brick  thick,  and  being  laid  without  mortar  or  ceml 
cost  only  10s.  a-foot,  including  excavation  to  a  depth  on 
feet. 

What  are  the  relative  advantages  of  the  tunnel  and  I 

reservoir?  The  office  of  the  reservoir,  in  addition  tol 

filtration  through  the  bank,  is  to  receive  and  accumulate  I 
water  during  the  time  the  engine  is  not  at  work.    The  tun 
is  formed  simply  for  the  purpose  of  filtration.    The  tunnel 
the  advantage  of  not  exposing  the  water  to  the  action  of 
sun. 

How  is  the  water  transmitted  to  the  upper  reservoir  ?  

is  forced  by  an  engine  along  a  main-pipe,  which  passes  throd 
the  middle  of  the  town  and  supplies  all  the  inferior  pipei 
its  course.  The  upper  reservoir,  placed  at  the  extremitj 
this  pipe,  receives  the  excess  of  water  pumped  by  the  engi 
and  returns  it  down  the  same  pipe  so  soon  as  the  engine  ced 
to  act,  and  hence  a  constant  supply  is  maintained  without  d| 
culty,  trouble,  or  expense. 
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is  it  not  a  general  practice  to  pump  directly  from  the  river  ? 
—Yes;  but  there  are  some  variations  from  this  practice, 
some 'works  the  water  is  allowed  to  deposit  the  grosser 
tters  by  subsidence  either  prior  to  or  after  being  pumped, 
others,  as  for  instance  at  Chelsea  and  Newcastle-upon-Tyne, 
ificial  nitration  is  resorted  to ;  but  in  these  cases  the  filter- 
l  is  thin,  its  extent  limited,  and  the  percolation  therefore  rapid. 
Where  a  river  passes  through  clay  it  is  presumed  that  an 
ificial  filtration  must  be  used?  Yes. 

Do  you  believe  that  your  mode  of  filtration  might  be  made 

lilable  in  many  instances,  and  for  future  purposes,  with  ad- 
ifatage  to  the  public?— Undoubtedly  ;  there  are  many  rivers 
kh  natural  beds  of  sand  and  gravel  in  their  vicinity. 
IThe  case  you  have  provided  for  at  Nottingham,  for  the  fil- 

tion  of  the  supplies  of  a  town,  appears  to  be  the  case  where 
ere  is,  in  communication  Avith  the  river,  a  permeable  stratum 
iiveni'ent  for  the  operation.  Have  you  been  called  upon  to 
i  rise  on  the  formation  of  an  artificial  filter  on  the  banks  of  a 

er  where  there  is  only  clay  or  impermeable  strata?  Yes, 

ryas  called  upon  by  the  Old  Water-works  Company  at  New- 

.tle-upon-Tyne,  to  design  an  entirely  new  set  of  works  for 
urn.  The  bank  of  the  river  upon  which  the  works  were  pro- 
wed  to  be  placed  is  a  stratum  of  clay  of  considerable  thickness, 
id  the  water  is  at  times  brackish. 

YYVill  you  favour  the  Commission  with  the  plan  which  you 

ve  prepared  for  that  purpose?  The  plan  proposed,  was 

■  general  terms  as  follows.    A  capacious  reservoir  (A)  was 

1  be  formed  in  the  clay  below  the  level  of  low  water ;  into 
is  reservoir  the  water  was  to  be  rapidly  admitted  from  the 
er,  probably  in.  15  or  20  minutes,  at  that  period  of  the  tide 
which  it  was  in  its  best  and  purest  state.  This  would  corn- 
only  be  a  little  before  or  a  little  after  the  time  of  low  water, 
•om  this  reservoir,  after  depositing  the  heavier  particles,  the 

ititer  was  to  be  raised  by  a  steam  engine  (F),  alternately  into 
ee  of  two  subsiding  tanks  (B  C),  in  which  tank  finer  particles 
matter  held  in  suspension  would  be  gradually  deposited, 
com  this  subsiding  tank  the  water  would  gradually  flow 
>on  one  of  two  filter  beds  (D  E),  after  passing  through  the 
materials  of  which  it  would  be  elevated  into  a  reservoir  at  the 
■ad  of  the  town,  by  means  of  the  same  steam-engine  by  which 
was  raised  into  the  subsiding  tank,  and  by  the  same  stroke 
f  which  other  water  was  being  raised  into  the  other  sub- 
iing  tank.    The  subsiding  tanks  and  the  filter  beds  were  to 

2  constructed  in  duplicate,  that  one  pair  might  alternately 

3  cleaned,  whilst  the  other  pair  were  in  active  operation, 
he  reservoir  (A)  to  receive  the  water  and  deposit  grosser 
articles  admitted  of  being  cleaned  by  the  pump  of  the 
ngine,  and  did  not  require  to  be  formed  in  duplicate. 
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Were  there  any  other  arrangements  peculiar  to  any  part  oil 

this  apparatus  ?  Yes,  the  upper  reservoir  to  this  proposed! 

construction  of  water  work,  was  to  be  formed  thus : — Below 
the  bottom,  a  dry  brick  tunnel  was  to  be  formed,  surrounded! 
by  strata  of  gravel  and  sand  through  which  the  water  would 
percolate  in  its  passage  to  the  main  pipe  from  which  the  town 
was  to  be  supplied.  By  this  means  the  water  would  becoma 
entirely  freed  from  insects,  plants,  which  are  generated  in  am 
Open  reservoirs,  leaves,  and  other  extraneous  matters.  Some 
of  the  conferva?  grow  with  extraordinary  rapidity.  I  have 
known  a  growth  of  many  feet  to  occur  in  a  single  day ;  plants 
of  this  character  are  also  liable  to  very  rapid  decomposition, 
and  therefore  should  be  very  speedily  removed. 

But  if  the  first  filters  act  properly,  why  is  it  that  a  further 

process  should  be  needful?  'The  rays  of  light  penetrate  so 

easily,  even  through  a  considerable  depth  of  well-filtered  water, 
that  under  their  agency  plants  of  the  kind  mentioned  are 
produced  at  the  bottom  with  much  greater  rapidity  than  when 
the  water  is  less  transparent.  It,  therefore,  becomes  proper  to 
make  some  additional  provision  by  which  these  subsequent 
productions  may  be  detained,  as  well  as  any  insects  which  mav 
be  generated  or  find  their  way  into  the  water.  The  production 
of  vegetable  matter  is  almost  invariably  accompanied  or  im- 
mediately succeeded  by  the  appearance  of  animalcules. 

Would  it  not  be  a  more  advantageous  construction  to  have 
the  reservoirs  so  made  as  to  exclude  the  rays  of  the  sun? 
 To  a  certain  extent  it  might,  but  the  expense  of  effecting 
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it  object  would  frequently  be  enormous,  and  in  general  T- 
ite  disproportionate  to  any  advantage  gained. 
How  was  it  that  the  plan  you  proposed  was  not  carried  into 
^cution7— When  it  was  about  to  be  carried  into  execution, 
.  tw0  companies  entered  into  an  arrangement  under  which 
i  then  new  company  became  the  purchaser  of  the  existing 
rks  and  interests  of  the  old  company. 

The  whole  works  then  became  the  works  of  the  new  com- 

,ny,  and  they  had  the  uncontrolled  right  of  supply?  

BSj  they  had. 

I  What  would  have  been  the  expense  of  executing  the  pro- 
ved work  of  filtration  ?  The  estimate  for  the  completion 

these  works,  including  the  large  main,  to  communicate 
twcen  the  lower  and  upper  reservoirs,  was  17,000/.  or 

What  was  the  capability  of  this  work?  On  the  system 

constant  supply,  it  would  have  been  adequate  for  a  popu- 
;ion  of  40,000  or  50,000  people. 

IThat  is  to  say  about  10,000  houses?  Yes. 

lHow  much  of  this  expenditure  would  have  been  for  the 

•>rks  of  reservoirs  of  subsidence  and  filtration  ?  Not  so 

uch  as  one-half. 

IThen  that  would  be  nearly  11.  per  house  expenditure  tor 
titration?— Less  thanl/.  per  house;  in  general,  not  exceeding 

rim  or  15*.  . 

iThis  would  be  for  the  fixed  capital  employed  m  construction. 

:hat  would  be  the  extra  expense  of  the  management  to  effect 

oe  filtration  process?  In  general,  about  one-third  of  a 

nnny  per  1000  gallons,  subject  of  course  to  local  variations 
cording  to  the  difficulty  and  expense  of  procuring  sand,  and 
]  proportion  to  the  extent  with  which  the  water  might  happen 

be  charged  with  sedimentary  matter.  In  one  work  the  ex- 
cuse of  the  filtration  amounts  to  one  halfpenny  per  1000 
dlons;  in  another  to  one-third  of  a  penny;  and  m  a  third, 
ae  Southwark  Water  Company,  to  one-sixth  of  a  penny  per 
000  gallons,  which,  for  the  supply  to  a  labourer's  tenement, 
SBnming  it  to  be  40  gallons  per  diem,  would  amount  to  about 
,t/.  per  annum,  or  one -third  of  a  farthing  per  week. 

That  is  to  say,  at  5  per  cent,  interest  on  the  fixed  capital, 
taking  altogether  8d.  or  9d.  interest,  and  4^d.  management, 
ttlc  more  than  Is.  per  annum,  or  less  than  one  farthing 
eekly  extra,  for  ensuring  the  purity,  by  filtration,  of  a  supply 
:  40  gallons  per  diem,  for  beverage,  for  culinary  purposes, 
,r  washing,  for  baths,  where  there  are  conveniences,  and  for 
^1  other  purposes?  Yes. 

You  have  stated,  in  respect  to  what  may  be  termed  the 
atural  filtration,  or  percolation  through  a  natural  stratum, 
uch  as  the  one  in  use  at  Nottingham;  that  the  clearness 
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t.  Hawksiey,  produced  in  the  water  is  such,  that  when  the  bottom  of  the 
Esq*       filter  is  swept  and  clean,  you  have  seen  a  pin  lying  upon  it,  I 
through  a  depth  of  some  8  or  9  feet ;  can  you  state  what 
degree  of  clearness  is  of  practicable  attainment  by  the  artificial  . 

filters  such  as  you  have  last  described  ?  In  artificial  filters  i 

constructed  for  the  use  of  print  and  other  works  in  Lancashire,  | 
the  common  water  is  rendered  as  pellucid  as  spring  water. 
But  it  must  be  understood  that  artificial  filters  constructed  in  : 
the  usual  mode,  namely,  of  sand  and  gravel,  will  not  exert  any  || 
chemical  action  on  the  water,  nor  remove  any  substance  with  I 
which  the  water  is  chemically  combined :  whereas  natural  filters  Ej 
frequently  contain  aluminous  and  other  matters  which  exercise  1 
a  chemical  decolorizing  influence ;  but  an  artificial  filter  will  p 
effect  the  complete  removal  of  sand,  clay,  vegetable  and  animal  I 
matter,  fish  and  insects ;  the  most  turbid  river  waters  may  ii 
thus  be,  by  filtration,  rendered  perfectly  transparent  and  fi 
potable. 

Would  not  filtration  be  requisite  for  nearly  all  large  sup- 1 

Elies  of  water  to  towns  ?  Yes,  for  all  river  waters ;  for  all  \ 
ill-side  waters  received  into  catch-water  reservoirs ;  for  all 
waters,  in  fact,  except  spring  and  well  waters. 

What  would  be  the  separate  expense  of  a  private  filter,  or  of ) 
a  separate  filter  for  each  house  of  such  a  town,  or  the  com-  (i 
parative  aggregate  expense  of  complete  private  filters  for  the  \ 

whole  town  ?  -The  private  filter  would  cost  much  more  than  | 

a  shilling  per  annum.    It  would  be  difficult  to  estimate  the  I 
expense  of  10,000  different  cares,  cleansings,  and  renewals;  but  | 
there  can  be  no  doubt  that  they  would,  if  they  were  practicable,  j 
be  vastly  more  expensive  and  less  perfect  than  any  public  system 
of  filtration. 

Are  you  not  enabled,  on  the  large  scale,  with  well-managed 
public  reservoirs,  to  observe  small  changes  which  would  not  j 
be  observed,  or  which,  if  observed,  would  be  likely  to  be  neg-  i 
lected  on  the  small  scale  ? — - — Yes ;  having  our  attention  con- 
stantly directed  to  the  state  of  the  water,  and  acquiring  in 
consequence  discrimination,  and  always  observing  the  water  in 
large  bulk,  we  are  enabled  to  perceive  and  anticipate  minute  I 
changes,  of  which  the  users  of  private  receptacles  would  \ye 
wholly  unobservant ;  for  instance,  if  we  observe  the  growth  of  i 
certain  small  aquatic  plants,  or — more  especially  if  we  remark 
ascending  to  the  surface  of  the  water  small  bubbles  produced 
by  the  gases  resulting  from  the  decomposition  of  organic  matter, 
we  know  that  a  habitat  is  being  formed  for  insects,  and  that  if 
this  process  be  not  arrested,  insects  will  soon  make  their  ap- 
pearance in  considerable  numbers;  we  therefore  infer  from 
these  early  indications  that  the  time  has  arrived  at  which  it 
becomes  prudent  to  anticipate  the  coming  depuration  of  the 
water  by  cleansing  out  the  reservoir. 
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I  Docs  not  the  principle  implied  in  your  last  answer,  namely,  T-  H^Bl^' 
.  .e  superiority  of  attention,  by  properly  qualified  public  officers, 

per  any  private  superintendence,  apply  as  well  to  the  nitration 

•;tothe  storage  of  water?  It  does,  and  with  this  additional 

lvantage,  that  the  extraneous  matters  detained  by  filtration, 
me  of  which,  as,  for  instance,  animal  and  other  organic  remains, 
re  of  a  very  objectionable  nature,  would  be  very  frequently 
amoved  in  a  public  establishment,  but  would  accumulate  for 
onths  or  years  in  a  private  filter. 

'  With  what  degree  of  rapidity  may  filtration  on  the  large 

itale  be  advantageously  conducted?  This   will  in  some 

measure  depend  on  the  thickness  and  quality  of  the  filtering 
r.ratum.  In  general  I  conceive  that  not  more  than  one-half 
iiint  of  water  should  be  passed  through  a  superficial  foot  of  fine 
jiind  in  a  minute,  and  that  the  upper  stratum  of  the  sand 
laould  never  be  reduced  by  the  process  of  cleansing  below  two 
>eet  in  thickness,  the  first  thickness  being  about  four  feet, 
hhich  will  be  diminished  by  an  inch  or  less  at  each  successive 
K.eansing. 

How  often  will  the  filter  usually  require  to  be  cleansed?  

That  of  course  will  depend  on  the  degree  and  quality  of  the 
lurbidity  of  the  water,  and  on  the  perfection  to  which  the  prior 
process  of  subsidence  is  carried.  In  general  a  filter  constructed 

II  the  proportions  mentioned,  and  never  exposed  to  a  pressure 
ff  more  than  four  feet  of  water,  ma)'  require  cleansing  every 

econd  or  third  week,  by  the  removal  of  a  coat  about  an  inch 

ihick  from  its  surface. 

Then  you  must  suspend  the  process  of  filtration,  whilst  this 

learning  takes  place  ?  Yes,  and  it  is  mainly  on  this  account 

hat  I  am  induced  to  recommend  the  construction  of  subsiding 
anks  and  filter  beds  in  duplicate,  that  the  process  of  cleansing 
nay  be  carefully  and  not  hurriedly  performed,  and  that  it  may 
not  be  improperly  deferred. 

The  one  superior  reservoir  may  then  have  such  systematic, 
and  sustained  attention  as  it  were  impossible  to  find  for  the 
Kcivate  filter  ? — Undoubtedly  ;  the  chief  reservoir  may  have 
<  cience  and  systematic  attention,  and  the  advantages  in  point 
»f>f  economy  Avhich  are  incident  to  an  extensive  and  well- 
onducted  establishment.    The  private  filter  is  in  practice  only 
-lsed  to  render  small  quantities  of  water  suitable  as  a  beverage  ; 
out  the  filter  on  the  large  scale  purifies  the  water,  as  already 
lutated,  for  culinary  uses,  for  the  laundry,  for  baths,  and  for 
Svery  other  purpose. 

Then  you  regret  that  those  works  you  proposed  for  New- 
castle were  not  executed  ?  Scarcely  so ;  for  their  execution 

would  have  involved  a  long,  and  acrimonious,  and  expensive 
competition  between  the  two  Companies ;  but  I  conceive  that 
the  present  Company  and  the  town  would  be  greatly  benefited 
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t.  mwUsiey,  the  adoption  of  such  portions  of  these  works  as  would  be 
necessary  for  receiving  the  water  with  rapidity  at  the  most 
suitable  period  of  the  tide,  and  for  extending  and  improving 
their  existing  means  of  subsidence  and  filtration. 

What  would  be  the  expense  of  effecting  this  purpose?  

About  5000Z.  or  6000/. 

But  you  have  stated  that  it  would  have  cost  the  old  Company 

17,000/.  or  18,000.  ?  Yes,  but  the  new  Company  had  already 

an  engine,  main,  reservoirs,  and  various  other  apparatus,  nearly 
adequate  for  the  supply  of  the  whole  town,  which  they  had 
been  obliged  to  erect  for  their  own  purposes. 

Then  the  difference  of  expense  may  be  taken  as  an  example 
of  the  economy  of  one  establishment  over  two,  in  the  one  field 

of  operations  ?  Undoubtedly  ;    and  the  annual  expenses 

would  be  proportionately  reduced. 

And  the  non-expenditure  of  the  sum  of  5000Z.  for  so  im- 
portant a  sanatory  purpose  as  the  complete  purification  of  the 
beverage,  and  water  used  by  50,000  people  may  be  taken  as 
an  example  of  the  necessity  of  some  disinterested,  supervising, 
or  controlling  authority  to  ensure  proper  compliance  with  the 
intentions  of"  the  Legislature  in  granting  such  exclusive  privi- 
leges, and  attention  to  the  wants  of  the  public?  1  con- 
ceive so. 

Where  means  of  natural  filtration  are  not  possessed,  do  you 
think,  regarding  the  importance  of  pure  water  for  the  labour- 
ing classes,  and  even  the  importance  of  clean  water  for  steam- 
engines  and  for  washing  the  streets,  that  artificial  filters  should 

be  required  to  be  used?  Convinced  of  the  great  evil  and 

the  uselessness  of  legislating  in  detail  on  these  subjects,  and 
at  the  same  time  of  the  necessity  for  the  existence  of  some 
disinterested  authority  intermediate  between  the  Companies 
and  the  public,  I  think  that  such  a  discretionary  power  ought 
to  be  delegated  to  a  competent  and  responsible  authority, 
having  a  judicial  position  and  responsibility,  who  would,  in 
every  instance,  inform  itself  of  the  circumstances  of  the  Com- 
pany against  whose  water  complaints  might  be  made,  and  of 
the  facility  (if  any)  afforded  by  the  adjacent  country  for  fur- 
nishing the  requisite  materials  for  the  construction  and  mainte- 
nance of  a  filter-bed,  and  who  should  prescribe  what  additional 
rates  should  be  levied  from  the  public  in  respect  of  additional 
expenses  incurred  for  such  public  accommodation. 

What  on  such  arrangements  as  those  you  have  described 
would  be  the  extent  of  ground  requisite  for  filter  beds,  and 
for  reservoirs  of  subsidence  and  storage  of  a  supply  of  wa ter 

for  the  metropolis  ?  The  filter  reservoirs  would  in  extent 

be  about  equal  to  the  square  of  Lincoln's  Inn  Fields,  or  at 
most  15  acres.  The  magnitude  of  the  subsiding  tanks  would 
entirely  depend  upon  the  state  of  the  river  water  at  the  spot 
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rom  which  the  water  might  be  taken:  at  a  guess,  I  might  T-H|*j[fle* 
ay  30  acres.  The  storage  reservoirs  need  not  be  very  exten- 
ive  in  consequence  of  the  number  of  engines  which  avouM  be 
trought  to  work  into  them  being  considerable,  and  so  consti- 
uting  a  sort  of  water-insurance  company.  I  presume  15  or  20 
cres,  8  or  10  feet  deep,  would  be  very  ample. 

Will  not  it  be  of  advantage  that  all  such  reservoirs  of  the 
and  should,  as  far  as  possible,  be  out  of  the  reach  of  any  deposit 
ff  the  soot  or  dust  of  a  town,  or  of  the  fall  of  rain  passing 

I Jirough  the  sooty  and  polluted  atmosphere  of  the  town  ?  

iTes,  for  the  water  washes  the  ribbon  of  air  which  passes  over 
khe  reservoir.  This  ribbon  will  on  the  average  measure  250 
miles  per  diem.  Moreover,  the  rain  falling  through  the  air  of 
large  towns  acquires  and  carries  down  into  open  reservoirs  a 
onsiderable  quantity  of  polluting  matter.  I  see  no  reason 
Vhy  the  water  used  in  London  should  not  be  taken  from  the 
Thames  at  or  above  Windsor,  and  be  stored  on  the  high 
grounds  in  the  neighbourhood  of  Hampstead. 

Would  the  distance  of  the  site  of  the  filtering  and  subsiding 
eeservoirs  occasion  such  expense  or  inconvenience  as  to  pre- 
scribe close  limits  ?  No,  the  engineering  difficulties  would 

>oe  very  insignificant,  and  the  expense  really  trifling  in  com- 
parison with  the  resulting  advantages.    Not  the  least  of  which 
would  be  the  securement  of  an  unfailing  supply  of  pure  water 
or  several  ages  to  come. 

If  for  the  supply  of  the  metropolis  it  were  found  desirable 
o  take  up  the  water  of  the  Thames  in  its  full  purity  above 
Windsor,  and  erect  filters  or  subsiding  beds  thereabout,  what 
vould  be  the  probable  expense  of  its  transmission  above  a 
uupply  taken  up  near  the  metropolis  ? — For  the  transmission 
bf  500  gallons  of  water  per  second  two  mains,  each  of  60  inches 
Skiameter,  would  be  requisite.  The  resistance  from  friction 
may  be  calculated  from  the  formula  for  long  pipes 

140  d?' 

tax  which  (P)  represents  the  horse-power  necessary  to  overcome 
;he  friction,  (I)  the  length  of  the  pipe  in  inches,  (Q)  the  quan- 
:ity  of  water  to  be  delivered  in  one  second,  and  (d)  the 

Tiamcter  of  the  pipe.  From  this  we  ascertain  that  the  resist- 
ance arising  from  friction  in  pipes  of  the  given  size,  and  25 
miles  long,  would  require  less  than  450  horse-power  beyond 
the  force  employed  to  raise  the  water  into  an  elevated  reser- 
voir. If  this  reservoir  were  situated  at  a  height  of  220  feet, 
the  steam-power  required  to  raise  the  water  would  be  about 
2000  nominal  horses,  and  the  total  power  to  be  employed  in 
transmitting  and  raising  500  gallons  of  water  per  second  would 
amount  to  less  than  25U0  horses .    The  cost  of*  the  main  pipes 
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would  be  about  15000,000/. ;  of  the  engines  and  machinery,  | 
with  some  reserve  of  power,  about  150,000/. ;  and  of  the  tanks  ; 
and  reservoirs  probably  '200,000/.    A  first  investment  of  15*.  , 
per  head  or  9a!.  of  addition  to  the  annual  water  charge  ol  each  j 
of  the  population  would  therefore  enable  a  constant  supply  of  j 
the  purest  soft  water  to  be  delivered  at  all  hours,  and  into 
every  story  throughout  London,  and  that  without  injury  to  the 
interests  of  the  existing  companies  who  might  derive  their  sup- 
plies from  this  common  source.     A  very  considerable  economy 
of  management  and  working  expenses  would  indeed  result 
from  this  consolidation  of  engineering  operations  which  would 
go  far  in  reduction  of  the  increased  charge  of  9c/.  per  annum. 
&  From  this  large  example  may  it  be  inferred  as  a  general 
principle  that  the  distance  from  the  town  forms  an  inconsider- 
able addition  to  the  cost  of  water  supplies  where  recourse  may 
be  had  to  any  upper  portion  of  a  river  to  obtain  greater 

purity  ?  The  table  I  have  already  given  will,  I  apprehend, 

resolve  this  question  in  a  general  way.  I  hold  the  opinion  that 
the  cost  of  transmission  is  mostly  very  inconsiderable,  of  course 
the  interest  on  the  money  invested  in  the  additional  length 
of  main  pipe  must  be  defrayed  by  the  community  benefited. 
To  convey  water  to  a  town  of  40,000  or  50,000  inhabitants 
from  an  additional  distance  of  three  miles  would  probably 
increase  the  annual  charge  about  4d.  per  head. 

Have  you  considered  the  subject  of  public  baths?  \es,  1 

have  been  consulted  in  respect  to  public  baths,  and  have  been 
engaged  in  making  some  private  baths. 

On  the  assumption  that  one  hogshead,  or  54  gallons  of  water, 
would  suffice  for  the  ablution  of  each  person,  what  would  be 
the  cost  of  pumping  and  engine  expenses  for  100  persons  per 

diem  ?  Threepence. 

Suppose  this  water  filtered,  what  would  be  the  extra  expense 

of  filtration  by  artificial  means?  Something  less  than  2d. 

What  would  be  the  expense  of  fuel  for  heating  100  hogs- 
heads of  water  from  a  mean  temperature  of,  say  52  degrees, 

for  baths,  to  blood  heat,  or  say  98  degrees  ?  It  would  require 

270  lbs.  of  Newcastle  coal,  which  would  cost  in  London  about 
3*.  In  addition  to  this,  a  further  quantity  of  fuel  would  be 
required  to  replace  the  heat  lost  by  radiation,  evaporation, 
and  conduction,  which  would  be  subject  to  great  variation 
according  to  circumstances.  An  equal  quantity  of  coal  would 
in  general,  however,  be  sufficient  for  this  purpose.  On  a  larger 
scale  there  would  be  some  saving. 

If,  then,  the  population  were  a  bathing  population,  and  used 
warm  baths  in  large  numbers,  the  expense  would  be  incon- 
siderable? Yes,  certainly;  for  the  whole  expense  of  hot 

baths  in  numbers  of  not  less  than  100  per  diem  would  stand 
nearly  thus  for  each  person  for  the  single  bath : — 
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Then  you  think  that  warm  baths  might  be  provided  for  the 

vorking  classes  in  large  numbers  for  about  3d.  each  ?  Yes. 

It  is  perhaps  during  only  a  short  period  of  the  year  in  this 
ountry  when  the  weather  would  permit  cold  open  swimming 
aaths  to  be  used  with  comfort,  especially  by  a  town  population, 
i'ho  would  have  the  less  opportunity  to  go  to  a  distance  where 
uuch  baths  or  open  bathing  places  must  generally  be  situate  ? 

 1  conceive  that  in  this  climate  even  a  swimming  bath 

might  to  be  covered,  and  somewhat  warmed ;  the  rain  and  cold 
'/ill  otherwise  militate  so  much  against  comfortable  and  con- 
venient enjoyment  as  to  prevent  the  habit  of  bathing  being 
ccqnired  and  persevered  in. 

What  would  be  the  probable  cost  of  maintaining  a  tepid 
wwimming  bath,  suppose  SO  feet  long  and  30  feet  wide,  and  of 
hhe  average  depth  of  5  feet,  supposing  10,000  gallons  of  fresh 

ivater  daily  admitted  into  it?  To  warm  the  quantity  of 

water  admitted,  about  2  cwt.  of  coal  would  be  required,  and  it 
would  probably  in  practice  require  4  or  5  cwt.  in  addition  to 
uustain  the  temperature  of  the  bath.  A  remunerative  charge 
.ot  the  use  of  the  tepid  bath  would  probably  be  about  2d.  per 
iaead,  if  taken  by  200  or  300  persons  per  diem. 

Of  course  the  system  of  keeping  on  the  constant  supply  of 
water  would  greatly  govern  the  convenience  and  economy  of 
umblic  baths?  Certainly.  The  public  baths  at  Notting- 
ham, which,  however,  are  not  intended  for  the  working  classes, 
laave  entirely  arisen  out  of  the  system  of  constant  supply,  and 
unust  be  closed  if  that  system  were  abandoned. 

What  use  is  made  of  the  system  of  constant  supply  at  high 
pressure  at  Nottingham  for  private  fountains  in  houses  and 

gardens  ?  Many  of  the  apothecaries  have  small  fountains  in 

liheir  shops ;  some  gentlemen  have  small  fountains  in  their  gar- 
dens, and  others  have  also  jets  in  their  gardens  for  washing  the 
r  rees  and  plants. 

With  these  jets,  then,  are  they  not  enabled  to  wash  the  taller 

.rees?  There  are  not  many  gardens  in  the  town,  but  in 

:everal  instances  they  cleanse  pear  trees  and  fruit  trees  to  the 
;op,  as  high  as  their  houses,  by  this  process. 

Would  not  the  system  of  constant  supply,  at  high  pressure, 
oe  often  more  extensively  applicable  for  the  cultivation  of 
market  gardens  in  the  suburbs,  or  within  the  vicinity  of  the 
water-supplies  ?  Yes ;  it  would,  with  pipes  properly  laid  in 
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■r.H.wksiey,   the  gardens,  afford  a  cheap  means  of  an  immediate  distribution 
^       of  water,  such  as  could  not  be  obtained  in  the  ordinary  mode 

by  hand  labour.  ' 

What  would  be  the  quantity  and  expense  of  water  tor  a 
smaller  sized  public  fountain  on  this  system  of  constant  supply?! 

 A  jet  delivered  under  a  pressure  of  36  feet  through  a 

plate  pierced  with  a  half-inch  aperture,  would  deliver  900 
gallons  per  hour  to  a  height  of  30  feet  or  upwards,  at  an  exM 
pense  of  -2\d.  per  hour. 

That  would  be  the  Company's  charge  at  Nottingham  ?  

Yes;  an  inch  orifice  would  deliver  four  times  this  quantity  to 
a  height  somewhat  greater,  and  would  be  charged  about  8dM 
per  hour. 

That  is  to  say,  not  simply  at  the  extra  charge  for  pumping, 
but  at  the  Company's  charge,  yielding  what  you  consider  the 
fair  rate  of  profit  ?  Yes. 

Suppose  the  water  works  maintained  by  the  town,  and  that 
it  was  determined  to  supply  the  public  fountains  at  the  expense 
of  pumping  only,  what  would  the  half-inch  jet  cost  per  hour 

and  per  diem,  and  what  the  inch  jet?  Including  coals, 

wages,  and  the  working  expenses  of  the  engine,  it  would 
amount  to  very  nearly  one  halfpenny  per  hour,  or  for  a  day  of 
14  hours,  Id.  per  diem.  The  inch  jet  would  cost  2d.  per  hour,  I 
or  2s.  4c/.  per  diem.  This  is  the  cost  at  Nottingham,  where 
the  water  is  raised  135  feet;  but  under  other  circumstances  it 
might  be  less. 

What  might  be  the  cost  of  pumping  only  for  small  way-side 
fountains  delivering,  say  one  or  two  hogsheads  of  water  per 
hour?  From  Id.  to  Id.  per  diem. 

Are  jets  in  use  for  watering  streets  at  Nottingham  as 

substitutes  for  the  ordinary  mode  by  water-carts?  Yes,  in 

some  instances ;  but  it  has  not  yet  become  general,  as  there  are 
no  public  officers  charged  with  the  service. 

What  is  your  charge  for  jets  for  this  purpose  ?  The  rule  of 

assessment  is  one  halfpenny  per  square  yard  of  surface  watered, 
if  for  small  surfaces,  and  one-third  of  a  penny  if  for  extensive 
surfaces,  for  the  season. 

In  the  metropolis,  the  charge  for  water  for  watering  the 
streets  is  sometimes  2\d.  per  ton,  and  one  ton  it  is  ascertained 
will  water  so  as  to  lay  the  dust  of  600  square  yards  of  gravel 
or  Macadamized  roads,  or  400  square  yards  of  granite  paved 
roads.  It  appears  that  the  number  pf  days  for  which  the  water 
is  required  to  lay  the  dust  is,  on  the  average  of  20  years'  ex- 
perience, about  120  per  annum.  A  common  charge  is  three 
farthings  per  square  yard  for  the  water  for  a  season,  when  it  is 
watered  only  once  per  diem,  or  50Z.  per  mile  of  a  main  road 
when  it  is  watered  no  oftener.  The  common  assessment  for 
wateinng  roads  twice  a-day  is  usually  I/,  per  house  fov  the 
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ason.    When  the  parishes  perform  the  service,  it  is  usually   %  Btewtaley, 

from  l^d.  to  2d.  per  pound  on  the  rental.  Now  what  would 
?  your  charge  of  the  expense  of  water  per  house  of  20  feet 
outage  for  the  season?  Our  charge  for  the  supply  of  water 

a  street  one  mile  long  and  15  yards  wide  between  the  kerbr 
ones,  would,  by  our  charge  per  ton,  be  16Z. ;  for  twice  over, 
ill. ;  which  with  houses  of  seven  yards  frontage  would  be  a 
.arge  of  Is.  6d.  per  house,  or  allowing  for  occasional  vacant 
aiaces  in  the  row  of  houses,  say  2*.  per  house  for  the  supply 

water  during  the  like  season. 
^What  might  be  the  expense  of  labour  to  water  the  streets 

vice  per  diem  ?  1  think  one  man  might,  with  proper  and 

voperly-placed  apparatus  for  jets,  effect  the  watering  of  about 
lae  mile  of  such  road  twice  per  diem.    Supposing  the  wages 

be  20s.,  and  expense  of  hose  10s. ,  or  altogether  30,?.  per 
?eek,  the  additional  expense  for  labour  would  be  about  I*.  6d. 
>er  annum  (omitting  the  Sundays),  or  allowing  for  vacancies, 
v.y  2*. 

1  What  would  be  the  expense  of  cocks,  and  the  investment  of 

jpital  for  these  purposes  ?  1  conceive  that  if  done  in  the 

test  manner  the  primary  extra  expense  of  apparatus  would  not 
unount  to  400Z.  per  mile,  and  in  general  would  not  exceed  300Z. 
sr  mile,  or  a  charge,  say  of  20/.,  or  Is.  per  house  per  annum. 
That  is  to  say,  on  the  system  of  jets,  about  5^.  per  house  per 

uason  for  watering  the  roads  twice  per  diem?  Yes;  our 

iaarge  at  Nottingham  for  a  single  street  plug,  which  some  shop- 
eepers  have  in  the  fronts  of  their  own  premises,  is  7s.  6d.  per 
rinum,  but  in  this  case  the  individual  supplied  always  uses  the 
later  considerably  beyond  his  own  frontage  ;  sometimes  two  or 
liiree  houses  on  either  side  will  obtain  the  benefit. 
!  It  is  stated  that  in  some  of  the  streets  of  the  metropolis,  and 
other  towns  where  there  is  much  traffic,  sickly  or  sensitive 
arsons  often  perceive  an  oppressive  effluvium  after  the  car- 
age  ways  have  been  recently  sprinkled  with  water,  the  reason 
^signed  being,  that  the  ammonia  or  the  volatile  portions  of  the 
orse  dung  or  droppings  of  the  cattle  (which  in  the  space  of 
i  ood  pavement  between  the  Circus  and  the  Quadrant  in  liegent- 
reet  is  found  to  be  on  the  average  about  three  loads  of  dung- 
ex  diem,  or  after  the  rate  of  eight  loads  per  mile),  are  given 
f  with  the  moisture  evaporated.    Do  you  not  consider  that 
lis  process  of  watering  the  streets  should  be  placed  under  the 
uidance  of  better  discretion  than  that  of  the  common  labourers, 
id  that  with  the  facilities  of  more  rapid  watering,  and  in  some 
stances  scouring  by  jets  of  water  early  in  the  morning,  or 
berwise  by  more  complete  early  cleansing  away  of  the  dung 
id  mud,  which  is  usually  only  moistened  for  evaporation, 
light  be  removed,  or  considerable  improvements  be  effected? 
lave  you  made  any  observations  on  these  points  ?  1  have 
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t  Hawk.iey,  made  no  special  observations  on  the  subject.    Some,  however, 
of  the  more  frequented  streets  in  particular  states  of  the  weather 
smell  like  a  stable.    The  smell  is  more  often  perceptible  m  the 
summer  immediately  after  watering,  and  when  there  will  be  a  ' 
quicker  evaporation  than  in  winter.     Constant  residents  in  I 
London  are  less  sensible  of  the  street  effluvium  than  persons  [. 
who  have  spent  some  portion  of  their  time  in  the  purer  air  of 
the  country.  I  entertain  no  doubt  that  the  application  of  water 
to  the  surfaces  of  roads  and  streets  is  capable  of  great  improve-  i 
ment.    The  provision  and  application  of  water  for  all  public  1 
purposes  ought  to  be  under  one  management,  by  which  much  I 
expense  and  inconvenience  would  be  spared. 

Might  not  the  foot  pavements  in  this  case  fall  under  the  same 
management  as  the  carriage  pavements,  and  in  the  instance  of 
a  mile  of  street,  containing  500  houses,  a  few  men  save  as 
many  separate  and  disagreeable  operations  by  as  many  do- 
mestic servants?  Certainly. 

Would  not  the  arrangements  for  watering  the  roads  by  jets 
from  plugs  or  cocks  be  applicable  to  the  scouring  of  pavements 
and  carriage-ways  in  dirty  weather  and  to  the  flushing  of  sewers  ? 

 It  would ;  for  the  removal  of  the  unctuous  mud,  which  m 

certain  states  of  the  Aveather  collects  on  the  wood  pavement  and 
the  stone  causeways,  scouring  by  jets  would  be  of  the  most 
perfect  effect.  No  broom,  unaided  by  water,  will  sufficiently 
remove  this  unctuous  matter. 

It  is  stated  that  an  ordinary  sweeper  usually  sweeps  1000 
square  yards  of  pavement  per  diem,  and  a  good  labourer  of 
the  class  about  one  half  more,  and  that  the  expense  of 
sweeping  by  hand  labour  is  between  21.  and  3/.  per  mile  of 
street  15  yards  wide.  Have  you  had  any  observations  of  the 
labour  and  expense  of  the  more  effectual  mode  of  cleansing 

granite  or  wood  pavement  by  scouring  with  a  jet?  No 

precise  observations.  I  have  seen  an  open  space  of  about 
1500  square  yards  of  level  pavement  cleansed  in  less  than  20 
minutes  by  water  acting  under  a  pressure  of  80  feet. 

In  respect  to  the  watering  of  gardens,  it  would  appear  that 
one  man  with  a  jet  of  the  force  to  rise  50  feet  perpendicular 
height  would  with  that  one  jet,  at  an  angle  of  4o  degrees, 
command  an  area  of  about  2000  square  yards.  From  your 
information,  that  about  40  jets  would  command  a  length  or  a 
mile  of  road,  and  that  one  man  might  water  that  mile  twice 
a-day,  may  it  not  be  inferred  that  by  a  proper  distribution  ot 
pipes  and  arrangement  of  cocks  one  man  might  water  20  acres 

of  garden  ground  in  a  clay?  Yes;  for  although  two  miles  ot 

such  a  road  contains  only  10  acres,  the  range  commanded  by 
an  equal  number  of  jets  would  in  a  garden  command  twice 
that  area,  and  the  interruptions  would  be  much  fewer  than  in 
a  public  road. 
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It  is  stated  to  be  a  heavy  wetting  shower  when  the  excess  T- 
-Is  gutters,  and,  running  away,  covers  the  ground  to  the  depth 
,  a  quarter  of  an  inch.  How  many  tons  of  water  would  fall 
s  such  a  shower  on  an  acre  ? — A  fall  of  rain  sufficient  to  cover 
e  earth  to  a  depth  of  TVth  of  an  inch  will,  under  ordinary 
■cumstances,  fully  saturate  the  dust  ©f  a  public  thoroughfare  : 
-is  quantity  is  equal  to  750  gallons,  or  about  3^  tons,  or 
doads  of  water  per  acre. 

lln  what  time  would  such  a  quantity  be  delivered  from  a  hose 

'  a  jet  under  the  moderate  pressure  of  50  feet  ?  The 

jilocity,  and  consequently  the  time,  will  in  some  degree  de- 
nnd  upon  the  arrangement  of  the  apparatus  :  a  contracted  jet, 
Hiring  under  a  pressure  of  50  feet,  at  a  fths  aperture,  will 
•bliver  750  gallons  in  14  or  15  minutes:  a  judiciously  formed 
lazzle  will  deliver  the  same  quantity  in  10  minutes. 

lln  what  time  would  it  be  distributed  by  cart  labour  ?  The 

line  would  be  vastly  greater,  but  how  much  greater  I  cannot 
\y. 

^  What  would  be  the  rate  of  expense  of  laying  down  a  set  of 

inter  pipes  per  acre?  From  15/.  to  30/.,  according  to  cir- 

i:  instances. 

Then  at  the  cost  of  supply  at  Nottingham  of  3d.  per  1000 
ildlons  a  fall  of  water  equivalent  to  a  shower  would  be  given 
:  2}Ld.  per  shower  per  acre  ?  Yes. 

i1  Would  not  this  street  watering  or  street  cleansing  apparatus 
[ ;  available  for  the  extinction  of  fires,  and  be  easily  found  and 
ksily  applied  from  its  being  in  constant  use  ? — Yes,  and  would 
i  i  more  conveniently  and  rapidly  applied  than  any  arrange - 
ent  of  fire-plugs. 

ilHave  fires  been  frequent  at  Nottingham? — — Very[infre- 
aent.  There  have  been  only  two  serious  fires  within  the  last 
J)  years  ;  but  at  one  of  them,  the  fire  at  the  Exchange,  if  the 
later  had  not  been  on  at  the  time  at  high  pressure,  which 
uabled  a  quick  delivery  of  water  (at  the  estimated  rate  of  de- 
\very  of  1200  gallons  per  minute)  all  round  the  building, 
uie  fire  would,  in  all  probability,  have  been  as  extensive  as  the 
•cent  fire  at  Hamburgh. 

'What  is  the  height  to  which  jets  from  the  smaller  mains 
't  three  inches  and  upwards  rise  at  the  extreme  points  of 

blivery  ?  It  will,  in  general,  be  about  half  the  height  due 

)  the  pressure.  On  an  average  level,  jets  of  water  are  thrown 
per  three  and  four-story  houses.  On  a  recent  occasion  water 
as  thrown  from  the  ^-inch  nozzle  of  a  hose-pipe,  attached  to 
!  stand-pipe  fixed  in  a  2-inch  fire-plug  at  the  extremity  of  a 
-inch  main,  on  to  the  roof  of  a  four-story  house,  the  estimated 
eight  to  which  the  water  was  projected  being  48  feet,  the 
-inch  nozzle  delivering  about  30  gallons  a  minute.  With 
roper  arrangements  a  fire-plug  might  be  knocked  out,  and  a 
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t.  iiawu.iey,  hose  attached  in  two  minutes.    On  the  occurrence  of  a  fire, 
q'       one  such  jet,  at  the  least,  might  he  brought  to  hear  m  two 
minutes  upon  any  house  in  which  a  fire  occurs. 

In  country  towns  how  soon,  on  the  average,  is  a  fire  engine 

brought  to  the  spot  and  set  to  work  ?  Not  on  the  average 

in  less  than  half  an  hour  certainly. 

It  is  stated  by  Mr.  Braidwood  that,  in  London,  2b  men 
working  an  engine  of  two  7-inch  barrels  will  throw  a  }  -£th  of 
an  inch  jet  50  feet  high ;  and  the  following  is  an  account  of 
some  experiments  made  at  the  works  of  the  Southwark  Watery 
Company,  to  ascertain  the  capacity  of  the  existing  works  to 
afford  several  jets  for  street  cleansing  or  for  extinguishing 
fires. 


"  Result  of  Experiments  made  on  the  31st  January,  1844,  to  ascer- 
tain the  Height  that  a  Jet  of  Water  will  rise  from  the  Mains  and 
Services  belonging  to  the  Southwarh  Water  Company,  under  a 
Fixed  Pressure  of  120  Feet. 

"  The  first  trial  was  made  in  Union-street,  between  High-street  and 
Gravel-lane,  Borough,  over  an  extent  of  800  yards  of  7-inch  main, 
and  through  the  fire-brigade  stand-pipes,  hose,  and  jets. 

It.  This  7-inch  main  is  connected  to  the  9-inch  main  in  the  High- 
street,  Borough,  which,  after  a  run  of  500  yards,  is  joined  to  200  yards 
of  12-inch  main,  and  then  continued  by  550  yards  of  15-inch  main  to 
the  great  main  leading  from  the  Company's  works  at  Battersea, 
making  a  total  distance  of  5500  yards  from  the  place  where  the  experi- 
ment is  made. 
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"  Then  all  the  fire-plugs  on  the  main  were  closed  except  the  first  and 
2^-inch  one  stand-pipe,  with  160  feet  of  hose,  and  a  |--inch  jet  rose 
40  feet. 

"  The  quantity  of  water  delivered  from  the  same  main  through  one 
stand-pipe  and  different  lengths  of  hose  was  as  follows,  viz.  i — 

One  2i-inch  stand  pipe,  40  feet  of  hose,  J-inch  jet,  delivered  96  gals,  in  59  seconds 
One  2^  ,,  80       ,,         I  U2  6q  ,,| 

One  2*  ,,  160  I  ,,  6      ,,  /0 

One  24  ,,  40       ,,         |  118  2/ 


}  > 


"  The  second 
in  length,  connected 
the  works. 


trial  in  Tooley-street  off  a  9-inch  main,  1400  yards 
:ted  to  1000  yards  of  15-inch,  and  6650  yards  from 


One  2i-inch  stan  d  pipe,  40  feet  of  hose,  7-inch  jet,  rose  60  feet. 

Two  2^  40       ,,         f-inch,  difference  not  perceptible. 

Four  24  , ,  40       , ,         2-inch  jet,  rose  45  feet. 

Six    2*  ,,  40  J  40  ,, 
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«  Quantity  delivered  from  the  same  main  through—  T,'U^ey' 
One  "A-inch  stand  pipe,  40  feet  of  hose,  £-inch  jet,  114  gals,  in  64  seconds. 
Four2|  „  40       „        f     „      j}5     ,,     75  „ 

"Four-inch  service  in  Tooley-street,  200   yards  long,  supplied 
rouo-h  200  yards  of  5-inch  pipe,  from  9-inch  main  one  2i-inch  stand 
pe,  fixed  on  the  4-inch  service  near  the  5-inch  pipe,  with  40  feet  of 
Mse'  5-inch  jet,  rose  40  feet ;  two  2i-inch  stand-pipe  |--inch  jet,  rose 
.  feet. 

"  One  25-inch  stand-pipe  fixed  at  end  of  service. 

200  yards  from  5-inch  pipe,  40  feet  of  hose,  Z-inch  jet,  rose  34  feet. 
Two* 2^-inch  stand  pipe,      40  J        ,,         23  ,, 

"  Quantity  delivered  from  the  plug  near  the  5-inch  main  through — 

One  2i-inch  stand-pipe,  40  feet  of  hose,  J-inch  jet,  112  gallons  in  82  seconds. 
Two2f  ,,  40  1      „      H7      ,,  103 

"  Quantity  from  end  plug  of  service  200  yards  from  the  5-inch 
.iain — 

One  2i-inch  stand-pipe,  40  feet  of  hose,  7-inch  jet,  112  gallons  in  90  seconds. 
Two 2$  40        ,,        g      ,,      114       ,,      118  seconds." 

]  In  confirmation  of  these  results  it  is  stated,  in  answer  to 
nme  inquiries  made  at  Philadelphia,  that  "  the  water  will 
sse  from  a  hose  attached  to  a  fire-plug  in  the  street  at  the 
utreme  point  of  delivery,  during  the  night  to  the  height  of 
oout  45  to  50  feet.    During  the  day,  when  the  consumption 
?  water  is  very  great,  it  will  not  rise  more  than  20  to  30  feet." 
Jo  these  results  correspond  with  your  experience  and  observa- 
oons  ? — Yes,  they  do.    But  it  may  be  well  to  state  that  the 
reat  diminution  of  velocity,  and  consequently  of  elevation, 
oservable  in  the  least  favourable  experiment  of  each  set, 
to  be  chiefly  attributed  to  the  great  aggregate  area  of  the 
its  in  proportion  to  the  area  of  the  stand-pipe  and  hose. 
Although  the  height  to  which  water  will  rise  from  jets  is 
i  l  general,  in  consequence  of  the  resistance  of  the  atmosphere, 
aalf  the  height  due  to  the  pressure,  will  it  not,  in  a  hose  or  in 
|  pipe,  rise  to  the  full  level,  so  that  it  may  be  poured  out  to 
xxtinguish  fires,  or  used  for  any  purpose  from  the  full  height  ? 

 When  the  water  is  not  in  motion,  it  will  rise  to  the  level 

t  f  the  reservoir.  When  it  is  in  motion,  there  will  be  friction 
l  the  main  pipes,  by  which  the  height  will  be  in  some  degree 
iminished.  When  the  main  pipes  are  of  considerable  size, 
ompared  with  the  area  of  the  jet,  this  friction  will  be  insignifi- 
ant.  The  higher  water  is  carried  in  a  pipe,  or  the  higher  the 
ozzle  of  a  hose-pipe  is  carried,  the  more  the  resistance  of  the 
'  tmosphere  is  avoided.  If  a  jet  acting  under  a  pressure  of 
00  feet  attained  an  elevation  of  50  feet  when  discharged  from 
he  level  of  the  pavement,  then  if  the  hose-pipe  were  elevated 
o  the  height  of  50  feet,  a  jet  would  still  be  given  of  probably 
!0  or  25  feet  high.    By  this  means  the  water  would  attain 

v  2 
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T.H^ksiey,  room  atict  down  to  the  basement.    There  is  a  plug  or  cock 

Bsq>       openine  from  the  pipe  into  each  room,  so  that  a  hose  may  be  at 

once  attached  and  a  jet  at  once  brought  to  bear  upon  any  part  ! 
of  the  room  which  may  be  on  fire.    Ihis  appears  to  be  carry- 
ing the  principle  of  a  constant  supply  still  closer  as  a  means  f 
of  prevention ;  and  instances  are  stated  to  have  occurred  re- 
cently  in  Manchester  of  fires  being  at  once  extinguished  m 
buildings  so  protected,  which  would,  it  is  confidently  believed, 
have  be°en  certainly  destroyed,  and  property  of  the  value  of  from 
50  000Z.  to  100,000/.  have  been  consumed  if  it  had  been  neces- 
sary to  wait  the  usual  time  for  the  arrival  of  fire-engines  and 
for  their  getting  to  work.    Have  you  had  any  buildings  so.  j 
protected  on  the  system  of  constant  supply  at  high-pressure  ; 

at  Nottingham  ?  Yes.   We  have  several  mills  and  factories 

protected  at  Nottingham  by  3-inch  pipes,  which  pass  from  the  \_ 
main  up  the  staircase,  with  branches  into  each  room.  In 
several  instances  a  branch  main  is  carried  into  the  premises, 
and  fire-cocks  are  provided ;  a  timber-yard  and  at  least  one  j 
chapel  is  so  protected. 

On  the  system  of  constant  supply  at  high-pressure,  you  j 
enable  the  parties  to  dispense  with  the  expense  and  incon- 
veniences of  tanks  on  the  roofs  ?  Yes,  and  render  it  much 

more  safe.  The  tanks  might  be  soon  out  of  water,  but  the 
communication  from  the  Company's  main  would  bring  to  bear, 
if  necessary,  the  whole  contents  of  their  reservoir.  The  private 
tank  may,  besides,  be  frozen,  or  it  may  have  been  neglected, 
and  be  out  of  order  and  empty  at  the  time  its  services  arc 
required.  This  was  the  case  with  much  of  the  apparatus  kept 
in  the  Tower ;  when  required  for  use  at  the  late  fire  it  was 
found  to  be  unavailable. 

What  may  be  the  expense  of  such  a  mode  of  protecting  a 

warehouse,  say  GO  feet  high?  It  would  be  about  25/. 

What  additional  rent  would  it  involve  for  apparatus  and 

supply  ?  Presuming  that  no  additional  water  would  usually 

be  consumed,  we  charge  at  Nottingham  nothing  additional  for 
the  supply  to  the  fire-pipes.  The  additional  rent  would  be 
about  21.  10s.  to  cover  interest  and  Avear  and  tear. 

What  would  be  the  expense  of  such  an  apparatus,  with 
a  water-tank  on  the  roof,  on  the  system  of  occasional  supply? 
 The  expense  of  such  an  apparatus,  with  a  sufficient  water- 
tank,  would  be  about  100/. 

This  arrangement,  then,  brings  to  bear  on  the  premises, 

in  a  few  minutes,  the  force  of  several  fire-engines?  -les. 

It  would  be  a  small  warehouse,  would  it  not,  where  the 

annual  insurances  would  be  201.  ?  Yes,  I  conceive  it  would- 

And  the  insurance  of  some  extends  to  0001.  per  annum  and 

upwards?  Yes. 

Suppose  that,  for  the  sake  of  the  increased  security,  under  a 
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stem  of  constant  supply  at  high-pressure,  there  were  laid  T,Hfi 
nvn  in  the  streets  of  the  metropolis,  containing  warehouses  or 
lduable  property,  large  mains,  say  of  9  inches  (where,  for  all 
irposes  of  ordinary  supply,  small  service-pipes  would  perhaps 
Lffice),  mains  to  be  used  chiefly  in  case  of  fire,  under  such 
i  arrangement  as  that  around  the  British  Museum,  what 
ould  be  the  expense  of  such  mains,  supposing  the  large  house 

•warehouse  to  have  a  frontage  of  60  feet?  The  additional 

;Ppense  of  such  a  main  over  a  3  or  4-inch  service  pipe,  m- 
auding  additional  fire-plugs,  might  be  about  107.,  involving 
1 1  additional  rent  of  17.  to  each  such  warehouse,  in  any  place 
here  there  is  a  continuous  line  of  warehouses.    It  is  right 
,  observe,  that,  under  the  present  state  of  things  recognized 
,y  the  law,  public  companies  are  not  authorized,  and,  indeed, 
ce  in  effect  prohibited,  from  expending  such  an  amount  of 
,npital  as  would  be  requisite  and  would  be  involved  in  general 
oorks  of  the  magnitude  presupposed  by  this  question.  The 
.ccts  by  which  water  companies  are  now  established  and 
overned  only  authorize  them  to  expend  such  sums  of  money 
1 3  may  be  necessary  to  effectuate  the  purposes  contemplated 
vy  the  Act ;  such,  for  instance,  as  domestic  supplies,  supplies 
mr  trade  and  manufacturing  purposes,  for  steam-engines,  public 
laths,  and  other  like  purposes.    The  supply  of  water  for  the 
tstinction  of  fire  is  scarcely  more  than  incidentally  alluded  to. 
The  fixing  of  fire-plugs  is  usually,  but  not  in  every  instance, 
nposed  by  the  Legislature  ;  and  even  in  this  case  no  com- 
eensation  is  granted  in  respect  of  the  companies'  expenses,  nor 
i  i  any  return  made  for  the  supply  of  water  afforded.    It  is  not, 
haerefore,  the  fault  of  the  water  companies  if  more  effective 
irrrangements  are  not  made  for  the  prevention  and  extinction 
ff  fire. 

If  preventive  arrangements  were  made  on  a  comprehensive 
nd  efficient  scale,  and  a  fair  remuneration  afforded  for  the 
capital  invested,  is  there  any  reason  to  doubt  that  such  ar- 
rangements would  effect  a  large  pecuniary  economy  inde- 
lendently  of  the  necessary  abatement  of  the  pain  experienced 
'tn  society  from  continually  witnessing  and  apprehending  de- 
vastation and  loss  of  life  by  fire  ?-  It  cannot  be  doubted 

hat  much  of  the  usual  loss  by  fire  would  be  entirely  pre- 
sented ;  nevertheless,  the  reduction  upon  insurances  would  be 
jomparatively  trifling.  The  charges  of  Insurance  Companies 
ire  made  up  of  the  Government  duty,  the  cost  of  management 
ind  agency,  the  interest  of  capital,  and  the  proportion  neces- 
sary to  replace  the  losses  by  fire.  The  Government  duty,  which 
unounts  to  two-thirds  of  a  common  insurance,  would  remain 
unaltered,  and  the  other  items,  except  the  proportion  of  charge 
necessary  to  replace  losses,  would  be  little  affected.  In  con- 
sequence of  the  very  unnecessary  number  of  insurance  offices, 
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'  IIEs£sIey'   tnc  Cost  °f  management  is  very  consider able,  and  the  invest-  i! 

ment  of  capital  unnecessarily  great.  It  is  believed  that  not  i 
more  than  Is.  is  charged  in  respect  to  risk  upon  an  insurance  ft 
for  which  4*.  Q>d.  is  paid.  From  this  it  follows  that  the  reduc.  H 
tion  of  the  rates  of  insurances  consequent  upon  the  adoption  I 
of  preventive  arrangements  cannot,  except  in  very  special  cases,  B 
be  considerable. 

It  is  stated,  in  the  answers  returned  from  Philadelphia,  H 
<f  that  the  present  system  of  watering  the  city  has  reduced  h 
insurance  risks  in  the  proportion  of  one  to  three  upon  the  ll 
real  estate,  but  not  upon  goods,  wares,  and  merchandize:  N 
these  are  considered  almost  as  a  total  loss  from  the  damage  by  ji 
water."  Speaking  of  insurance  risks  in  general,  as  affected  by 
all  the  improved  arrangements  attendant  upon  the  change  of  |i 
system,  it  is  stated  that  those  risks  are  taken  at  one-half  the  )i 
premium  chargeable  in  other  cities  where  the  arrangements  are  pi 
incomplete.  Is  it  the  fact  that,  on  the  introduction  of  the  system  I 
of  constant  supply  at  high-pressure  at  Nottingham,  an  in-  n 
surance  company  was  got  up  for  Nottingham,  on  the  ground  t 
that  the  increased  security  obtained  by  the  improved  supply 
of  water  would  render  insurance,  on  the  ordinary  terms,  a  ) 

peculiarly  safe  and  good  investment  ?  Yes ;  for,  though  this  \ 

might  not  be  stated  in  the  prospectus,  it  was  held  out  as  an  i 
inducement  to  persons  to  become  proprietors.  The  Trent  Water  I 
Company  was  urged  on  these  grounds  to  become  an  insurance 
company.    But  that  Company  thought  the  scheme  was  not 
within  their  line  of  duty,  and  they  therefore  declined  to  take 
it  up,  and  then  other  parties  took  it  up. 

Has  there  been  a  Company  formed  on  the  ground  of  the  1 
premium  being  lower  in  consequence  of  those  improvements  in 

the  supply  of  water?  No;  the  premium  is  no  lower  at  all. 

I  think  it  was  formed  that  they  might  thereby  be  enabled  to'ii  I 
secure  to  themselves  the  profits  which  the  London  Companies.: 
would  otherwise  get. 

Have  you  had  occasion  to  consider,  as  a  branch  of  hydraulics, 

the  system  of  sewage  and  drainage  of  towns  ?  Yes,  I  have  ; 

and  have  made  numerous  calculations,  and  conducted  investing 
gations,  with  relation  to  the  drainage  of  towns  in  connection  ' 
with  the  supply  of  water.    A  good  supply  of  water  will  be  of 
little  value  without  an  efficient  drainage. 

Will  you  afford  the  Commissioners  the  results  of  your  in-  ti 

vestigation,  but  now  answer  some  general  questions  ?  1  wills* 

endeavour  to  do  so. 

Under  what  circumstances  do  you  consider  the  utility  of 
the  supply  of  water  to  be  influenced  by  the  defective  state  of 

the  drainage  ?  Where  one  system  terminates  the  other  must 

commence.    The  use  of  water,  however  liberally  supplied,  will  ! 
be  limited  and  restricted  by  any  inconvenience  attending  its 
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noval.  Its  use  as  a  means  of  cleansing-  and  removing  refuse,  T.  HgWby. 
the  application  of  the  water-closet  principle,  will  be  directly 
pendent  on  the  state  of  the  drains.  If  the  drains  be  ill 
ipted,  badly  constructed,  or  laid  at  such  small  depths  below 
i  surface,  that  sufficient  falls  cannot  be  obtained,  foul  matter 
U  accumulate  in  the  lateral  drains,  and  annoying  stoppages 

I  take  place,  and  injurious  stenches  will  arise.  _  In  making 
-■so  observations,  I  take  it  for  granted  that  it  is  now  con- 
ied  by  every  one  that  cesspools  and  privy-pits  are  not  less 
-rimental  to  the  health  than  unpleasant  to  the  senses,  and 
ifct  there  cannot  be  a  really  healthy  population  living  in  the 
:  inity  of  such  receptacles. 

iHave  you  had  occasion  to  direct  the  introduction  of  soil-pans 
co  buildings,  in  substitution  of  privies  and  cesspools,  or  to 

■  serve  their  substitution  ?  Yes  ;  they  are  in  use  in  several 

blic  buildings  in  Nottingham,  and  they  answer  extremely 

II  when  there  is  a  sufficient  supply  of  water ;  but  the  public 
npanies  object  to  afford  such  supply,  because  they  have  as 
;  s  no  sufficient  check  on  the  consumption. 

TDo  you  not  think  that  some  cheap  means  may  be  found  to 

wiate  that  difficulty  ?  Yes  ;  I  think  something  may.  In- 

bed,  I  have  been  favoured  with  the  view  of  an  apparatus 
.  vented  by  Mr.  Smith,  of  Deanston,  which  seems  to  supply 
.ss  desideratum. 

What  material  do  you  find  the  best  for  the  description  of 
iparatus  in  question?  Glazed  pottery- ware,  which  may 

•  strengthened  by  being  set  in  brick  and  cement. 
IDo  you  doubt  that,  with  a  proper  supply  of  water,  for  the 
<>orest  dwelling,  a  soil-pan  is  more  economical  than  a  privy 

aa  cesspool?  Generally  more  economical,  and  always  more 

skirable.  In  some  towns,  where  money  is  given  for  the  con- 
^ats  of  a  privy-pit,  the  pecuniary  economy  is  not  so  apparent ; 
tit  even  then  the  cleanliness  and  comfort  is  a  substantial  eco- 

my,  though  not  perhaps  easily  reducible  to  a  money  value. 
IDo  you  doubt  the  propriety  in  all  old  urban  districts,  which 
vve  a  proper  supply  of  water,  of  prohibiting,  on  sanatory 

aunds,  the  further  use  of  the  privy  or  the  cesspool  ?  1 

ive  no  doubt  whatever.  On  the  introduction  of  sanatory 
.^ulations  into  old  districts,  which  I  take  for  granted  will  be 

e  case,  the  substitution  of  apparatus  of  this  kind,  in  lieu  of 

e  present  injurious  and  noisome  privies,  will  affect  a  real  . 

Vfing  to  the  proprietors,  inasmuch  as  they  will  thereby  avoid 

e  necessity  of  removing  the  existing  structures  and  building 

hers. 

It  is  stated  that  on  the  average  the  cleansing  of  the  night  - 
il,  or  similar  refuse,  when  it  is  done  in  a  manner  Avhich  is 
cmed  proper,  requires  the  labour  of  the  removal  of  two 
rtloads  of  manure  per  annum  from  each  tenement  occupied 
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by  a  family.    The  contract  price  for  such  labour  in  London  is 
stated  to  be  about  10s.  per  load,  and  the  expense  of  such  cleans- 
ing in  the  poorer  districts  is  about  1/.  per  tenement  per  annum. 
This  for  the  poorest  tenements  occupied  by  weekly  tenants  is 
the  landlord's  charge,  and  amounts  to  A\d.  per  week,  exclusi^j 
of  the  rent  or  expense  of  digging  and  bricking  a  privy,  or  a 
cesspool,  which  may  incur  a  rent  of  at  least  one  halfpenny  a  • 
week  more.    Now  what,  if  large  numbers  were  used,  would 
be  the  expense  of  glazed  earthen  soil-pans  and  pipes,  of  the 
same  material,  with  the  syphon  or  other  cheap  and  effectual 
trap  communicating  from  the  soil  pan,  say  in  the  back  part  of 
the  house,  or  where  the  privy,  whether  a  single  privy  or  a 
common  privy,  whether  inside  the  house,  in  the  back  kitchen, 

or  outside  the  house,  in  the  yard,  or  at  the  end  of  a  court  ?  

The  expense  of  a  glazed  earthen  soil-pan  or  basin,  with  glazed 
trap,  and  eight  feet  of  5-inch  pot-pipes  would,  if  manufactured 
on  a  large  scale  and  fixed  by  practised  workmen,  amount  to 
about  25s.  Blue  glazed  ware  of  red  clay,  of  similar  manufac- 
ture to  an  ordinary  pipkin,  might  be  provided  and  fixed  for 
15s.  or  16s. 

Would  not  tile- tube  drains,  of  10  inches  diameter,  or  there- 
abouts, suffice  for  the  drainage  of  small  courts?  Such  drains 

would  be  ample  if  the  tenements  were  sufficiently  and  con- 
stantly supplied  with  water. 

What  would  be  the  expense,  per  tenement,  of  such  a  drain? 

 In  Nottingham  the  expense  of  a  central  drain  of  this  kind 

would  be  about  6s.  per  house ;  in  other  towns,  less  closely  built, 
the  expense  would  probably  amount  to  10s.  or  12s.  per  house, 
and  with  the  lateral  drains  to  about  1 5s.  per  house. 

What  would  be  the  lowest  expense  of  a  proper  water-pipe 
and  tap,  and  laying  it  on  the  house,  supposing  numbers  wefj 

done  ?  Supposing  the  tenements  to  be  arranged  in  courts, 

and  on  one  side  of  the  courts  only,  and  each  house  to  present 
a  frontage  of  15  feet,  the  pressure  of  the  water  to  be  about  80 
feet,  and  the  length  of  the  court  to  average  eight  dwellings,  the 
expense  would  stand  thus  : — 

Fifteen  feet  of  partly  1-inch  and  partly  f-inch  £.  s,  d. 
pipe,  of  the  average  strength  of  12  lbs.  per 
yard  =  60  lbs.,  at  3d.  per  lb.  laid  down    .    0  15  0 
Six  feet  of  -J-inch  branch  pipe,  of  the  strength 

of  8  lbs.  per  yard  =  16  lbs.,  at  3d.     .  .040 

J-inch  cock     .     .  036 

Three  joints  of  solder  and  labour  ....     0    3  0 
Opening '  and  reclosing,  and   repaying  the 
ground,  and  cutting  the  hole  through  the 
wall,  and  staying  the  pipe,  2s.  to  6s.  accord- 
ing to  circumstances,  say  avcragely  ..040 


£1    9,  6 


Cost  of  other  Structural  Improvements.  75 

This  would  be  the  cost  of  laying  on  the  water  for  ordinary 
nestic  purposes.  The  water-closet  branch  would  be  an  ad- 
onal  expense,  the  amount  of  which  would  depend  entirely 
m  the  arrangement  of  the  premises.  If  the  closets  were 
cted  in  private  back  yards,  one  to  each  house,  this  additional 
jcnse  would  probably  stand  thus  : — 

£.  s.  d. 

Fourteen  feet  of  ^-inch  branch  pipe  =  371  lbs., 

at3rf  0    9  4 

Cast-iron  service-box,  with  apparatus  for  pre- 
vention of  waste  9  ^  9 

Two  solder  joints  and  labour  .     .     .  • 
Opening  and  closing  the  ground  and  fixing 


pipe  and  apparatus 


0  2  0 
0    5  0 
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llf  the  closet  be  used  in  common  by  the  occupants  of  more 
un  one  tenement,  this  amount  must  be  divided  by  the  number 
t  tenements  to  which  it  is  made  to  pertain.  A  Water  Com- 
nny,  if  authorized  by  Act  of  Parliament  and  secured  m  the 
ssession  of  its  property  by  the  substitution  of  the  check  of 
ipervision  in  lieu  of  the  check  of  competition,  would  be  glad 
iprovide  and  maintain  both  the  foregoing  apparatus  for  a 
leekly  charge  of  \\d.  per  tenement  exclusive  of  the  charge  for 
53  delivery  of  water  to  the  house  and  closet  on  the  principle  of 
■istant  supply. 

^Supposing  numbers  done,  and  on  contract,  what  would  be 
S3  expense  of  laying  down  such  apparatus  on  old  tenements  of 
!3  poorer  class  ?    Would  1 1,  extra  for  old  tenements,  above  the 

neral  expense  of  laying  down  such  an  apparatus,  be  an  under 

imate  in  most  provincial  towns?  No;  because  in  all  the 

ill  districts  of  provincial  towns  the  arrangement  of  the  houses 

so  imperfect,  that  one  closet  must  usually  suffice  for  more  than 

c  family. 

1  Would  the  expense  of  the  whole  apparatus,  when  laid  down 

•  i  the  simplest  manner,  exceed  51.  if  done  on  a  large  scale  ?  

i  would  not.    The  total  expense  would,  I  think,  be  about  four 
lineas  in  the  majority  of  cases,  and  especially  so  if  this  kind 
'  work  became,  as  it  very  properly  would,  a  distinct  occu- 
iltion. 

And  hence  a  considerable  saving  would  be  effected  on  the 
listing  charge  for  cleansing  the  cesspools  properly ;  would  that 

3  so  1  Yes,  beside  effecting  the  perfect  and  immediate  rc- 

oval  of  much  offensive  and  disease-generating  matter,  and  so 
i-omoting  the  health  and  energy  of  the  working  classes.  My  own 
iservation  and  inquiry  convince  me  that  the  character  and 
abits  of  a  working  family  are  more  depressed  and  deteriorated 
y  the  defects  of  their  habitations  than  by  the  greatest  pecuniary 
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t.  Hawksiey,  privations  to  which  they  are  subject.    Hie  most  cleanly  and  | 
orderly  female  will  invariably  despond  and  relax  her  exertions 
under  the  influence  of  filth,  damp,  and  stench,  and  at  length 
ceasing  to  make  further  effort,  probably  sink  into  a  dirty,  noisy,  ! 
discontented,  and  perhaps  gin-drinking  drab — the  wife  of  a 
man  who  has  no  comfort  in  his  house,  the  parent  of  children 
whose  home  is  the  street  or  the  gaol.    The  moral  and  physical  : 
improvements  certain  to  result  from  the  introduction  of  water  ' 
and  water-closets  into  the  houses  of  the  working  classes  are  far 
beyond  the  pecuniary  advantages,  however  considerable  the 
may,  under  certain  circumstances,  appear. 

You  consider  that  the  private  drains  should  be  closed  and  ^ 

impermeable  either  to  water  or  gas?  Yes;  and  there  is  H 

another  advantage  that  is  apt  to  be  overlooked — that  if  the"  I 
drains  be  properly  constructed,  rats  and  other  vermin  will  be  p 
effectually  excluded  from  the  house-drains  or  dwellings. 

Will  it  not  be  an  advantage  to  the  tenant,  and  necessary  for  f 
any  general  system  of  cleansing,  that  the  house-drains  should  1 
be  constructed  under  a  general  regulation,  and  executed, 

wherever  the  owner  chooses,  under  a  general  contract  ?  1 

Yes  ;  it  would  be  advantageous  to  the  public.  For  private  : 
drains  to  be  efficient,  they  require  nearly  the  same  amount  of  | 
skill  and  attention  in  respect  to  falls,  curved  junctions,  and  I 
general  arrangement,  as  is  required  in  laying  down  water  or  * 
gas-pipes.  All  under-ground  work  is  apt  to  be  carelessly  and  f 
badly  done,  for  the  defects,  however  serious,  are  buried  with  I 
the  materials. 

To  avoid  this  peculiar  disadvantage,  it  has  been  proposed 
that  the  general  contract  under  which  all  the  branch  drains,  as  > 
well  as  the  main  drains,  are  made,  should  be  not  merely  to  I 
make,  but  to  maintain  them  in  order  for  a  certain  time  ;  thus 
giving  the  contractor  a  motive  to  make  good  works  at  first  ? 

 This,  if  found  practicable,  would  be  decidedly  beneficial, 

especially  if  the  works  were  executed  under  the  control  of  a 
competent  officer,  having  no  interest  in  the  contract. 

It  is  presumed  that  you  consider  that  special  general  ar-  I 
rangements  would  be  requisite  in  respect  to  the  trapping  of  all 
house-drains  for  the  prevention  of  the  transmission  of  smells 
and  unwholesome  effluvia? — Yes. 

Do  you  consider  that  the  sewers  of  towns  may  be  improved i 
in  general  construction,  and  rendered  more  economical?—— 
Jfes ;  by  the  use  of  egg-shaped  sewers,  built  with  radiating 
bricks.  I  find  an  egg-shaped  sewer,  2  feet  9  inches  high,  and 
2  feet  wide,  may  be  laid  at  a  depth  of  at  least  S  feet  for  about 
3*.  per  foot,  the  bricks  radiating,  and  the  rim  4^  inches  thick. 
Such  a  sewer  will  be  large  enough  for  two-thirds  of  the  streets 
of  a  provincial  town,  if  the  inclination  be  not  less  than  1  inch 
in  10  feet.    Such  a  sewer  would  frequently  drain  500  or  600 
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ses,  and  would  relatively  answer  the  purpose  of  second- 
id  (4  feet  6  inches  by  2  feet  6  inches)  sewers  in  London, 
ffordshire  drain  pipes  of  10  inches  diameter  would  answer 
most  courts. 

ire  there  sufficient  data  at  present  to  reduce  a  system  of 
ao-e  to  rules,  for  their  arrangement  and  the  determination 
;hc  capacity  requisite  for  drains  and  sewers  to  convey  the 

eer  of  a  given  district?  Yes;  I  have  paid  great  attention 

tlthis  department  of  the  science  of  hydraulics,  and  have 
i  ved  at  laws  which  I  believe  are  generally  applicable. 
FVill  you  have  the  goodness  to  furnish  these  results  in  a 

oer  prepared  at  your  leisure?  1  shall  be  ready  to  do  so. 

Hay  it  be  confidently  stated  that  the  application  of  science 
tithe  construction  of  the  drains  and  sewers  of  most  towns 
ilild  lead  to  reductions  of  the  common  expense,  as  well  as 

mrovements  in  efficiency  ?  Yes  ;  for  drainage  works  now 

auire  frequent  alterations  and  amendment,  in  consequence 
Ihhe  want  of  due  knowledge  and  the  deficiency  of  foresight 
[bhe  variable  and  unskilled  bodies  on  whom  the  manage- 
Ut  now  devolves.     Any  competent  officer,  acting  under 
teral  instructions,  and  possessing  scientific  knowledge^  on 
be  points,  might  save  much  money,  and  at  the  same  time 
ct  great  improvements.    Drainage  works  are  too  com- 
ply considered  to  be  insusceptible  of  improvement  by  the 
)lication  of  scientific  principles,  and  hence  fall  into  the 
ids  of  tradesmen  or  other  parties  quite  incompetent  to 
ign  or  execute  the  work  in  an  efficient  way,  and  in  the  few 
;ances  in  Avhich  such  works  are  conducted  by  competent 
a,  such  men  are  commonly  controlled  and  directed  by 
sons  totally  incapable  of  exercising  a  sound  discretion  on 
subject. 

t  is  presumed  that  you  consider  that  there  ought  to  be  no 
rapped  gully-holes  opening  from  the  sewer  into  the  streets? 
—This  is  imperatively  necessary  for  the  preservation  of  the 
i  olic  health. 

\.s  you  improve  your  sewerage  by  these  arrangements,  and 
ry  off  the  elements  of  food  contained  in  it,  much  of  which  is 
v  employed  in  manure,  have  you  considered  any  method  of 
dering  the  sewerage  available  for  horticultural  and  agri- 

tural  purposes  ?  1  have  turned  my  mind  to  that  subject. 

some  cases  it  will  be  very  easy  to  receive  the  sewer  water  of 
own  into  depositing  tanks,  and  there  to  collect  the  subsiding 
tters.  With  respect  to  the  application  of  liquid  manure 
itaining  much  valuable  matter,  perhaps  greater  difficulties 
y  avise,  especially  in  such  towns  as  are  not  favourably 
jated ;  for  although  the  water  may  be  pumped  to  a  distance 
the  use  of  the  lands,  and  may  be  applied  to  the  purposes 
market  gardeners,  this  can  only  be  effected  to  a  limited 
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t.  iiawiisicy,   extent     The  principal  difficulty  arises  from  the  very  large1 1 
-  *       quantity  of  water  thrown  into  the  sewers  by  steam-engines  and  f| 
manufactories,  and  it  is  on  this  account,  principally,  that  I  am 
induced  to  entertain  great  doubt  of  the  practicability  of  the 
scliotnc 

Do  you  not  think  that  a  system  of  pumping  the  liquid  ' 

manure  from  towns  might  be  carried  into  eftect  ?  1  haveff 

afforded  to  the  Commission  some  data  from  which  the  expense 
may  be  estimated.    It  is  quite  clear  that  a  very  great  weighty 
of  liquid  material  may  be  moved  by  pumping  more  cheaply! 
than  by  any  other  known  mode  of  conveyance. 

Have  you  made  any  calculations  as  to  the  cost  of  conveyance" 
of  a  certain  quantity  of  liquid  from  the  sewers  of  the  town  fori 

any  given  distance?  Yes  ;  the  cost  of  transmitting  water  ir* 

a  distance  is  very  trifling  indeed.  Distance  is  scarcely  an 
element  in  the  expense  of  the  conveyance  through  pipes ;  ; 
fact,  the  pipe  is  a  sort  of  continuous  cart,  which  it  is  not  nece 
sary  to  move.  You  put  the  water  into  motion  at  one  end,  ai 
whatever  force  you  apply  at  that  end  is  transmitted,  minus  tl 
friction,  to  the  other.  You  have  not  to  carry  the  weight  of  tl 
cart  or  of  the  horse  with  you,  and  therefore  the  cost  of  remo 
ing  water  to  a  distance  by  means  of  pipes  is  very  trivial  indeed! 

Could  not  provision  be  made  for  allowing  the  great  bullJ 

of  the  rain-water  to  pass  into  subsiding  tanks  ?  Yes  ;  D 

think  it  desirable  that  the  water  should  be  passed  through  sucli 
subsiding  tanks  (supposing  more  than  one,  for  I  prefer  more 
than  one,  and  see  many  advantages  in  there  being  more  that 
one,  even  though  the  area  may  not  be  increased),  depositing 
the  solid  matter  and  then  going  over  a  weir ;  but  in  man] 
towns  a  large  quantity  of  sand  is  borne  down  by  the  rain,  ant 
when  that  comes  down  it  would  be  desirable  that  the  wate: 
should  not  be  passed  through  the  tanks  at  all,  but  take  anothe 
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Now,  since  the  hand-labour  and  cartage  of  the  two  loads,  tc 
empty  the  cesspool  or  privy,  has  to  be  performed,  whether  u 
country  or  town,  will  not  the  saving  be  equally  effected  by 
system  of  removal  in  suspension  in  water,  to  catch-pits  o 
receptacles  in  the  country,  whence  the  manure  may  be  sold  i\ 
the  farmer  when  deposited,  minus  the  labour  of  emptying  W 

privy  and  the  cartage  to  and  from  the  town?  The  cost  q 

transmitting  water  to  a  distance  of  five  miles,  and  to  a  heigh 
of  200  feet,  including  wear  and  tear  of  pumping  machmerj 
fuel,  labour,  interest  of  capital  invested  in  pipes,  reservoirs 
engines,  &c,  amounts  to  about  %\&.  per  ton.  The  cost  c 
cartage  to  the  same  distance  and  height  will,  under  favourabl 
circumstances,  amount  to  4s.  per  ton.  The  quantity  of  wate 
annually  consumed  by  one  individual  amounts  to  about  20  tons 
and  the  refuse  produced  is  usually  estimated  at  about  1  ton 
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scquently,  21  tons  of  liquid  manure  must  be  transported  in 
:e  of  1  ton  of  solid  manure ;  and  hence  it  appears  that  the 
enses  of  conveyance  to  a  distance  of  five  miles  in  the  liquid 
-  solid  states  would  be  almost  precisely  equal.    The  liquid 
Hire  would,  however,  be  available   as   an  irrigant,  and 
duce  vastly  greater  effects  than  the  solid  manure,  of  which 
:h  of  the  most  valuable  components  is  dissipated  in  the 
josphere.     In  the  neighbourhood  of   Edinburgh,  where 
ger-water  is  applied  as  a  manure,  four  or  more  crops  are 
tkly  obtained.     It  is  questionable  whether  the  deposited 
uire  would  alone  be  of  much  value,  inasmuch  as  the 
ible  salts  would  be  retained  by  the  water.     The  main 
ection  to  the  execution  of  this  project  would,  I  apprehend, 
e  from  the  difficulty  of  preventing  the  admixture  of  the 
ttte  water  of  steam-engines  with  the  ordinary  sewer-water, 
u  town  of  50,000  inhabitants  have  dispersed  over  it  a 
ihber  of  condensing  engines  of  only  500-horse  power  in  the 
pregate,  the  waste  water  will  amount  to  at  least  1500  gallons 
i  minute,  while  the  house  sewer-water  will  not  exceed  1200 
oons  per  minute.    I  do  not  see  the  same  difficulty  with 
ject  to  rain,  for  the  sewer-water  may  then  be  excluded  from 
i  reservoirs,  or  be  allowed  to  flow  through  them  and  deposit 
insoluble  matters  in  its  course. 

'ou  have  stated  that  the  main  difficulty  attending  the  pump- 
(  of  the  sewage  water  out  of  a  town  for  application  in  agri- 
uure  arises  from  the   admixture  of  the  waste  water  of 

,m-engines  with  the  sewer  water  ?  1  have. 

iJow  it  is  stated  in  evidence  that  in  those  parts  of  the 
rropolis  where  such  water  is  allowed  to  run  into  the  sewers, 
emanations  from  the  sewers  are  additionally  offensive  and 

bably  additionally  injurious,  it  being  explained  that  the 

:itional  heat  facilitates  decomposition,  and  the  steam  or 

-sture  diffuses  it?  We  have  had  instances  of  a  like  nature 

Nottingham.    At  the  bottom  of  St.  James's-street,  and  at 

i  corner  of  Bridlesmith-gate  the  effluvium  emanating  from 
sewer  water  has  been  most  offensive,  and  has  been  the 
iasion  of  frequent  observation  and  complaint.    The  intro- 
::tion  of  a  good  system  of  "  trapping  "  would  remove  the 

4s  an  instance  of  the  effect  of  heat  and  moisture  combined 
producing  injurious  effects,  it  is  mentioned  that  the  persons 
)  remove  the  clothes  from  the  fever  patients  and  carry 
se  clothes  from  the  Hospital  are  never  known  to  catch  fever, 
1st  the  persons  who  wash  them  are  rarely  known  to  escape  ? 
—All  elastic  fluids  are  most  efficient  articles  of  vaporizable 
tter.  It  is  now  more  than  suspected  that  the  matter  of 
3ction  is  in  its  physical  properties  very  analogous  to  some 
the  hydro-carbons,  which  though  nearly  fixed  at  and  below 
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t.  HftwMey,  a  cevtain  temperature  become  rapidly  volatilized  and  absorbed 
on  the  addition  of  a  few  degrees  of  heat  to  the  air  or  other 
clastic  fluid  with  which  they  may  be  in  contact.  It  is  probable 
that  a  large  quantity  of  "  febrine  "  may  in  this  way  be  conveyed 
into  direct  communication  with  the  blood  in  its  passage  through 
the  lungs  of  a  washerwoman  and  so  produce  the  effect  alluded 
to.  The  emanation  from  heated  sewer  water  is  physically 
similar  to  but  is  much  more  heavily  loaded  with  noxious  matter 
than  the  steam  of  a  wash-house. 

Inasmuch  as  by  the  general  principles  of  legislation  and  of 
local  administrative  policy  all  the  excreta  of  a  town  belong  to 
the  public,  and  their  modes  of  removal  and  useful  application 
are  matters  of  public  policy,  would  it  not  be  an  easy  and 
proper  arrangement  to  require  all  such  water  to  be  carried 
away  in  some  small  separate  drain,  as  a  one-foot  tube-drain  ? 

 Unless  the  waste  water  after  being  collected  could  be 

usefully  and  profitably  applied  there  would,  I  think,  be  some 
difficulty  on  the  score  of  expense,  especially  if  the  cost  which 
might  in  some  instances  amount  to  a  couple  of  hundred  pounds 
or  more  were  made  to  fall  upon  the  owner  of  the  engine.  This, 
in  fact,  would  be  to  impose  a  penalty  on  existing  manufactur- 
ing enterprizes,  which  I  think  very  undesirable;  but  I  do  not 
object  to  the  introduction  of  any  alteration  of  existing  ar- 
rangements, providing  such,  alterations  be  effected  at  the 
public  expense.  Upon  a  further  consideration  of  the  subject, 
I  am,  however,  disposed  to  think  a  separation  of  the  waters 
would  not  in  general  be  needful.  On  the  system  of  constant 
supply  the  quantity  of  water  annually  delivered  to  a  town  of 
50,000  inhabitants,  and  for  the  most  part  returned  by  the 
sewers,  is — 

|Inliab.      Gal.  Days. 

50,000  x  20  X  365  =  365,000,000  gallons, 

and  the  water  from  steam-engines  of  the 
aggregate  power  of  500  horses  would  at 
most  amount  to — 

Horses.    Gal.    Min.    Hours.  Days. 
500  x  4  X  60  X  12  X  300    .     .    ==  432,000,000  gallons. 

Making  a  total  of    .     .     .         797,000,000  gallons. 

Now  this  is  only  equal  to  the  quantity  of  rain  which  falls  in 
the  course  of  a  year  upon  820  acres  of  land,  and  would  amount 
to  an  average  daily  depth  of  the  twelfth  part  of  an  inch  upon 
that  extent  of  surface.  A  town  of  the  magnitude  instanced 
requires  much  more  than  this  quantity  of  land  for  the  pro- 
duction of  the  various  descriptions  of  fruit  and  vegetable  crops, 
and  reasoning  upon  the  ascertained  advantages  derived  by  the 
gardeners  at  Edinburgh  from  their  very  imperfect  applications 
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of  sewer  water  would  be  greatly  benefited  by  the  contemplated  T*  n^'sley' 
arrangements,  although  obtained  at  an  annual  cost  to  the 
cultivators  of  the  soil  of  perhaps  3/.  per  acre  for  mains,  works, 
and  management,  and  \l.  or  21.  per  acre  for  the  distributary 
apparatus  situated  within  the  private  grounds. 

Are  you  not  aware  that  large  public  tepid  baths  have  been 

formed  in  London  with  the  waste  water  of  steam  engines?  

Yes,  and  that  there  is  a  similar  application  of  engine  water  at 
Nottingham. 

What  extent  of  public  baths,  and  at  what  heat  would  such 

500-horse  steam  engine  supply?  The  water  would  suffice 

to  bathe  26,000  persons  per  diem.  The  temperature  might 
be  as  hi gdi  as  from  92°  to  110°  if  taken  from  the  hot  well  of 
the  engine,  and  as  low  as  from  60°  to  80°  if  taken  from  the 
waste  pipe.  The  temperature  of  the  waste  water  of  different 
engines  varies  very  considerably,  the  average  is  probably  70° 
or  75°. 

What  size  of  public  wash-houses,  such  as  are  in  successful 

use  at  Liverpool,  would  such  waste  water  supply  ?  Larger 

than  would  be  required  to  wash  for  a  whole  county. 

What  do  you  do  with  the  waste  water  of  your  own  steam 

engines  ?  Return  it  to  the  river.    Some  years  ago  it  was 

thought  that  this  water  might  be  made  available  for  a  public 
bath  to  be  placed  without  the  Company's  works,  but  a  prudent 
apprehension  existing  that  the  public  might  dislike  the  notion 
of  a  bathing-house  so  near  ihe  Company's  reservoir,  the 
"  scheme,"  though  useful  and  practicable,  was  abandoned. 

For  the  application  to  agricultural  production  of  such  liquid 
refuse  as  a  town  affords  for  manure,  would  not  such  a  mode  as 
that  by  water-pipes  and  jets  at  high  pressure  have  advantages, 
in  respect  to  rapidity  and  cheapness  of  distribution,  over  the 
common  mode  by  irrigation,  and  by  water  meadows,  especially 

for  market  gardens  in  the  vicinity  of  towns?  -I  think  so  ;  for 

the  grasses  of  agriculture  are  not  naturally  the  production  of 
submerged  grounds,  and  though  undoubtedly  benefited  by 
temporary  immergence  under  water  containing  fertilizing 
agents,  would  obviously  be  much  more  benefited  by  a  distri- 
bution of  such  water  unaccompanied  by  submergence. 

Have  you  hitherto  considered  the  subject  with  a  view  to  any 

practical  application?  Some  years  ago  I  proposed  to  a 

mnded  proprietor  to  raise  water  by  steam  power  from  a  brook, 
for  distribution  over  a  farm  of  about  300  acres ;  the  estimated 
expense  was  about  3000/.,  but  it  was  not  considered  necessary 
wi  this  case  to  introduce  so  many  lines  of  pipes  as  I  should  now 
be  disposed  to  recommend,  especially  in  the  case  of  valuable 
lands  in  the  vicinity  of  towns. 

Specimens  of  six-inch  and  four-inch  strong  earthen  pipes 
have  been  produced  to  the  Commission  which  have  only  yielded 
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r.  H^icsiey,  ^t  a  pj^gg^e  0f  a  head  of  water  of  900  feet,  300  feet  being  the 
n'       proof  pressure  to  which  iron  pipes  for  the  supply  of  towns  are 
exposed;  supposing  that  these  strong  clay  tubes  bear  an  equal 
continuous  pressure,  will  they  not  only  have  the  advantage  ot 
being  two-thirds  cheaper  than  iron,  but  of  being  incorrosive  ? 

,  They  will  not  be  two-thirds  cheaper,  because  the  expense  s 

of  laying  them  will  not  be  diminished.  They  will  certainly 
not  corrode  by  oxidation,  but  iron  pipes  kept  constantly  filled 
are  not  subject  to  any  considerable  or  injurious  corrosion.  _ 

In  respect  to  the  advantageous  consolidation  of  the  duties  of 
paid  officers  in  reference  to  new  public  works  where  scientific 
superintendence  is  needed,  Mr.  Thorp,  the  surveyor  of  Hull,  is 
asked : — 

«  Q.  Suppose  an  officer  of  proper  qualifications  were  required  to 
devote  his  whole  time  to  the  puhlic  service,  do  you,  judging  from  your 
own  experience,  see  any  difficulty  in  one  officer,  (after  such  works  as 
those  contemplated  for  the  relief  of  a  town  were  in  action,)  as  a 
responsible  officer  of  puhlic  works,  superintending  the  general  house 
and  street  drainage,  and  road  drainage  and  cleansing,  and  supplies  ot 
water,  and  seeing  to  the  execution  of  the  provisions  of  a  Building  Act 
in  respect  to  proper  drainage,  levels,  and  ventilation  ?— A.  One  omcer 
might,  I  think,  do  it  in  general.    Here  the  corporation  have  a  property 
in  houses  and  farms,  producing  a  rental  of  upwards  of  10,000/.  a-year, 
and  the  corporation  surveyor  could  not  now  do  it  without  assistance. 
In  most  towns,  with  proper  assistance,  one  officer  might  accomplish  the 
work  very  well.    If  the  drainage  and  supplies  of  water  are  carried  out 
as  parts  of  one  system,  they  would  without  doubt  be  the  best  carried  out 
under  one  authority.   In  laying  and  taking  up  water  pipes  I  should  find 
it  of  areat  inconvenience  if  I  had  not  the  control  of  the  pavements.  In 
the  Dock  Company's  grounds,  where  I  have  no  authority  over  the  pave- 
ments, it  has  occasioned  delay  and  obstruction  to  the  public  works. 

You  manage  the  gas-works  as  well  as  the  water-works  of 
Nottingham,  do  you  not,  besides  attending  to  your  other  pro- 
fessional business  ?  Yes,  I  do 

Does  your  own  experience  corroborate  the  conclusion  that, 
in  order  to  obtain  the  services  of  officers  competent  from 
scientific  qualifications  to  conduct  such  works  economically; 
in  order  also  to  avoid  the  clashing  delay,  and  want  of 
adaptation  of  arrangements  that  must  be  combined  to  obtain 
thePsame  end  efficiently-the  local  works  for  the  supphes  of 
water,  the  drainage  of  the  town,  the  drainage,  care,  and  cleans- 
ing of  the  roads  may  be  advantageously  and  economically 
consolidated  under  the  superintendence  of  one  engineer,  or 

officer  of  scientific  qualifications  ?  Yes ;  m  localities  entirety 

new  to  these  objects,  I  think  one  such  officer  may  advantage- 
ously control  such  works;  and  in  locahties  where  the  works 
are  already  established,  those  under  the  public  control  may  be 
advantageously  consolidated:  but  the  management  of  the  con- 
cerns of  private  or  incorporated  companies,  whose  works  have 
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been  constructed  with  private  capital,  would  possibly  not  admit  %  H»wiuiey 
of  easy  consolidation  with  that  of  bodies  who  have  constructed  sq' 
their  works  from  funds  raised  by  public  rates.  There  can, 
however,  be  no  doubt  that  the  mutual  interests  of  the  public 
and  these  companies  would  be  promoted  and  secured  by  the 
establishment  of  a  competent  authority  instituted  by  Parlia- 
ment, for  the  purpose  of  exercising  due  control  and  super- 
vision. 

What  do  you  consider,  either  as  to  a  new  or  an  old  district 
which  may  stand  in  need  of  improvement,  in  respect  to  supplies 
of  water  or  general  drainage,  would  be  the  first  practical  step 

to  be  taken?  In  respect  to  drainage,  it  will  in  many 

instances  be  found  that,  owing  to  the  neglect  of  the  natural 
water-courses,  the  waters  of  the  district  are  very  imperfectly 
carried  away :  this  is  particularly  the  case  in  flat  and  marshy 
districts ;  and  along  the  course  of  considerable  streams,  some- 
times obstructions,  both  natural  and  artificial,  occur  at  dis- 
tances considerably  removed  from  the  place  intended  to  be 
improved-  It  will  therefore  be  necessary  to  institute  a  search- 
ing survey,  and  to  construct  a  comprehensive  plan  for  the 
purpose  of  ascertaining  and  determining  the  nature  and  extent 
of  those  improvements  which  may  be  deemed  necessary  to  pro- 
mote the  health  and  comfort  of  the  population  that  are  to  be 
affected.  Such  survey  and  plan  would  also  materially  con- 
tribute to  the  efficiency  of  construction  and  the  economy  of 
management.  The  extent  of  survey  must  be  determined  by 
the  natural  features  of  the  country,  and  must  not  be  limited 
by  any  artificial  boundaries.  Hence  it  is  manifest  that  such 
survey,  however  originated,  should  not  be  left  to  the  manage- 
ment and  discretion  of  parties  having  limited  and  conflicting 
interests,  but  should  be  conducted  by  some  distant  and  dis- 
interested  authority,  to  which  neither  the  rural  nor  the  urban 
district  population  could  offer  any  valid  objection.  Such  a 
survey  would  necessarily  be  first  directed  to  the  examination 
of  the  principal  river  upon  which  the  drainage  of  the  district 
depended,  with  a  view  to  ascertain  whether  any  impediments 
of  a  immoveable  nature  existed  in  or  upon  such  river.  In  case 
no  impediments  were  found,  it  would  then  next  be  necessary  to 
examine  all  the  outfalls  of  the  brooks  and  minor  streams,  and 
to  pursue  these,  levelling  in  the  direction  opposite  to  that  in 
which  the  water  flows,  for  the  purpose  of  determining  the 
various  rates  of  inclination  and  other  circumstances  which  may 
have  an  influence  on  the  discharge  of  the  water  from  the 
locality.  It  will  then  be  seen  what  improvements,  by  deepen- 
ing or  otherwise,  may  be  necessary  to  the  open  streams  to  give 
effect  to  the  system  of  sewers  that  may  afterwards  be  introduced. 
1  reviously  to  designing  new  sewers  or  improving  old  ones,  it 
will  be  necessary  to  continue  the  levels  from  the  rivers,  brooks, 
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t.  irawksiey,  anci  streams  into  and  along  all  streets  and  highways  within  the 
liS4'       natural  area,  and  to  note  with  great  particularity  what  quantity 
of  water  is  now  or  may  hereafter  be  transmitted  from  portions 
of  the  country  situated  beyond  the  immediate  limits  of  the 
survey  and  from  those  places  to  which  the  town  is  most  likely  to 
extend.   It  would  be  necessary  to  make  provision  not  merely  for 
the  ordinary  amount  of  water,  but  to  have  particular  regard  to 
the  removal  of  the  extraordinary  falls  of  water  on  the  occur- 
rence of  heavy  storms,  by  which  it  frequently  happens  that  the 
houses  of  the  labouring  classes,  situated  in  the  lowest  parts  of 
manufacturing  towns,  are  inundated,  and  are  so_  rendered  for 
long  periods  both  uncomfortable  and  insalubrious.    Such  a 
survey  would  govern  and  determine  the  alterations  and  additions 
to  the  existing  house  and  street  drainage,  and  the  levels  for  the 
repavement  and  improvement  of  the  road  and  streets.    Such  a 
survey  would  also  be  useful  for  the  better  distribution  of  gas 
and  water.    In  consequence  of  the  want  of  a  survey  and  the 
independent  action  of  different  local  bodies,  or  of  successive 
members  of  the  same  bodies,  great  injury  is  done  to  existing 
property,  and  much  doubt  arises  with  respect  to  the  proper 
position  of  new  buildings.    Thus  it  frequently  happens  that 
after  a  street  has  been  laid  out  and  built  upon,  and  sewers 
formed,  and  gas  and  water-pipes  laid  and  pavements  put  down, 
that  a  part  of  such  arrangements  will  be  found  or  deemed  by 
a  subsequent  authority  unsuitable  or  inefficient.    The  surface 
of  the  street  will  therefore,  perhaps,  be  arbitrarily  altered,  rais- 
ing or  lowering  the  ground  two  or  three  feet  above  or  below 
the  door-ways  of  the  houses,  and  burying  deeper  or  exposing  and 
necessitating  the  removal  of  gas  or  water-pipes.    I  have  known 
houses  rendered  nearly  inapproachable  by  such  alterations ;  1 
have  known  instances  in  which  water-pipes,  laid  at  proper 
depths  of  three  feet  deep,  have  been  brought  by  the  lowering 
of  the  road  so  close  under  the  pavement,  that  the  pipes  have 
been  broken  by  passing  carriages.  Pipes  have  also  been  buried 
six  feet  deep  by  the  raising  of  the  road.    Such  disturbances 
occur  in  the  oldest  parts  of  towns,  where  it  might  have  been 
reasonably  concluded  that  no  alterations  would  be  necessary. 
I  do  not  mean  to  convey  that  such  alterations  were  not  really 
sometimes  improvements  of  the  roads;  but  that  the  great 
sacrifice  attending  such  alterations  might  have  been  avoided 
had  the  works  been  originally  formed  on  a  proper  survey,  and 
under  the  supervision  of  a  competent  and  permanent  authority. 
In  the  formation  of  new  districts,  such  a  survey  would  govern 
the  direction  of  the  drainage,  and  thence  the  direction  and  final 
formation  of  streets ;  and  would  determine  the  levels  of  the 
floors  of  the  houses  both  with  reference  to  the  drains  and  the 
pavement.  In  suburban  districts  property  is  now  much  injured 
by  beino-,  without  any  purpose  and  in  entire  ignorance,  placed 
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above  and  below  proper  road- way  and  drainage  levels.  This  T.Hawisiey 
state  of  neglect,  from  want  of  information,  interferes  with 
comfort,  health,  and  ultimate  economy.  Straggling  houses  are 
built,  perhaps  along  the  side  of  an  undulating  or  irregular 
suburban  road,  one  house  up  and  one  down;  intermediate 
houses  are  afterwards  gradually  added;  and  at  the  end  of 
some  years  the  street,  thus  irregularly  formed,  at  last  receives 
the  attention  of  the  parish  authorities,  who  proceed  to  make 
such  alterations  as  may  then  suit  their  own  peculiar  and  per- 
chance ill-founded  notions. 

Would  it  not  be  an  advantage  to  the  builders,  that,  before 
laying  down  the  foundation  of  any  new  building,  its  essential 
relations  to  drainage  and  levels  should  be  predetermined,  and 
that  on  going  to  the  engineer  or  officer  of  works  of  a  district  in 
whose  charge  such  survey  should  be  left,  and  upon  giving  such 
engineer  the  ground-plan  of  the  building,  he  (the  builder) 
should  be  entitled  to,  and  have  afforded  to  him,  all  the  levels, 
inclines,  and  forms  of  drainage  necessary  for  his  information  and 

guidance?  Yes;  it  would  be  advantageous  to  the  builder, 

and  of  essential  service  to  the  public ;  and  I  may  here  add  that 
it  appears  to  me  very  desirable  that  the  plan  to  be  made  upon 
the  survey  already  mentioned  should  have  lines  of  contour 
or  equal  altitude  distinctly  marked  thereon,  that  the  best  and 
most  economical  arrangement  might  be  at  once  selected. 

Supposing,  in  new  districts,  the  appointment  of  one  com- 
petent officer  having  superintendence  of  the  works  for  drainage 
and  supplies  of  water,  and  the  care  of  the  roads,  being  in  pos- 
session for  such  works  of  the  public  survey,  having  to  visit  and 
examine  new  building  sites  and  new  streets,  to  see  that  the 
drains  were  being  perfectly  laid;  might  he  not  be  charged 
with  the  duty  of  seeing  that  party  walls  were  properly  con- 
structed, and  that  other  provisions  incident  to  an  Improvement 

Act  were  duly  complied  with  ?  1  think  the  imposition  of  this 

duty  would  occasion  little  additional  trouble,  and  that  it  would 
afford  the  further  advantage  that  a  builder  would  have  only 
one  officer  to  consult  instead  of  many. 

Should  you  think  that  a  survey  of  60  inches  to  a  mile  would 
be  ample  for  all  the  purposes  of  drainage  and  increase  of  towns, 
and  most  other  matters  ?  Yes  ;  but  I  think  it  might  be  de- 
sirable to  have  in  a  book,  some  parts  on  a  larger  scale  for  very 
particular  purposes. 

With  respect  to  contour  lines,  what  should  you  consider 
generally  a  useful  difference  in  the  vertical  distance  of  the  con- 
tour lines  from  each  other?  On  national  maps  it  would  be 

sufficient  to  mark  every  10  or  20  feet  on  district  maps ;  the 
difference  ought  never  to  exceed  five  feet.  In  some  cases, 
where  towns  are  flat,  it  may  be  desirable  to  mark  every  second 
foot,  or  even  every  single  foot.    In  towns  the  bench  marks,  to 
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apart. 

Would  you  not  think  it  desirable  that  bench  marks  should 
be  inserted  in  public  buildings,  supposing  such  a  survey  to  be 
carried  out,  in  order  that  the  levels  might  be  always  connected 

with  an  uniform  datum  level?  Not  only  on  public  buildings 

but  on  all  private  buildings  where  they  might  appear  useful, 
as,  for  instance,  at  the  corners  and  in  the  bends  of  streets. 
Such  marks  would  be  exceedingly  useful  in  laying  down  pave- 
ments in  streets,  in  determining  the  inclinations  of  the  sewers, 
in  laying  and  proportioning  the  magnitude  of  gas  and  water- 
pipes,  in  determining  the  heights  of  the  floors  of  houses,  and 
for  a  great  many  other  purposes  of  a  public  character.    I  have 
found,  in  the  course  of  business,  the  greatest  inconvenience  to 
result  from  the  absence  of  such  a  datum.    I  conceive,  also,  that 
these  marks  would  be  of  some  importance  in  a  sanatory  point 
of  view,  inasmuch  as  they  would  enable  the  influence  of  eleva- 
tion to  be  taken  into  account.    They  would  likewise  serve  to 
check  and  regulate  the  construction  of  all  public  works,  for  it 
happens  now  sometimes  that  in  laying  a  sewer  the  builder  will 
commit  a  great  error,  and  the  work  has  to  be  taken  up  and 
clone  over  again.    Now,  if  those  bench  marks  existed  at  short 
distances,  the  operation  of  boning  *  would  in  such  a  case  be 
substituted  for  that  of  levelling,  and  the  operation  of  boning 
a  workman  may  perform  with  accuracy  who  would  be  totally  in- 
capable of  performing  the  more  difficult  operation  of  levelling. 

Then  the  bench  marks  would  not  merely  serve  for  the 
guidance  of  the  masters  and  the  superintendents  of  works,  but 
also  for  the  guidance  of  the  workmen  themselves  in  the  course 
of  their  common  works?  They  would.  The  workmen's  in- 
structions would  be  referred  to  the  bench  marks.  The  bench 
marks  would  also  supply  a  great  amount  of  useful  information 
to  public  Boards,  who  could  then  judge  in  many  instances  with 
nearly  the  same  accuracy  with  which  a  surveyor  or  engineer 
could  judge.  They  would  afford  constant  information,  and 
save  numerous  repetitions  of  surveys. 

It  is  your  opinion  that  it  would  ultimately  save  expense  to 
the  town,  the  bench  marks  having  been  once  established  ?  

CI)o1you  see  any  ground  for  believing  that  the  construction 
of  detached  houses  may  be  promoted,  as  a  better  and  not  more 
expensive  security  against  the  spread  of  fires,  than  the  erection 

of  party  walls  between  each  dwelling?-  In  general  it  would 

be  cheaper,  and  almost  invariably  more  beneficial  to  leave  an 
unoccupied  plot  of  ground  of  the  width  of  a  house  at  the  end  of 
every  eighth,  tenth,  or  twelfth  dwelling  of  a  street ;  such  a 
l^Tel^uatiou  of  this  mode  of  levelling,  see  the  evidence  of  Mr.  Deau, 
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measure  would  not  only  prevent  the  lateral  spread  of  destruc-  T>  ^g^"*- 
tive  fires,  but  would  secure  a  free  ventilation  of  the  interiors 
of  squares,  or  blocks  of  buildings  which  are  now  little  better 
than  cisterns  of  stagnant  air  contaminated  by  every  source  of 
exhalation. 

Would  a  space  to  every  eighth  house  suttee  (  }es>  ,L 

think  it  would ;  the  distance  between  these  spaces  might  in 
general  be  regulated  by  the  class  of  houses  on  a  due  considera- 
tion of  all  the  circumstances  affecting  the  health  and  condition 
of  the  inhabitants. 

Would  not  the  extra  expense  of  eight  or  ten  party-walls  in 

general  exceed  the  value  of  the  land  required  for  the  space  ?  

In  general  it  would  ;  particularly  in  provincial  towns  and  new 
neighbourhoods. 

From  your  practice  or  observation,  in  respect  to  the  con- 
struction of  tenements  in  the  provincial  towns,  do  you  deem 
legislative  protection  necessary  as  to  the  sorts  and  sufficiency 
pf  materials,  so  as  to  ensure  the  stability  of  tenements  or 

edifices  of  any  kind?  1  think  that  legislation  on  these 

points  would  have  the  effect  rather  of*  preventing  improvement 
than  otherwise,  by  restricting  invention  and  the  use  of  new 
materials.  I  would  carefully  avoid  an  excess  of  legislation,  and 
prefer  giving  general  discretionary  powers  to  a  competent 
authority. 

This  arrangement,  then,  would,  besides  effectually  prevent- 
ing the  lateral  spread  of  fires,  secure  a  greatly  improved  venti- 
lation within  and  amongst  the  buildings?  Yes,  it  would  do 

this,  and  in  many  cases  afford  double  frontages  for  shops  and 
other  buildings  requiring  a  large  quantity  of  light.  I  state 
this  more  with  a  view  to  the  regulation  of  the  sites  of  houses 
in  new  districts  than  with  a  view  to  any  alteration  of  build- 
ings in  old  districts. 

Are  there  any  party  walls  to  the  tenements  of  the  working 

classes  at  Nottingham  ?  No  ;  the  dividing  walls  are  very 

rarely  more  than  four  inches  and  a  half  in  thickness. 

Do  fires  ever  occur  in  buildings  of  this  class?  Very 

rarely,  practically  never. 

Then  practically  there  would  appear  to  be  no  need  of  party 
walls  in  respect  to  this  class  of  dwellings,  at  the  least  for  the 
prevention  of  fire  ?  1  think  not. 

What  would  be  the  additional  expense  of  a  party  wall  to 
this  class  of  dwellings  ?  Generally  about  5/.  per  house. 

What  proportion  does  that  bear  to  the  whole  cost  of  the 
house  ?— About  one-twelfth. 

What  additional  rent  occasion? — — About  two-pence  per 
week. 

That  is  to  say,  as  much  as  would  pay  for  insuring  a  loss  of 
2001.  (including  the  duty)  and  double  the  expense  of  affording 
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a  supply  of  water,,  instantaneously  applicable  to  the  extinction 
of  any  fire,  night  as  well  as  day,  and  diminishing  the  necessity 
of  insurance  itself?  Yes,  certainly. 

In  respect  to  the  higher  class  of  dwellings,  have  you  observed 
any  case  for  legislative  interposition  to  ensure  the  building  of 
party  walls  at  Nottingham  or  other  towns  for  which  there  is 

now  no  Building  Act  ?  No,  I  have  observed  no  amount  of 

evil  to  compensate  for  the  expense.  The  gross  expense  of  party 
walls  would  almost  everywhere  be  greater  than  the  amount  of 
capital  requisite  for  supplying  it  with  water. 

You  have  now  examined  the  different  rates  of  mortality 
incident  to  different  states  of  the  internal  and  external  ventila- 
tion of  houses  ;  to  the  different  states  of  atmospheric  impurity 
occasioned  by  the  defective  arrangements  for  the  internal 
cleansing  of  their  houses  and  the  defective  arrangements  for 
the  cleansing  and  drainage  of  the  streets  and  land  in  the 
vicinity  of  houses  :  to  what  extent  do  you  consider  it  practica- 
ble to  reduce  the  mortality  prevalent  amongst  the  labouring 

classes  by  measures  within  public  administrative  control?  

To  the  extent  of  20  per  cent,  most  certainly,  and  by  the  same 
means  promote  their  comfort,  happiness,  intelligence,  and 
pecuniary  interests. 

Has  not  your  attention  been  called  to  the  defects  of  the 
existing  arrangements  for  obtaining  supplies  of  water,  and  for 
effecting  drainage  and  other  local  improvements  attendant,  on 
the  present  mode  of  procedure  for  obtaining  powers  to  effect 

such  objects  by  private  or  local  Acts  of  Parliament?  In  the 

course  of  practice  as  an  engineer,  my  attention  has  been  un- 
avoidably drawn  to  this  subject. 

Are  not  many  small  places  excluded  from  the  benefits  ob- 
tained by  larger  places,  by  the  great  cost  of  procuring  an  Act 

of  Parliament  ?  Yes  ;  the  expense  of  procuring  an  Act  of 

Parliament  operates  to  prevent  many  useful  works  of  .  .nail 
size  from  being  executed.  I  have  known  small  water-works 
and  gas-works  to  be  established  without  the  authority  of  Par- 
liament, and  for  as  little  as  would  have  been  the  cost  of 
obtaining  the  power.  Of  course  this  was  done  at  considerable 
hazard,  for  no  protection  is  now  afforded  to  works  so  esta- 
blished. In  some  instances  the  place  has  gradually  grown, 
and  the  works  have  ultimately  afforded  the  appearance  of  profit. 
A  competitor  has  then  stepped  in,  and  by  obtaining  an  Act  of 
Parliament,  greatly  injured  the  first  advent urers.  Hence  arises 
a  reluctance  to  invest  money  in  works  which  are  too  small  to 
bear  the  expense  of  an  Act  of  Parliament,  and  yet  too  costly  to 
be  constructed  without  one. 

In  these  cases  arc  not  two  capitals  and  two  establishments 

imposed  on  a  field  that  might  be  well  supplied  by  one  ?  

Yes. 
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Does  not  this  also  occur  when  the  first  company  was  esta-  T-  "Esq"107' 
blishecl  by  Act  of  Parliament?  Yes,  frequently. 

What  is  the  operation  of  this  introduction  of  a  second  com- 
pany ? — Usually  injurious  to  the  interests  of  the  proprietors 
and" of  the  public. 

State  upon  what  you  ground  that  opinion  ?  Two  capitals 

become  invested ;  two  sources  of  wear  and  tear  are  created ; 
two  managements,  and  two  complete  sets  of  officers  must  be 
maintained  ;  two  causes  of  loss  and  leakage  are  established ; 
for  all  which  the  public  must  and  do  ultimately  pay  as  well  as 
for  the  enormously  expensive  conflict  to  obtain  the  Act  of  Par- 
liament, and  for  the  rivalry  and  strife  of  several  subsequent 
years.  It  may  be  mentioned  that  in  some  districts  of  London., 
three,  four,  or  five  companies  have  pipes,  and  are  occupied  in 
performing  the  service  which  might  be  quite  as  effectually 
rendered  by  one,  and  perhaps  by  that  one,  under  proper  super- 
vision, at  half  the  cost  of  the  present  supply.  These  companies 
seldom  continue  in  active  competition  for  long  periods.  Finding 
the  competition  ruinous,  they  coalesce  openly,  or  enter  into  a 
private  understanding,  by  which  the  public  are  deprived  of  the 
benefits  of  the  supposed  competition.  The  charges  are  either 
increased  or  remain  fixed  much  above  those  at  which  a  single 
company  would  willingly  supply.  It  may  be  affirmed  that  the 
metropolis  might,  under  proper  arrangements,  be  efficiently 
supplied  with  gas  at  5s.  per  thousand  feet,  instead  of  at  the  8.y. 
or  9.?.  now  charged,  and  yet  the  companies  are  in  general  ill 
remunerated  for  the  capital  they  have  invested,  and  the  risk 
they  have  encountered,  and  this  evil  arises  solely  from  the 
great  amount  of  capital  brought  into  the  field  to  encourage 
competition,  and  to  satisfy  the  complaints  against  a  monopoly 
which  exists  only  in  consequence  of  the  omission  of  Parliament 
to  subject  single  companies  to  a  supervising  authority  compe- 
tent to  afford  an  equal  protection  to  the  interests  of  the  public 
and  of  such  companies. 

Then  if  the  metropolis  were  supplied  with  gas  under  one 
management,  might  the  gas  be  sold  at  5s.  per  thousand  cubic 
feet,  and  yet  afford  a  fair  rate  of  remuneration  upon  the  invest- 
ment? It  undoubtedly  might;  at  Manchester,  with  one 

concern,  the  charge  for  gas  in  1842  w~".  5,?.  2d.  per  thousand 
cubic  feet  delivered  ;  while  in  Liverpool,  with  two  companies, 
it  was  6v.  2d. ;  but  notwithstanding  the  Is.  difference  in  price, 
and  a  smaller  manufacture,  Manchester  was  enabled  to  apply 
to  the  improvement  of  the  town,  and  in  increase  of  assets,  as 
much  as  the  two  10  per  cent,  dividends  of  the  Liverpool  com- 
panies,— thus  showing  that  two  companies  will  cost  the  public 
20  per  cent,  more  than  one  company.  Another  remarkable 
instance  is  that  of  Glasgow,  which  being  at  present  supjnied 
by  one  company,  the  public  are  charged  only  1*.  3£dL  per 
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r.  iiawksiey,   thousand  feet  in  payment  of  dividends,  whereas  in  Liverpool, 
■  where  there  are  two  companies,  the  public  are  necessarily 

charged  2s.  5Jd.  per  thousand  feet  for  the  payment  of  divi- 
dends. .  Til* 
Can  you  state  that  the  same  circumstances  are  applicable  to 

the  supplies  of  water  to  the  public?  Yes,  they  are  more  or 

less  applicable  to  all  rival  establishments  working  with  a  super- 
fluous capital,  which  is  for  the  most  part  irremoveable.  Second 
companies  would,  in  general,  be  wholly  unnecessary,  but  for 
original  defects  in  the  system  of  legislation.    In  nearly  all 
cases  the  objects  sought  to  be  obtained  by  the  introduction  of 
rival  companies  would  be  infinitely  better  obtained  through  the 
agency  of  an  authority  instituted  for  the  double  purpose  of  en- 
forcing the  compliance  of  the  original  companies  with  the  pro- 
visions of  the  Acts  under  which  they  are  established,  and  of 
protecting  them  from  the  aggressions  of  interested  parties  and 
of  capitalists  stimulated  to  the  conflict  by  the  hope  of  pecuniary 
gain.    For  example,  in  the  case  of  Liverpool  there  arc  two 
capitals  employed  in  supplying  the  town  with  water  on  the  old 
system.    I  believe  it  would  be  found  that  one  of  these  Com- 
panies could,  with  but  small  additions  to  its  means,  supply  the 
whole  of  the  water  required  for  public  purposes  had  there 
been  any  authority  to  interfere  and  adjust  equitably  the  addi- 
tional charge  to  be  made  for  the  extended  supply.    But  the 
usual  mode  of  intervention  was  in  this  case  resorted  to.  A 
third  capital  of  100,000Z.  has  been  introduced  to  effect  purposes 
which  might  have  been  obtained  at  probably  one- third  the 
expense    This  additional  capital  has  been  raised  for  the  attain- 
ment of  a  nearly  single  object,  viz.,  the  extinction  of  fire,  and 
will  entail  a  lasting  tax  and  an  annual  expenditure  ot  large 
amount  upon  the  inhabitants.   Moreover,  the  machinery  being 
intended  for  only  very  occasional  use  is  less  likely  to  be  main- 
tained in  perfect  order  and  readiness  than  machinery  required 
for  constant  service. 

Then  you  consider  that  great  injury  is  done  to  the  public  as 
well  as  to  the  companies  by  the  want  of  an  intermediate  pro- 
cedure, and  means  of  inquiry  and  control  by  some  superior 

authority?  Yes.    I  may  further  illustrate  tins  want  by  the 

case  of  the  city  of  Glasgow,  in  respect  to  its  gas-works.  1  hat 
city  was  supplied  by  one  Company,  which,  as  its  consumption 
of  gas  and  its  works  extended,  went  on  reducing  its  charges. 
The  quality  of  its  gas  was  proved  and  admitted  to  be  excellent, 
the  price  very  reasonable,  and  the  manufacturing  power  more 
than  sufficient.  But  its  supposed  prosperity  excited  the  cupi- 
dity of  another  body  of  speculators,  who,  hoping  that  they 
■miffht  share  the  extending  field  of  supply,  made  application 
for  a  private  Act.  The  diminished  and  diminishing  price  was 
incontrovertible  j  but  the  Company  had  refused  to  supply  con- 
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sumers  during  the  day,  on  the  ground  that  the  expense  of  a  T-  fl§j|?u* 
day  supply  to  the  few  consumers  requiring  it,  would,  from  the 
leakage  of  the  extensive  system  of  pipes  to  be  kept  charged 
for  that  purpose,  be  wholly  disproportionate  to  the  return. 
This,  along  with  other  minor  allegations,  was  thought  to  justify 
the  resolution  that  the  preamble  of  the  Bill  was  proved,  and 
that  a  further  supply  to  the  city  was  needed.  Now  the  conse- 
quence was  this,  that  a  further  capital  of  150,000^.  or  more 
has  been  driven  into  a  field  where  it  is  almost  entirely  super- 
fluous. The  interest  of  all  this  capital  must  and  will  be  charged 
on  the  public  within  the  field  where  it  is  obtruded ;  by  the 
introduction  of  this  other  Company,  the  cost  of  the  gas  will  be 
increased  or  kept  up  at  least  Is.  8d.  per  1000  cubic  feet,  even 
although  the  consumption  of  gas  should  increase  so  much  as 
30  per  cent.  This  will,  of  course,  constitute  a  permanent  tax 
in  whatever  form  it  may  arise.  The  old  Company  will  find  it 
impossible  to  go  on  with  their  reductions  of  price  with  the  in- 
creased consumption,  because  the  manufacture  will  be  divided. 
Whereas,  if  there  had  been  a  properly  constituted  Board  in 
London,  to  whom  an  appeal  might  have  been  made  on  the 
question  of  the  day  supply  to  the  consumers,  that  Board  would 
have  caused  a  local  examination  by  some  competent  and  im- 
partial public  officer,  who  would  perhaps  have  reported  that 
the  Company's  reasons  against  the  day's  supply,  and  against 
the  other  allegations,  were  insufficient.  This  determination  the 
Company  must  have  obeyed,  and  the  additional  supply  would 
have  been  given ;  and  instead  of  an  increased  and  permanent 
charge,  if  the  whole  supply  had  remained  to  be  given  from  one 
Company,  there  would  have  ensued  a  saving  of  at  least  4d. 
per  1000  feet  from  the  further  extension  of  manufacture, 
making  ultimately  a  difference  to  the  public  of  at  least  2s.  per 
1000  feet  on  all  the  gas  sold,  after  allowing  for  the  dividends 
on  such  small  additional  capital  as  it  would  have  become 
needful  to  invest. 

Can  you  afford  any  instances  of  the  public  advantages  re- 
sulting from  the  extension  of  such  manufacture  and  supply?  

Yes.  A  very  complete  instance  is  afforded  by  the  progress  of 
the  Glasgow  Gas  Company  :  in  consequence  of  a  triple  exten- 
sion of  manufacture,  the  quantity  of  gas  supplied  for  a  given 
sum  was  increased  about  35  per  cent.,  and  the  expenses  of 
management  were  greatly  diminished.  I  will  put  in  this 
printed  statement  (vide  Appendix,  p.  98),  which  1  consider  a 
further  exemplification  of  the  principle  already  expounded  in 
relation  to  Water  Companies. 

Amongst  other  inconveniences  of  having  several  irremove- 
able  capitals  or  sets  of  machinery  for  the  same  description  of 
supply,  does  not  it  occur  that  the  pipes  get  intermixed,  and 
the  supplies  of  one  company  are  taken  from  the  pipes  of  the 
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T'!K?i3ley  other?— It  does,  and  in  some  instances  pipes  have  become  so 
united  that  the  mains  of  one  company  have  been  partially  fed 
at  the  expense  of  the  other  company.  In  this  case  the  company 
whose  works  afford  the  greatest  pressure  is  the  sufferer,  and 
may  be  ruined  by  the  goodness  of  its  supply.  Some  competing 
Gas  Companies,  as  well  as  Water  Companies,  have  been  most 
severely  injured  by  occurrences  of  this  nature. 

Do  you  'believe  that  Companies  having  the  supply  of  water 
as  well  as  gas  would  in  general  be  willing  to  submit  to  superior 
regulations  and  control,  and  even  relinquish  their  prospects  of 
any  increase  of  revenue  beyond  the  legal  interest  on  captal 
invested  for  the  sake  of  obtaining  by  such  submission  security 
for  their  property,  and  the  great  additional  value  which  that 

security  would  confer?  1  believe' all  respectable  Companies 

would  be  glad  to  submit  their  works  and  interests  to  the  regu- 
lation and  control  of  a  properly  authorized  and  competent 
authority,  who  should  judge  and  determine  between  themselves 
and  the  public.    But  I  do  not  think  it  would  be  just  or  proper 
to  reduce  the  dividends  of  such  Companies  to  the  ordinary  rate 
of  5  per  cent.,  which  I  understand  to  be  implied  by  the  term 
leo-al  interest.   Many  Companies  have  encountered  great  risks, 
and  have  foregone  their  dividends  for  many  years,  and  though 
now  actually  receiving  more  than  common  interest  on  the 
nominal  value  of  their  shares,  are  really  deriving  under  all 
the  circumstances,  only  a  very  moderate  profit  upon  the  invest- 
ment    It  should  also  be  borne  in  mind  that  shares  are  trans- 
ferable, and,  as  such,  attain  the  value  due  to  the  risk  and 
prospect  of  the  Companies,  rather  than  that  value  winch  would 
represent  the  present  condition  of  the  Companies.    1  am,  how- 
ever, quite  certain  that,  if  public  Companies  were  placed  under 
the  protection  of  a  national  authority,  instituted  for  the  purpose 
of  enforcing  compliance  with  Acts  of  Parliament,  and  acting  as 
arbiters  between  the  public  and  the  Companies,  great  good 
would  result;  and  that  the  Companies,  being  freed  from  the 
risk  of  injury  by  rash  speculators  and  local  agitation,  would  in 
o-cneral  make  larger  investments,  afford  a  more  extended 
supply,  and  be  willing  to  receive  something  less  than  the  rate 
of  dividends  authorized  by  their  Acts  of  Incorporation  in  re- 
turn for  the  greater  security  of  their  property. 

Will  vou  have  the  goodness  to  state  by  what  form  ot  local 
administration  the  measures  which  you  deem  most  important 
to  the  health  and  comfort  of  the  population  may  be  the  best 

carried  out?  The  statement  of  my  observations  and  views  on 

this  very  important  subject  would  require  more  care  and  de- 
tail than  it  is  possible  for  me  to  attempt  in  a  verbal  examina- 
tion I  take  the  opportunity,  however,  of  stating,  that  1  think 
it  would  be  injurious  to  invest  any  local  body  with  new  powers 
of  expenditure  without  the  means  of  supervision  and  regula- 
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tion  by  a  competent  superior  authority,  to  protect  and  promote  T-  ir^sloy' 
the  true  interests  of  the  community.  It  is  impossible  that 
common  local  authorities,  subject  to  all  local  interests  and  in- 
fluences, could  conduct  such  an  important  business  with  any 
proper  degree  of  efficiency,  foresight,  and  economy.  There  is 
already  not  only  a  mischievous  division  and  petty  hostility 
amongst  different  local  bodies,  but  strong  and  direct  interests 
against  improvements,  to  overlook  which  would  be  completely 
fatal  to  any  plan  of  local  remedies.  In  Nottingham,  for  in- 
stance, I  have  repeatedly  heard  the  owners  of  the  small  houses 
in  the  most  crowded,  unhealthy,  and  altogether  worst  condi- 
tioned districts,  warmly  object  to  the  enclosure  of  the  com- 
monable or  lammas  lands,  using  such  terms  as  these  :  "  If  those 
lands  are  enclosed  and  built  upon,  our  houses  will  be  emptied." 
In  other  words,  the  working  classes  of  that  town  are  compelled 
to  submit  to  a  positive  diminution  of  life  resulting  from  con- 
finement in  an  unhealthy,  uncomfortable,  and,  in  some  respects, 
demoralizing  situation,  for  the  supposed  benefit  of  this  class  of 
proprietors.  I  say  supposed,  for  a  large  amount  of  loss  of  rent, 
as  well  as  of  an  increased  amount  of  local  taxation  falling  on 
the  owners  and  expended  in  relief,  is  undoubtedly  occasioned 
by  the  bad  and  crowded  condition  of  the  dwellings  which  the 
working  classes  are  thus  under  the  necessity  of  occupying. 

Does  this  class  of  persons  obtain  local  influence  in  the  deci- 
sion of  such  questions  ?  To  a  very  great  extent. 

As  the  land  in  the  centres  of  the  towns  would  always  be 
more  valuable  for  commercial  and  first-class  buildings  than 
any  outskirt  land,  may  it  not  be  presumed  they  must  be  ulti- 
mately gainers,  and  certainly  not  losers,  by  the  change ;  and 
would  not  the  benefits  derivable  to  themselves  from  improve- 
ments be  capable  of  demonstration  ?  They  are  not  likely  to 

be  persuaded  of  that;  for  although  I  have  no  doubt  they 
would  be  gainers,  yet  in  general  they  are  more  influenced  by 
their  apprehensions  of  immediate  loss  than  by  their  hopes  of 
future  gain. 

Then  are  not  the  occupiers  of  these  houses  alive  to  the  im- 
portance of  electing  independent  and  intelligent  persons  to 

represent  their  interests  on  the  local  Boards  ?  Quite  the 

contrary.  A  party  agitation,  generally  of  a  political  character, 
is  got  up,  by  which  the  real  merits  of  the  question  at  issue  are 
effectually  obscured. 

May  it  not,  however,  be  stated  that  the  charges  of  new 
improvements  being  frequently  levied  at  once  on  the  owner, 
who  is  defined  to  be  the  person  in  receipt  of  the  immediate 
rents  or  profits,  are  frequently  objectionable,  for  want  of  fair  dis- 
tribution, and  thus  inflict  injustice,  even  if  the  works  themselves 
were  of  undeniable  advantage  ? — —  It  is  almost  of  daily  occur- 
rence, undoubtedly,  that  the  immediate  pressure  of  the  pecu- 
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t.  iiawksiey,  n|arv  burthens  imposed  by  local  improvements  has  the  effect  of 
L'Sq'       depriving  for  a  time  the  owner  whose  property  is  in  mortgage, 
of  the  whole  residue  of  rent  after  payment  of  the  interest  on 
the  mortgage.  §  . 

Would  not  such  of  these  objections  as  are  just  be  obviated 
by  the  distribution  of  the  repayment  of  the  investment  over  a 

sufficiently  long  period?  Yes;  for  the  works  are  generally 

of  a  durable  character,  if  the  repayment  do  not  extend  over 
a  considerable  period,  the  burthen  of  the  permanent  improve- 
ment will,  in  many  instances,  have  to  be  borne  by  parties 
possessing  only  limited  interests. 

Would  not  such  arrangements  remove  opposition.'  lo 

some  extent  it  might  abate  it.  But  the  objections  are  always 
made  to  assume  a  party  character,  and  give  party  advantages. 
The  cry,  which  would  not  be  abandoned,  is  always  raised, 
"  Why,  it  is  the  Black  Party,  or  the  White  Party,  who  are  moving 
this  ;  they  only  want  to  tax  you  ;  vote  for  us,  and  we  will  pro- 
tect you  i"  Under  the  influence  of  feelings  thus  excited,  the 
working  classes  almost  invariably  act  in  direct  opposition  to 
their  real  interests. 

Where  there  are  no  properly  qualified  persons  for  the 
management  of  such  works,  do  you  think  the  risks  of  mis- 
management so  great  that  they  would  on  the  whole  be  under- 
taken as  cheaply  by  private  companies?  As  against  the 

ordinary  municipal  management,  which  is  of  a  very  expensive 
and  variable  character,  and  one  which  never  assumes  a  com- 
mercial character,  I  am  quite  certain  that  even  in  their  present 
shape  supplies  by  joint-stock  companies  are  better  and  cheaper. 
The  direction  which  in  companies  is  thought  to  require  some 
experience  and  qualification,  is  thought  in  the  bodies  adverted 
to  to  require  neither. 

With  regard  to  the  purposes  of  health,  how  do  you  consider 
that  Acts  of  Parliament  should  best  be  prepared  ?  Con- 
sidered solely  with  reference  to  health,  I  am  not  prepared  to 
give  an  immediate  opinion.  I  can  give  an  opinion  how  they 
should,  in  my  judgment,  be  prepared  generally,  and  I  appre- 
hend there  would  be  little  difference  in  the  mere  circumstances 
I  conceive  that,  after  an  Act  shall  be  proposed  to  be  obtained 
to  effect  any  local  purpose,  then  that,  before  it  shall  be  promoted 
in  the  House  of  Parliament,  a  competent  Commission  shou  d 
issue  (rather  from  an  established  central  authority  than  directly 
from  Parliament),  and  always  as  a  matter  of  course,  and  that 
the  whole  scheme  should  be  investigated  by  inquiry  and  in- 
spection on  the  spot  as  to  its  necessity  and  its  perfect  efficiency ; 
that  such  Commission  should  prepare  a  report ;  that  upon  that 
report  beino-  prepared,  a  Bill  should  be  drawn  according  to 
some  regular  rule,  and  by  the  officers  of  the  central  authority  ; 
that  after  the  Bill  has  been  so  drawn,  the  local  bodies  interested 
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in  the  measure  should  have  an  opportunity  of  inserting  in  it  T'Hjj£j?*ley 
any  clauses  they  might  wish  to  meet  their  own  special  views, 
and  that  those  clauses  which  met  their  views,  but  did  not  meet 
the  views  of  the  central  authority,  should  be  printed  in  italics ; 
that  the  Bill  in  that  state  should  go  before  the  House  of  Com- 
mons, along  with  the  report.;  and  that  the  Commissioners 
should  have  an  opportunity  of  being  heard  before  the  Com- 
mittee upon  it.  I  conceive  such  a  measure  as  that  would 
obviate  a  great  amount  of  defective  legislation.  In  conse- 
quence of  the  want  of  srjecial  investigation  on  the  spot,  legisla- 
tion by  private  acts  is  generally  carried  on  in  the  dark ;  and 
the  legislature  does  not  know,  and  cannot  know  what  extent  of 
powers  it  grants,  or  to  what  persons,  and  how  wastefully  or 
oppressively  those  powers  may  be  exercised.  The  worst  and 
most  inequitable  provisions  in  private  Acts  are  usually  to  be 
found  in  the  Acts  obtained  by  corporations,  and  other  bodies, 
having  the  command  of  the  public  purse.  Any  minority,  or, 
indeed,  any  majority,  or  any  private  individual,  affected  by 
and  opposing  these  Acts,  can  only  do  so  at  their  own  private 
expense,  which  is  generally  so  extreme  as  to  be  ruinous  or 
prohibitory.  The  projects  of  public  bodies  are  always  therefore 
to  be  looked  upon  with  suspicion,  and  require  the  most  close 
preliminary  and  disinterested  investigation  conducted  on  the 
spot,  as  to  the  propriety,  efficiency,  economy,  and  equity  of  the 
measure  proposed. 

Do  not  you  think  that  would  also  entail  considerable  delay  ? 

 No ;  I  think  there  is  quite  sufficient  time  between  the 

period  at  which,  under  the  existing  standing  orders,  the  notices 
are  given  in  the  newspapers  and  the  time  at  which  the  Bill  is 
brought  before  a  Commit  tee  of  the  House  of  Commons,  to 
investigate  the  whole  question  ;  and  I  think  that  its  subsequent 
progress  through  Parliament  would  be  greatly  facilitated  ;  that 
needless  Bills  would  not  be  presented,  and  that  useful  measures 
would  not  be  opposed. 

Such  local  examination  would,  you  consider,  include  a  plan 
founded  on  a  survey — in  the  case  of  water-works,  for  example  ? 

 In  all  cases  in  which  works  are  to  be  established,  whether 

for  water-works,  drainage,  or  for  any  other  purpose,  it  appears 
to  me  essential  that  there  should  be,  not  only  a  special  plan 
of  the  proposed  works,  but  also  a  general  public  plan  of  the 
entire  district  plan,  and  that  evidence  should  be  taken  before 
the  Commissioners  sent  down ;  nor,  indeed,  could  any  due 
investigation  be  made,  unless  it  was  based  on  a  plan  then 
already  prepared. 

Do  you  consider  that  the  present  mode  of  giving  notices 
of  private  Bills  is  sufficient  for  the  protection  of  the  interests 
of  the  great  mass  of  the  occupied  population  or  the  interests  of 
any  except  those  who  may  have  pecuniary  or  rival  interests  to 
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t.  Hawkey,  \>q  interfered  with  ?  The  notices  contain  next  to  no  informa- 
tion beyond  the  mention  of  the  locality  to  which  the  proposed 
Bill  is  to  apply  ;  they  convey  no  information  as  to  the  details, 
but  merely  that  it  is  intended  to  introduce  a  Bill  in  the  next 
session  of  Parliament  to  effect  certain  purposes  in  certain 
places. 

Would  not  an  examination  by  a  competent  authority  very 
frequently  serve  not  only  to  protect  the  parties  investing  then- 
capital,  but  also  to  protect  the  interests  of  third  parties, 
namely,  the  public  at  large,  as  well  as  reversioners,  from 
having  their  interest  prejudiced  by  a  scheme  pushed  forward 
with  one-sided  views  ?  It  would  have  that  effect  undoubt- 
edly, and  would  promote  uniformity  of  legislation,  which  is  a 
very  important  and  a  very  neglected  object. 

Would  such  an  examination  of  a  proposal  to  supply  water  to 
a  town  be  so  far  expensive  as  for,  that  to  be  a  serious  objection 
on  the  ground  of  expense,  or  would  it  not  in  point  of  fact  save 
the  expense  of  litigation,  and  save  resistance  by  parties  who 
would  yield  to  a  compulsory  constant  authority  what  they 
would  never  yield  to  on  the  part  of  those  who  were  imme- 
diately and  directly  interested  in  carrying  out  the  plan?  

Undoubtedly.  . 

You  think  that  such  a  survey,  and  a  report  upon  it,  would 

be  a  matter  of  economy?  Yes;  I  think  a  survey  applying 

to  the  district  would  be  most  valuable  as  the  basis  on  which 
all  subsequent  devices  and  works  could  be  formed,  and  that 
that  survey  itself  would  very  materially  dimmish  the  difficul- 
ties and  expense  of  preparing  the  plans  for  any  subsequent  j 

obiects.  ii*  i    i  i 

If  the  report  on  the  plan  and  survey  were  published,  and 
were  accessible  to  the  population  of  the  districts,  and  if  it  stood 
in  coincidence  with  the  charges  of  execution,  and  the  benent 
to  be  obtained  by  the  amount  each  individual  will  have  to  ex- 
pend, would  not  that  greatly  tend  to  popularize  and  facilitate 

works  of  that  kind?  Yes,  it  would,  and  it  would  allay  local 

and  party  agitation  on  the  subject,  which  is  frequently  highly 

iniurious.  ,       ,  . 

The  useless  expenditure  about  private  Bills,  which  ends  m 
some  privileges  being  obtained,  but  at  a  great  cost,  is  some- 
how or  other  extracted  from  the  public  ?  Undoubtedly  it 

is  an  addition  to  the  capital  of  the  Company,  for  there  is 
introduced  a  clause  into  every  private  Act,  by  which  the  Com- 
pany incorporated  is  enabled  to  treat  it  as  capital,  and  to  pay 
a  dividend  upon  it.  .  .  „ 

Anything  that  could  simplify  the  obtaining  powers  from 
Parliament:  either  by  a  general  Act  or  by  separate  Acts  well 
considered,  will  have  the  effect  of  cheapening  the  cost  of 
those  measures  to  the  public?  No  doubt,  but  it  would 
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be  very  difficult  to  have  a  general  enactment  for  those  objects;  t.  Hw*siey, 
there  are  so  many  interests  to  be  provided  for,  I  think  the 
application  of  the  powers  given  in  a  general  Act  must  neces- 

-  sarily  or  almost  always  be  aided  and  accompanied  by  a  private 
Act,  to  vary  them  and  enlarge  them,  and  multiply  them. 

You  object  to  a  general  Act  without  a  central  authority, 
but  not  to  a  general  Act  Avith  a  central  authority,  having 

]  power  to  regulate  ?  1  see  little  difficulty  in  a  general  Act 

with  a  central  authority.  Special  circumstances  may  even 
then  occasionally  arise  in  which  additional  powers  will  he  re- 
quired. 

Suppose  a  general  power  carried  out  with  the  view  you 
take,  and  the  provisions  of  it  to  he  in  some  measure  under  the 
direction  of  a  central  authority  with  reference  to  the  public 
health,  do  you  not  think  that  one  great  deficiency,  namely, 

:  the  want  of  water  in  many  Jarge  towns,  the  difficulty  and 
expense  of  obtaining  an  Act  being  removed,  would  be  sup- 

j  plied  by  individuals  or  Companies  who  would  be  ready  to 

invest  capital  for  such  purposes?  No,  not  as  to  large 

towns ;  but  I  think  as  to  small  towns  it  would.    There  is  now 

:  no  difficulty  in  obtaining  Companies  in  large  towns. 

Would  it  not  afford  a  facility  which  does  not  exist,  without 
getting  a  separate  Act  in  each  case,  if  persons  were  enabled  to 
join  together  for  the  purpose  of  supplying  water  for  a  town, 

or  any  other  purpose  of  that  kind?  1  think  that  it  would; 

but  such  a  power  would  be  very  objectionable  unless  the 
means  of  efficient  supervision  and  control  by  an  authority 
perfectly  independent  of  all  local  influences  were  at  the  same 

t  time  provided. 

Do  not  you  think  that  a  great  field  for  the  investment  of 
British  capital  might  be  opened,  by  reasonable  legislation,  to 

.  give  facilities  for  the  supply  of  water?  Yes,  and  I  think  if 

adequate  powers  were  given,  and  the  fear  of  competition  re- 
moved, a  great  amount  of  capital  would  be  invested  in  that 
and  other  analogous  undertakings ;  but  the  insecurity  of  the 
present  mode  of  investment,  from  the  danger  of  the  introduc- 
tion of  competing  Companies,  generally  does  interfere  with 
the  application  of  capital  to  those  purposes. 
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THOMAS  ASHTON,  Esq.,  examined.  T.  Ashton,  Esq. 

Are  you  a  manufacturer  at  Hyde,  near  Manchester  ?  Yes. 

How  many  labourers'  houses  have  you  there  ?  About  320. 

Have  you  introduced  water  into  these  houses?  Yes,  into 

every  house.  I  was  at  the  expense  of  putting  down  the  tenants' 
communication-pipe;  the  total  cost  was  about  1Z.  per  tenement. 
I  charge  them  Is.  per  annum  rent  for  this  tap,  which  is  included 
in  the  rent  of  the  water,  which  is  3c?.  per  week,  and  is  charged  by 
me  for  this  convenience.  I  pay  it  quarterly  to  the  Water  Com- 
pany. 

What  was  the  state  of  things  before  you  had  water  laid  on  ?  In 

what  way  was  the  water  procured  ?  They  had  to  fetch  it  from 

various  wells  and  places  in  the  neighbourhood.  They  had  also 
tubs  to  collect  rain-water  for  washing ;  these  tubs  were  continually 
leaking.  The  labour  and  annoyance  of  fetching  the  Water  was 
excessive.  They  fetched  it  in  cans.  The  wells  were  the  continual 
source  of  demoralization. 

Has  the  change  of  practice  given  satisfaction  to  your  tenants  ? — ! — 
Very  great,  indeed.  1  know  no  alteration  that  has  given  so  much ; 
there  is  never  any  complaint  in  paying  for  the  water.  They  say 
they  save  money  by  it ;  that  the  saving  in  cans  and  tubs,  which 
were  continually  broken,  would  almost  pay  the  expense. 

Have  you  observed  the  effects  on  their  domestic  habits?  

Their  houses  are  much  cleaner,  especially  their  back  yards.  The 
tap  is  placed  over  the  sink  in  the  kitchen;  it  is  always  at  hand,  and 
occupies  no  space ;  and  there  is  no  stint  in  the  use  of  the  water. 
On  some  occasions,  when  there  was  a  long  drought,  the  water  was 
shut  off  by  the  manager  for  fear  of  its  being  all  used  before  another 
supply  came;  but  on  such  occasions  of  intermittent  supply  it  is 
found  that  more  water  is  used,  than  when  it  is  on  constantly.  When 
it  was  let  on  occasionally,  for  fear  of  inconvenience  they  filled  all 
their  pans  that  they  might  not  be  straightened;  they  drew  con- 
sequently twice  as  much  as  they  used.  When  the  water  came  in 
again  they  threw  away  the  water  that  was  unused  and  took  a  fresh 
supply. 

From  your  experience,  have  you  any  doubt  that  where  Water  can 
be  procured  that  a  compulsory  measure  for  laying  it  on  in  the 
nouses  is  advisable,  and  preferable  to  any  measure  of  supply  by 

stand-cocks?  Wherever  the  water  can  be  had,  I  have  no  doubt 

of  the  propriety  of  a  compulsory  measure  for  laying  on  water  in  the 
iioii-cs.  In  our  neighbourhood  the  introduction  of  the  water  into 
the  houses  of  the  labouring  classes  is  proceeding  voluntarily.  They 
tried  the  system  of  supply  by  stand-pipes,  which  has  been  very 
generally  abandoned. 

Then  even  at  3d.  a-week,  which  is  deemed  to  be  double  the  ex- 
pense of  a.  practicable  supply  introduced  into  the  h  ouse  in  other 
places,  the  improved  supply  is  considered  an  economy  by  the  work- 
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t.  Aditon,  Esq.  inff  ciasses  ?  It  is,  in  fact,  an  economy.    For  a  family  of  six  or 

eight  persons  the  labour  of  fetching  water  for  washing  and  culinary 
and  domestic  purposes  was  very  great.  There  were  formerly  water- 
carriers.  The  poor  people  used  to  pay  a  penny  per  day  tor  the 
smallest  families;  some  of  them  paid  1*.  a-week,  and  were  m  no 
deoree  so  well  supplied  as  at  present.  Besides  the  expense  ot 
fetching  water,  they  had  formerly  the  expense  of  their  rain-water- 
tubs  and  pipes.  Their  condition  has  certainly  been  raised  by  an 
increased  supply  of  water,  more  attention  is  paid  to  cleanliness, 
personal  and  household.  The  regulation  of  the  supply  of  water  is 
undoubtedly  a  matter  of  national  importance. 

You  say  you  have  introduced  the  water  into  every  house ;  do 
you  mean  even  the  most  humble  habitation?  I  es. 

What  is  the  smallest  rent  paid  by  such  houses?  About  15c*. 

"  Have  you  noticed  anv  effect  on  the  health  ?  -Yes,  very  great, 

indeed;  cleanliness  has" always  a  tendency  to  health,  and  they  are 
much  more  cleanly.                                         .  _ 
You  consider  that  their  health  has  decidedly  improved  1  

C^s  compared  to  their  condition  previously?  Yes ;  they  admit 
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How  long  has  this  been  in  operation?  About  seven  years  from 

the  water  being  introduced  to  the  completion,  but  it  is  about  two 
years  since  the  whole  was  completed. 

Have  you  not  found  that  where  the  houses  belong  to  very  small 
proprietors  they  are  very  unwilling  to  pay  the  charge  lor  their 
tenants?  Certainly.  . 

Will,  therefore,  some  plan  by  which  a  water-rate  could  be  put 
on  the  owners  of  small  tenements  where  the  rent  is  secured  weekly 
or  at  short  intervals  be  highly  desirable?  That  is.  very  ad- 
visable, because  many  will  not  put  it  on  themselves,  and  the  land- 
lord will  not.                                     „•,,•.'',       ,  .  •■    i  „r 

You  think  that  some  plan  is  desirable  by  which  the  ownei,  ot 
small  tenements,  where  the  rent  is  received  either  weekly  or  monthly 
from  those  very  poor  people,  should  be  competed  to  pay.—  - 
Certainly;  but  under  some  restrictions  upon  the  Company  witn 
respect  to  the  size  of  the  dwellings. 

Do  you  not  think  that  the  same  observation  applies  to  the  pay- 
ment for  water  as  to  other  small  payments  of  that  kind! 

Certainly-  ,  •  ,  •      i  •  i 

Does  not  your  experience  in  the  populous  district  in  which  you 
live  show  that  their  not  being  obliged  to  do  so  is  a  very  great 
hinderance  to  the  improvement  of  many  of  those  poorer  districts.' 
 Certainly. 
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WILLIAM  CHADWELL  MYLNE,  Esq.,  C.E.,  examined.  ^c-^ylnc* 
Are  you  a  civil  engineer?  Yes. 

Your  father  built  Blackfriars  Bridge,  and  was  engineer  to  the 
New  River  Waterworks;  did  you  succeed  him  in  the  latter  ca- 
pacity ?  Yes. 

Besides  conducting  those  works,  have  you  not  been  extensively 
engaged  as  an  engineer  on  drainage  and  other  works,  and  been 
consulted  with  respect  to  the  supplies  of  water  in  different  parts 
of  this  country  and  abroad  ?  Yes,  I  have. 

The  New  River  Company,  we  understand,  is  the  oldest  system 
of  waterworks  in  the  metropolis ;  will  you  have  the  goodness  to 
describe,  briefly,  the  original  state  of  the  supply  in  the  metropolis, 
the  origin  of  the  New  River  Company,  the  progress  of  its  works, 
its  extension,  and  any  late  improvements  that  may  have  been 
made  under  your  direction  in  the  mode  of  supply  to  meet  the 

public  demand  ?  The  general  supply  of  London  has  increased  as 

the  wants  of  the  inhabitants.  Originally  they  appear  to  have  been 
supplied  by  the  numerous  excellent  wells  that  were  found  in  it, 
such  as  Holywell,  Clerkenwell,  Clementswell,  and  others;  also 
from  the  running  waters  of  the  bournes,  such  as  Langbourne  and 
Shirebourne.  These  being  insufficient,  the  next  means  of  supply 
were  by  conduits,  such  as  the  White  Conduit,  from  Islington,  Lamb's 
Conduit,  and  many  others.  These  conduits  were  supplied  by 
leaden  pipes,  which  arranged  the  water  for  distribution.  The  in- 
habitants of  London  were  thence  supplied,  as  the  people  of  Paris 
now  are,  by  water-carriers.  Several  of  the  conduits  were  destroyed 
by  the  Fire  of  London.  A  private  individual,  Peter  Morrice, 
a  Dutchman,  erected  the  first  waterworks  for  raising  water  from 
the  Thames,  and  laid  the  foundation  of  that  establishment,  which, 
under  the  name  of  the  London  Waterworks,  continued  until  they 
were  removed  with  the  Old  London  Bridge,  when  the  establish- 
ment was  transferred  by  an  Act  of  Parliament  to  the  New  River 
Company,  to  which  the  supply  of  the  city  of  London  was  trans- 
ferred. The  supply  by  the  New  River  was  the  enterprize  of  Sir 
Hugh  Middleton,  commenced  in  the  year  1609,  and  completed 
in  1613.  The  supply  is  from  the  springs  of  Chadwell  and  Am  well, 
with  additional  supply  out  of  the  Lea,  near  Chadwell  in  Hert- 
fordshire, which  is  about  20  miles  from  London  in  direct  dis- 
tance ;  but  the  course  of  the  river  is  nearly  39  miles.  The  dis- 
tribution of  water  by  the  old  conduits  I  have  stated  was  in  lead. 
Up  to  the  commencement  of  the  present  century  the  supplies  by 
all  the  Companies  were  by  wooden  pipes  of  elm.  The  New 
River  Company  had  at  that  time  400  miles  of  wooden  pipe. 
About  the  year  1809  the  use  of  water-closets  became  very  general 
among  the  better  description  of  houses.  The  distribution  of  the 
water  was  then  to  the  lower  floors.  The  water  was  forced  up  by 
iorce-pumps  to  supply  the  tanks  for  the  water-closets.  New 
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w.c.Myine,  Companies  were  then  projected  to  supply  the  water  at  a  higher 
Esq-  -  pressure,  and,  by  the  use  of  steam  power,  through  iron  pipes 
to  force  the  water  up  to  the  higher  stories,  which  could  not  be  done 
with  the  wooden  pipes.  Iron  pipes  were  then  generally  introduced, 
and  the  hi^h  service  adopted.  During  the  operation  of  completing 
their  works  in  iron,  the  Company  removed  or  abandoned  about 
20  miles  of  wood  pipe  per  annum.  The  bore  of  the  wooden 
mains  were  from  six  to  seven  inches,  and  of  the  service-pipes  three 
inches.  The  streets  were  relieved  by  the  substitution  of  large  iron 
mains.  The  principal  mains  now  vary  from  12  to  30  inches  ;  the 
sub-mains  are  seven  and  six  inches,  with  services  generally  ol  four 
inches.  By  the  increased  diameter  of  the  pipes,  the  friction  ol  the 
distribution  is  now  very  materially  reduced. 

Between  the  distribution  in  wood  or  iron,  were  there  any 

differences  experienced  affecting  the  quality  of  the  water.  

Not  any  material  difference  ultimately.    At  first  a  chalybeate 
effect  was  noticed,  and  I  now  dress  the  interior  of  the  pipe  with 
a  preparation  of  lime-water,  which  prevents  any  inconvenience  from 
beino-  felt    The  introduction  of  iron  pipes  had  been  attempted  by 
engineers  for  a  long  time  previously  to  the  general  introduction ; 
but  the  pipes  were  then  screwed  together  by  flanch  joints,  which 
allowed  of  no  contraction  or  expansion:   they  were,  therefore, 
broken  by  the  temperature  of  the  water,  producing  a  variation  in 
their  length;  they  became  defective  in  summer  and  winter,  accord- 
ing to  the  variations  of  the  temperature  of  the  water  introduced 
Tlie  pipes  were  as  thus  laid  down  in  the  New  Road,  one  rod  ot 
iron  two  miles  in  length.    They  broke  at  various  lengths,  com- 
mencing with  half  miles,  quarter  miles,  and  then  into  breakages  o 
about  100  yards  each.    This  difficulty  was  overcome  by  the  general 
introduction  of  the  cylindrical  socket  joints,  on  pipes  laid  down  m 
lengths  of  nine  feet,  which  allow  of  a  compensating  contraction  and 
expansion,  which  contraction,  however,  is  so  small  that  no  in- 
convenience is  felt  even  in  those  lengths  where  the  turned  cone 
joints  are  in  use  at  Manchester.    With  these  joints  which  must 
be  turned  accurately,  no  stuffing  is  required ;  only  a  little  whiting 
and  tallow  is  used,  and  the  joints  are  at  once  formed,  and  the 
pipes  driven  up.    The  use  of  packing  and  lead,  and  the  pilfering 
of  lead,  is  thus  wholly  avoided.    I  have  used  this  joint  for  the 
suction-pipe  of  a  steam-engine,  30  inches  in  diameter,  which 
answers  perfectly.    Formerly  the  tenants'  communication-pipes 
were  introduced  into  the  wooden  service-pipes,  and  afterwards  into 
the  iron  service-pipes  by  ferrules  of  brass,  which  commonly  pro- 
jected into  the  interior  of  the  pipe,  and  obstructed  the  passage 
of  the  water.    I  believe  that  these  ferrules,  which  are  very  liable 
to  be  loosened  by  the  different  contraction  of  the  metals,  are  still 
used  by  some  companies.    I  now  unite  all  the  tenants  commu- 
nication-pipes  by  flanch  joints,  the  pipes  being  cast  with  flanches 
Z  that  purpose     Before  this  change  was  effected,  during  bad 
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weather  or  the  breaking  up  of  a  frost,  20  or  30  tenants'  commu-  ^;M^»? 
nication-pipes  were  blown  out  in  a  week.  Formerly  all  the  cross 
branches,  when  the  distribution  was  by  wooden  pipes,  were  at  right 
angles!  When  iron  was  introduced,  I  took  care  to  have  them  all 
curved;  this  made  a  considerable  difference  in  respect  to  friction. 
Formerly  the  pipes  were  apt  to  be  broken  by  the  sudden  closing  of 
valve-cocks — by  the  introduction  of  the  screw-cocks,  which  the 
men  can  only  shut  gradually.  This  inconvenience  and  loss  is 
avoided,  and  in  the  case  of  supplies  at  high  pressure,  is  absolutely 
necessary.  The  improvement  as  to  the  quality  of  water  has  been. 
6'ffected  by  increasing  the  capacity  of  the  reservoirs  from  one  day's 
to  seven  days'  consumption.  We  have  since  that  time  t  urned 
much  rain  water,  which  came  into  the  Water  from  the  land 
surface,  under  the  river.  Then,  where  there  is  grass  land  ad- 
joining, we  have  fenced  off  the  river  to  prevent  cattle  getting 
into  it. 

What  is  the  quantity  of  water  at  present  distributed  by  the  New 
River  Company?  The  average  annual  quantity  of  water  sup- 
plied by  the  New  River  Works  for  the  last  three  years  has  been 
614,087,768  cubic  feet.  Deducting  from  this  the  larger  con- 
sumers and  street-watering,  together  about  33,529,400,  will  leave 
580,558,368  cubic  feet  per  annum,  being  equal  to  46g  cubic  feet 
per  tenement  each  alternate  day. 

What  is  the  number  of  the  houses  supplied  with  water  by  the 
New  River  Company  ?  As  near  as  I  have  been  able  to  ascer- 
tain, about  81,555  tenements. 

How  many  tenements  within  the  district  supplied  by  you  are 

supplied  by  common  cocks?  The  number  is  4198.    They  are 

in  course  of  reduction,  and  the  reduction  is  encouraged  by  the 
Company.  I  have  always  considered  the  system  of  separate 
supply  the  best  for  the  tenant  or  the  public,  and  also  for  the  Com- 
pany. I  believe  the  common  cocks  or  stand-pipes  are  less  by  one- 
half  what  they  were  ten  years  ago.  Some  of  these  supplies 
are  given  into  tanks,  from  which  the  inhabitants  of  the  courts 
draw  in  common ;  the  others  are  direct  from  the  service.  From 
these  latter  the  water  must  be  taken  during  the  period  limited 
to  that  supply. 

Have  you  any  means  of  knowing  what  proportion  of  the  houses 

within  your  district  have  water-closets?  —No,  we  have  never  kept 

any  account;  but  we  may  presume  that  each  house  supplied  above 
the  ground- floor,  of  which  there  are  about  21,362,  has  the  supply 
lor  the  purpose  of  filling  a  tank  for  the  water-closet,  and  if  you  sup- 
pose one-eighth  of  those  served  below  to  have  closets,  that  will 
make  28,887.    I  believe  that  to  be  so.    The  Use  of  water-closets 

greatly  extending,  and  the  applications  for  the  supply  at  high 
service  is  generally  for  that  purpose.  The  following'  is  a  return 
of  the  number  of  houses  so  supplied  as  near  as  I  can  furnish 
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W.  C.  Mylnc,  On  or  below  the  ground  floor,  and  not  more  than  6  feet  6 

Esq.,C.E.               inches  high  .   60,192 

„        „       first  floor   7,956 

„       second  floor   7,356 

third  floor   3,772 

„        „       fourth  floor   1,689 

„       fifth  floor  and  upwards   590 


i81,555 


The  Company  only  carries  the  mains,  the  district  mains,  and  the 
service-pipes,  through  the  streets,  and  has  nothing  to  do  with  the 
tenants'  communication-pipes  ?— — No  ;  the  Company  only  lays 
down  iron  pipes.  The  tenants  lay  down  the  leaden  pipes,  but 
when  these  leaden  pipes  are  out  of  repair,  the  Paving  Acts  ot  Par- 
liament require  the  Water  Company  to  open  the  ground  and  see 
that  the  repair  be  completed  at  the  expense  of  the  parties  to 
whom  it  may  belong. 

If  a  court  has  to  be  supplied  with  water,  does  the  Company 

carry  up  a  pipe  ?  Yes,  it  carries  iron  pipe  up  all  public  ground, 

or  that  which  is  under  the  jurisdiction  of  the  parish  authorities.^ 

Were  you  consulted  as  an  engineer  on  a  plan  for  supplying 

Paris  with  water?  Yes,  I  was  in  1817  and  in  1823.    I  am 

still  engaged  upon  that  subject. 

In  the  plan  you  have  proposed,  did  it  not  form  a  part  that  the 
tenants'  communication-pipes  should  be  provided  and  laid  down 
by  the  Company  as  an  essential  part  of  the  works  of  distri- 
bution ?  Yes ;  I  considered  it  the  most  desirable  that  it  should 

do  so. 

Will  you  state  the  advantages  to  the  tenant  or  the  public  that 
were  proposed  from  that  part  of  the  plans  over  the  common 
method,  leaving  every  uninformed  occupier  or  owner  to  the  ne- 
cessity of  employing  a  separate  plumber  to  complete,  as  he 

might,  that  part  of  the  general  machinery?  In  the  first  place 

it  would  effect  a  considerable  saving  of  capital;  in  the  next  place 
it  would  be  done  on  principle  and  in  a  superior  manner.  The 
trading  plumber  has  no  motive  to  carry  out  improvements, — two 
lengths  of  pipe  may  be  put  where  one  would  serve.  As  an  ex- 
ample of  the  improvement  proposed  to  be  introduced  in  detail,  I 
had  intended  to  introduce  lead  pipes,  with  screw  joints,  similar  to 
those  used  in  wrought-iron  pipes.  The  cost  of  these  joints  were 
not  above  a  penny— they  would  have  superseded  completely 
the  plumber's  joint,  and  neither  the  plumber  nor  his  irons,  fire, 
ladle,  nor  labour,  were  necessary,  and  an  expense  of  3s.  Gd.  per 
joint  was  saved.  In  various  respects  we  should  have  economized 
the  machinery  for  distribution. 

This  portion  of  the  machinery  being  laid  down  by  the  Com- 
pany, was  it  proposed  to  charge  at  once  the  expense  of  this  outlay 

upon  the  owners  or  occupiers,  or  to  charge  for  it  a  rental?  It 

was  proposed  to  charge  interest  on  the  extra  amount  of  outlay  as  a 

16  Then  these  tenants'   communication-pipes  would  have  been 
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under  the  same  general  care  as  the  mains  or  iron  pipes  of  distri- 
bution ?  Yes,  that  was  my  view  ;  and  my  opinion  has  always 

been,  that,  as  public  traders,  that  which  is  best  for  the  public 
customer  is  ultimately  the  best  for  the  Company  by  whom  they 
are  supplied. 

What  would  be  the  extent  of  probable  advantage  to  the  public 

in  respect^to  the  saving  of  repairs  ?  Very  great ;  one  public 

officer  would  have  been  appointed  to  attend  to  the  laying  on  of  all 
houses,  as  also  to  all  the  repairs.  Under  ordinary  circumstances, 
when  an  accident  occurs  within  or  without  the  building,  the  tenant 
has  to  think  how  it  is  to  be  repaired,  and  has  to  consider  how  he 
is  to  pay  for  it,  and  who  is  to  be  sent  for  ;  the  plumber,  when  he 
arrives,  makes  the  repairs  in  his  own  way,  which  is  without  re- 
ference to  any  general  system.  Two-thirds  of  the  labour,  on  the 
occurrence  of  any  accident,  is  in  the  journeys  which  would  be 
rendered  unnecessary  under  a  general  system,  by  which,  on  such 
an  occurrence,  the  inconvenience  may  be  remedied  at  once.  The 
advantage  of  having  the  tenants'  communication-pipes  placed 
under  one  general  system,  would  have  been,  that  they  would  have 
been  so  laid  down  at  first,  as  to  have  avoided  many  of  the  inci- 
dental injuries  which  they  are  liable  to  from  frost  and  accidental 
circumstances,  as  well, as  being  placed  where  they  could  readily 
be  repaired. 

In  the  case  of  a  Company  undertaking  to  lay  down  these  pipes, 
would  not  ihe  repair  of  them  form  part  of  the  general  charge, 

and  be  added  to  the  rent  ?  Yes ;  frequently  an  accident  occurs 

towards  the  end  of  the  tenant's  term  of  occupation  in  the  pre- 
mises, and  the  cost  of  repairing  it  may  be  equal  to  his  quarters 
rent.  Beino-  a  tenant  at  will,  or  near  the  termination  of  his  lease, 
he  says,  I  may  be  turned  out  shortly  ;  it  is  not  worth  my  while 
to  undertake  it,  and  it  is  left  undone,  if  within  his  premises. 

Increased  dilapidation  must  be  the  consequence?  Of  course, 

that  naturally  results. 

In  that  plan,  then,  you  assumed  as  a  principle  that  the  tenants 
must  be  relieved  of  the  immediate  outlay,  and  the  expense  be 

spread  over  a  period  and  collected  as  a  rent  ?  Yes,  certainly. 

This  was  the  more  necessary  at  Paris  where  the  dwellings  are  ex- 
tensively occupied  in  flats  (as  at  Edinburgh  and  Glasgow,  and  in 
several  other  towns)  as  distinct  tenements.  Each  flat  would  be 
held  for  various  periods,  some  of  the  nature  of  tenancies  at  will, 
some  of  them  of  the  nature  of  leasehold,  and  under  every  descrip- 
tion of  interest  and  period  of  occupation.  Of  course,  the  parties 
having  short  intervals  would  not  undertake  the  immediate  expense 
ot  the  outlay  for  the  permanent  improvement,  nor  would  the  per- 
sons in  the  lower  apartments  pay  for  the  repairs  in  any  lower  part 
ot  the  building  necessary  for  the  supply  of  any  upper  apartment. 

Did  the  plan  of  comprehending  the  tenants'  communication- 
pipes,  and  the  whole  machinery  under  one  general  system,  offer 
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w.  o.Myinr,   any  advantages  in  respect  to  economy  and  sufficiency  in  laying 
Esq.,  .  .     (-[own  tnc  ir011  pipes  ? — — In  a  new  town  there  would  often  be  much 
public  economy  in  laying  pipes  on  both  sides,  instead  of  in  the 
centre  of  the  streets, — there  would  be  the  saving  of  lead  pipes, 
the  saving  of  repairs  to  these  lead  pipes,  the  avoidance  of  the  in- 
convenience and  expense  of  breaking  up  the  roads  for  that  purpose 
— the  saving  of  the  inconvenience  to  the  tenants  in  the  event  of 
frosts,  from  there  being  less  of  their  smaller  pipes  being  exposed. 
In  a  street  of  60  feet  wide,  the  saving  of  lead  pipe  would  be  about 
20  feet  to  each  tenant ;  that  is,  if  the  street  is  built  upon  each  side, 
there  would  be  40  feet  of  leaden  pipe  saved  in  a  house  frontage  of 
say  20  feet,  therefore  20  feet  of  iron  extra  would  avoid  the  use  of 
40  feet  of  lead. 

In  carrying  the  water  up  the  higher  houses,  would  you  not  have 
introduced  iron  pipes? — -—We  should  have  introduced  iron  when- 
ever we  could.  At  that  time,  when  lead  was  very  dear,  I  contem- 
plated the  use  of  tinned  copper  pipes. 

How  many  water-carriers  were  there  in  Paris  in  1823?  

The  number  of  people  thus  occupied  in  Paris  was  1400. 

What  was  the  charge  for  carrying  water  ?  Their  rate  of 

charge  is  commonly  Id.  for  every  six  gallons. 

What  inconveniences  were  experienced  from  the  water-carriers? 

 The  house  is  open  to  them  at  all  hours  in  the  day  ;  they  have 

the  opportunity  of  being  in  league  with  the  servants,  and  may 
therefore  convey  away  the  surplus  of  victuals  of  the  kitchen,  and 
be  the  bearers  of  unauthorized  correspondence.  The  public 
streets  are  thronged  with  them,  to  the  great  inconvenience  of  the 
passengers;  and  the  staircases,  also,  leading  to  the  several  flats,  are 
much  inconvenienced  by  their  traffic,  and  consequent  dirt.  The 
public  fountains  are  still  worse  in  their  consequences  when  the 
domestics  are  required  to  attend  and  convey  the  supply  required 
for  the  families. 

It  appears  that  in  towns  in  England,  which  were  formerly  sup- 
plied by  stand-pipes,  or  common  cocks  in  courts,  that  the  distri- 
bution of  water  into  the  houses  has  been  found  to  be  an  economy 
of  two-thirds  of  the  expense  of  labour  of  fetching  water  even  im- 
mediately from  the  door  :  that  by  the  application  of  capital  and 
machinery  in  the  distribution  of  water  by  a  Company,  or  under 
scientific  arrangements,  the  labour  of  pumping,  where  spring  water 

and  the  pump  is  to  be  had  gratis,  is  rendered  expensive?  V  es  ; 

this  has  always  worked  out  in  practice.  At.  Colchester  I  re- 
member that  almost  every  house  had  a  good  pump  and  well,  when 
the  waterworks  were  first  executed  ;  few  received  the  water  at 
first,  and  my  opinion  was  required  upon  what  was  supposed  to  be  a 
defect  in  the  work.  My  advice  was  to  wait  patiently  for  the  repairs 
of  the  pumps.  Thev  did  so,  and  in  about  seven  years  the  ma- 
jority of  the  town  received  the  water,  and  I  believe  now  all  the 
'respectable  houses  arc  supplied. 
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Do  you,  as  an  engineer,  recognize  the  application  of  the  principle  ^-^"fJ 
of  the  cheapening  by  one  general  machinery ;  the  labour  of  supply- 
in^-  a  town  with  water,  to  the  saving  of  hand  labour  and  cartage 
iu°cleansing  or  removing  the  excreta  of  a  town,  by  applying  the 
principle  of  removing,  under  one  general  system  all  such  excreta  in 

suspension  in  water  ?  1  have  no  question  as  to  the  theory, — I 

have  always  applied  it  in  practice  to  the  cleansing  of  reservoirs,  &c, 
and  in  mill  rivers.  It  is  practised  throughout  the  kingdom, 
wherever  the  substance  is  at  all  capable  of  being  put  in  suspension 
in  water.  The  power  of  putting  and  maintaining  substances  in 
suspension  depends  greatly  on  the  velocity  of  the  stream. 

If  you  had  been  enabled  to  carry  the  water  into  the  houses  in 
Paris,  would  it  have  led  to  the  general  application  of  the  water- 
closet  system  as  a  means  of  cleansing  ?  Decidedly  so  ;  the 

houses  were  already  prepared  for  the  introduction  of  the  system, 
and  it  was  much  wished  for  by  the  inhabitants  ;  and  sewers  were 
then  being  constructed  in  all  parts  of  the  city. 

Then  the  completion  of  the  system,  or  combining  cleansing  with 
a  system  of  supplying  water  by  machinery,  would  have  led  to  the 
supercession  of  the  labour  of  the  body  of  vidangeurs,  or  nightmen  and 

scavengers,  as  well  as  of  the  labour  of  the  porteurs  cteau  ?  

Decidedly  ;  it  would  not  only  have  superseded  the  labours  of  the 
vidangeurs,  but  the  nuisance  of  their  labours,  which  every  one  who 
has  passed  through  the  streets  at  Paris  at  the  night  will  be  well 
aware  of.  It  is  indisputable  that  water  is  the  best  and  cheapest 
means  of  removing  all  decomposing  matters.  Nothing  improves 
the  habits  so  much,  nothing  civilizes  a  population  so  much,  as 
improvements  in  the  modes  of  removing  the  excreta  of  the  popu- 
lation. I  know  scarcely  anything  so  demoralizing  and  degrading 
as  the  common  privies  to  various  courts  in  towns,  and  to  clusters 
of  cottages  in  villages.  For  tins  reason,  wherever  I  could  recom- 
mend it  to  be  done,  I  have  abolished  them ;  and  I  conceive  that 
there  should  not  only  be  separate  accommodation  for  each  house, 
but,  when  possible,  separate  accommodation  for  males  and  females 
of  all  classes. 

In  digging  to  lay  down  the  water-pipes  in  the  metropolis,  is 
any  inconvenience  sustained  by  the  workmen  from  the  soakage  of 

the  cesspools  ?  No  ;  our  pipes  are  generally  laid  above  the  levels 

ot  the  basement  floors,  below  which  cesspools  are  generally  made, 
but  very  serious  inconvenience  is  sustained  by  the  gas  getting  into  the 
water-pipes. 

Is  that  a  frequent  occurrence  1  Yes ;  very  frequent,  where 

there  are  competing  Companies.  I  believe  the  joints  of  the  gas-pipes 
are  very  badly  made.  The  whole  of  the  earth  of  some  of  the  streets 
in  which  the  pipes  are  laid  is  so  charged  with  gases,  that  within  the 
boxes  ol  the  fire-plugs,  if  they  are  covered  over  in  the  evening, 
the  vapour  collected  in  the  twelve  hours  will  ignite  in  the  morning. 
Our  services  have  been  so  frequently  found  charged  that  complaints 
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W.  C.  Mylne, 
Esq.,  C.E. 


are  continually  being  made  of  gas  being  carried  by  them  into  the 
houses  together  with  the  water.    In  several  instances  explosions 
have  taken  place,  to  the  injury  of  the  persons  carrying  down  a 
light.     Instances  have  occurred  where,  lights  being  applied  to 
our  water-pipes,  the  gas  has  ignited,  as  if  the  pipe  were  a  gas- 
pipe.    I  have  no  doubt  that  houses  are  fired  by  these  escapes.  A 
short  time  since  a  sewer  exploded,  from  the  accumulated  gas  having 
been  accidentally  ignited,  in  Rosamond-street,  Clerkenwell.  It 
may  be  smelt  issuing  from  the  ground.    When  inconvenience  is 
first  discovered,  the  pipes  have  been  left  charged  with  water; 
thus  the  entrance  of  the  gas  into  the  pipes  is  prevented  from  being 
drawn  in  by  the  suction  of  the  water,  as  the  pipes  empty  themselves 
on  the  service-cocks  being  closed.    This  indraught  of  the  gas  has 
been  corrected  by  the  application  when  required,  of  a  stand-pipe 
against  the  front  of  the  houses,  on  the  top  of  which  is  placed  a 
valve  to  prevent  the  discharge  of  water,  but  open  to  the  discharge 
of  gas.    The  evil  has  been  the  subject  of  the  great  complaint  in 
the  places  named  in  the  following  returns : — 

Localities  in  which  Services  have  been  found  charged  with  Gas  during 

the  last  three  years. 

,  Sutton-street,  Soho.     .  .C.E. 

,  Great  Queen-street.    .  .  C.  E. 

Moor-street,  St.  Giles's.  .  C.  E.  L. 

Dean. street,  Soho  .  C.  E. 

.  Judd-street,  New  Road.  .  L.  I. 

Keppel-street    .    .    .  .'J. 

Rosoman-street  .    .    .  .  C. 


High-street,  St.  Giles's 
V.  Holbom 
V.  Holbom 
V.  Holbom 
V.  Strand  . 

Strand . 

Strand  . 

Crown-street,  Soho 


C.  E.  L. 
C.  E.  L. 
C.  E.  L. 
C.  E.  L. 
C.  E.  L. 
C.  E.  L. 
C.  E.  L. 
C.E.  L. 


C.  denotes  that  the  Chartered  Gas  Company  have  mains  and  services  in  the  locality. 
E.  •  Equitable  Gas  Company  „  » 

L.  „  London  Gas  Company  „  « 

j.  „  Imperial  Gas  Company  „  » 

Cases  in  which  the  evil  has  been  remedied  by  a  stand-pipe  and 
an  "  escape-valve"  have  V.  prefixed.  In  other  cases  cause  of  com- 
plaint has  been  removed  by  the  stoppage  of  leakage  in  gas-pipes, 
&c.  At  present  the  West  Middlesex  Water  Company  are  rednving 
in  Tottenham  Court-road,  with  the  view  of  getting  rid  of  the  same 

nuisance.  .  c  . 

The  annexed  wood-cut  shows  the  number  and  intricacy  ot  the 
water  and  gas-pipes  at  Upper  St.  Martin's-lane,  where  the  alter- 
ation now  being  made  in  the  line  of  sewer  has  afforded  an  op- 
portunity of  obtaining  the  specimen  : — 
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A  belongs  to  Chartered  Gas  Company,  4  inches  diameter. 
B  belongs  to  Equitable  Gas  Company,  6  inches  diameter. 
C  belongs  to  London  Gas  Company,  6  inches  diameter. 
D  helougs  to  Equitable  Gas  Company,  8  inches  diameter. 
E  belongs  to  London  Gas  Company,  12  inches  diameter. 
F  belongs  to  New  River  Water  Company,  10  inches  diameter. 
G  belongs  to  New  River  Water  Company,  6  inches  diameter. 
H  belongs  to  New  River  Water  Company,  5  inches  diameter. 
I  is  the  man-hole  for  entering  the  sewer. 

The  dotted  lines  mark  the  old  sewer  in  the  centre  of  the  former  street.    The  other 
line  shows  the  old  lines  of  the  houses. 

Have  you  also  heard  complaints  of  the  gas  finding  its  way  into 
the  sewers  ?  The  inconvenience,  as  well  as  the  danger  of  explo- 
sion arising  from  accumulations  of  gas  in  the  sewers,  has  caused  the 
officers  of  the  Westminster  sewers  to  make  use  of  the  Davy  Lamp 
as  a  protection  against  such  accidents.  The  following  is  the 
report  of  their  officers  on  the  subject  in  1841  : — 


Sewers  of  Westminster,  and  part  of  Middlesex. 

Experiments  with  the  Davy  Lamp  in  Examination,  Sfc,  of  Sewers. 

Seivers*  Office  for  Westminster,  fyc.t 
Ibth  March,  1844. 

In  accordance  with  the  direction  of  the  Court  of  the  2nd  of  February 
last,  we  beg  to  report  the  particulars  of  the  experiments  made  by  us,  in 
conjunction  with  Mr.  Farthing  of  the  Chartered  Gas  Works,  as  to  the 
applicability  of  the  improved  Davy  Lamp  to  the  duties  of  the  workmen 
and  officers  of  this  Court,  and  as  a  precautionary  measure  against  the 
frequent  explosions  of  gas  collected  in  the  servers. 

On  February  3rd,  we  made  an  examination  of  some  sewers  in  Blooms- 
bury.    Entering  from  Woburn  Street,  we  passed  into  Woburn  Court, 
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WEs'  %E6'   Dul{e  Street,  Castle  Street,  Museum  Street,  and  Great  Russell  Street : 
j8q"  "  '    and  returned  by  the  same  route  to  Woburn  Court,  having  been  occupied 
about  an  hour. 

On  February  7th,  from  the  Guard  Room  at  Buckingham  Palace, 
we  passed  through  the  line  of  sewers  leading  under  James  Street, 
Brewer's  Green,  Artillery  Place,  and  Strutton  Ground,  to  the  Horseferry 
Road  outlet  at  Milbank,  the  inspection  having  in  this  instance  occu- 
pied an  hour  and  seven  minutes. 

Again,  on  February  17th,  entering  the  sewer  in  Tottenham  Court 
Road,  opposite  Francis  Street,  we  passed  into  Drury  Lane,  Queen  Street, 
Wild  Street,  Vere  Street,  and  by  Saint  Clement's  Church  into  Norfolk 
Street,  in  the  Strand.  On  this  occasion  we  were  an  hour  and  five 
minutes. 

And  on  February  27th,  in  our  examination  of  the  sewer  from  Park 
Lane  through  Upper  Grosvenor  Street,  Grosvenor  Square,  and  Lower 
Grosvenor  Street,  we  were  occupied  nearly  three  hours. 

In  these  four  experiments  there  was  no  perceptible  diminution  in  the 
light  of  the  lamps,  of  which  we  had  three,  and  as  far  as  we  could  judge 
was  perfectly  adequate  to  any  purpose  required  in  our  investigations, 
either  as  regards  measurements  or  the  necessary  memoranda. 

It  ought  also  to  be  remarked,  that  in  the  sewer  leading  from  Castle 
Street  to  Museum  Street,  there  is  a  drop  in  the  levels  of  about  four  feet, 
which  compelled  us  to  pass  upon  our  hands  and  knees,  and  m  other 
parts  so  low  and  obstructed  as  necessarily  to  cause  much  motion  of  the 
lamp,  without,  however,  perceptibly  affecting  either  the  steadiness  or 
brilliancy  of  the  flame.  Moreover  in  the  experiments  in  Westminster, 
for  a  considerable  portion  of  the  distance,  the  water  and  silt  were  knee- 
deep,  and  from  the  unavoidable  splashing  (by  which  the  lamp  at  times 
was  entirely  covered),  it  would  have  been  impossible  to  have  preserved 
for  any  length  of  time  a  light  less  efficiently  protected. 

During  the  first  day's  examination,  we  were  not  sensible  of  the  pre- 
sence of  anv  .-as,  but  in  the  others  it  was  exceedingly  perceptible,  par- 
ticularly under  Strutton  Ground,  Westminster,  Tottenham  Court  Road, 
Monmouth  Street,  and  the  west  side  of  Grosvenor  Square,  so  much  so 
as  in  some  measure  to  affect  the  respiration,  and  without  doubt  had  the 
flame  of  our  lamps  been  exposed  to  its  action,  an  explosion  would 
have  been  inevitable:  for  instance,  in  the  sewer  on  the  west  side  of 
Grosvenor  Square,  which  was  exceedingly  low,  the  gas  was  ignited 
within  the  wire  shade  of  one  of  the  lamps,  but  without  producing  any 
effect-beyond  that  of  immediately  extinguishing  the  Wht;  There  w;ls 
alsoxluring  some  portion  of  the  route  in  the  third  experiment,  m  the 
neighbourhood  of  Messrs.  Meux's  Brewery,  and  adjoining  the  Distillery 
in  Vine  Street,  a  considerable  quantity  of  steam,  but  it  had  no  material 

effect  upon  the  Ugh't.  .  ...  .  ^ 

As  evidence,  however,  of  the  degree  of  protection  afforded  by  the 
Daw  Lamp,  we  would  instance  the  result  of  some  experiments  subsc- 
quentlv  witnessed  by  us  at  the  Chartered  Gas  Company's  Works,  in  the 
Horseferry  Road,  in  which  the  flame  of  the  lamp  was  subjected  to  a 
strong  pressure  of  carburetted  hydrogen  gas,  without  causing  the  ignition 
of  any  portion  of  the  jet  outside  of  the  wire  shade,  the  effect  being  similar 
to  that  before  noticed,  viz.,  that  when  the  gas  had  filled  the  interior  of 
the  lamp,  the  flame  was  immediately  enlarged,  and  (from  the  expulsion 
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of  the  oxygen)  became  gradually  reduced,  and  was  finally,  extinguished ;   w.  c.  MMMe, 
a  state,  b"e°  it  observed,  which  would  hardly  occur  in  practice,  without  Esci'>c-'- 
previously  indicating  its  own  danger,  as  it  implies  a  condition  of  atmo- 
sphere where  the  respiration  would  be  much  impeded,  and  in  fact  scarcely 
compatible  for  any  length  of  time  with  animal  existence. 

It  would  appear,  therefore,  that  where  there  is  a  liability  to  explosion 
from  the  presence  of  carburetted  hydrogen,  or  other  cause,  the  Improved 
Davy  Lamp  affords  an  almost  certain  protection. 

For  practical  purposes,  as  regards  any  required  operations  in  the 
sewers,  its  light  under  general  conditions  would  be  sufficiently  powerful, 
and  at  the  same  time  free  from  the  liability  of  being  extinguished  by 
any  accidental  circumstance. 

We  would,  therefore,  respectfully  submit  to  the  Court  the  propriety 
of  generally  adopting  the  Davy  Lamp,  in  all  cases  connected  with  sewer 
examination,  which,  if  not  a  perfect,  is  at  least  the  most  effectual 
security  we  possess  against  the  recurrence  of  those  accidents  so  recently 
in  our  recollection. 

George  Hawkins,  Assistant  Surveyor. 
Robert  Jenkins,  Clerk  of  the  Works. 


Is  there  not  at  Paris  a  survey,  with  all  the.  levels  laid  down  in 

contour  lines  of  equal  altitude  ?  Yes,  there  is ;  and  I  found  it 

extremely  useful  in  laying  out  the  plan  for  the  distribution  of  the 
water  in  levels. 

Is  there  any  such  survey  for  the  British  metropolis,  or  for  any  of 
the  British  towns  where  you  have  been  consulted  as  an  engineer . 
■  Not  .any. 

What  is  the  consequence  of  this  want  ?—  That  the  public  are 

put  to  the  expense  of  an  imperfect  survey  for  every  special  purpose. 
I  have  known  the  public  expense  of  a  survey  incurred  by  each  of  the 
engineers  in  three  different  consultations  for  the  drainage  of  the  same 
tract  of  land.  We  are  compelled  to  have  surveys  or  levels  taken 
for  the  distribution  of  water. 

Then  they  have  to  be  taken  for  laying  down  sewers,  for  laying 
down  gas-pipes,  and  for  roads  where  any  engineering  skill  happens 
to  he  applied  to  them  ?—  Yes  ;  it  is  so. 

For  layi iig  down  water  the  surveys  taken  usually  give  only  the 
longitudinal  sections  ?  Yes. 

So  that  if  there  be  any  deviation  to  one  side  or  the  other,  there  is 
no  means  of  knowing  from  these  sections  whether  it  is  into  a  pit  or 
on  to  a  hill  ?  Not  from  the  survey. 

But  with  the  survey  with  the  contour  lines  marked  thereon  you  see 

at  once  ?  Yes,  you  have  the  levels  of  the  whole  face  of  the  country 

Before  you. 

J 1  there  had  not  been  a  complete  set  of  levels  at  Paris,  marked 
by  contour  lines,  what  would  have  been  the  extra  expense  incurred 

for  "stimating  the  works  necessary  for  the  distribution  of  water?  

It  would  have  been  the  expense  of  a  new  survey. 

, or  the  cleansing  of  the  metropolis  and  towns  in  general,  do  you 
not  consider  that  the  house  drains  or  channels  of  cleansing,  and  the 


1 12     Union  of  House  and  Street  Drains  under  one  Authority. 

WEsC'  uyEne'  raain  drains  or  sewers,  ought  to  form  parts  of  the  same  system  laid 
5<1 "      '    down  under  the  same  general  arrangements,  carried  out  under  the 
same  general  authority,  comprehending  within  its  jurisdiction  the 

whole  of  the  natural  area  or  jurisdiction  for  drainage?  If  this 

were  so,  the  general  drainage  would  be  efficient  and  economical. 
In  respect  to  house  drainage,  for  example — if  it  were  laid  down 
under  one  general  plan,  with  authority  to  enforce  it,  the  house-drains 
from  the  kitchens  and  the  drains  of  the  water-closets,  which  are  in- 
variably at  the  bach  of  the  houses,  instead  of  being  carried  under- 
neath the  floor  and  through  to  the  front  of  every  house,  would  pro- 
bably be  carried  into  a  barrel-drain  running  through  back  gardens 
or  yards.    This  barrel-drain  might  carry  away  the  whole  of  the 
sewage  into  a  distant  main  sewer.    Independently  of  the^  pecuniary 
economy,  there  would  be  great  advantage  to  the  public  in  respect, 
to  the  purity  of  the  air  in  the  houses.    Under  such  a  system,  the 
escapes  of  liquid  and  of  gases  into  the  dwelling-houses  would  be 
avoided.    However  well  the  house-drains  are  trapped,  there  will  be 
escapes  at  times. 

Then  you  are  of  opinion  that,  on  a  general  system,  the  expense  ot 

sewers  may  be  generally  reduced?  Yes,  as  regards  the  minor 

1}  run  clip  s 

On  the  general  application  of  the  principle  of  flushing  in  the 
sewers  where  the  declivity  is  insufficient,  and  to  house  cleansing 
by  the  introduction  of  water-closets,  you  contemplate  considerable 
modifications  in  the  system  of  sewerage  to  increase  its  efficiency 
for  the  immediate  and  rapid  removal  of  all  substances  subject  to 
decomposition?  Certainly  I  do.  f  .  - 

You  recognize  the  principle,  that  the  body  of  water  should  be 
as  little  diffused  or  spread  in  the  sewer  or  dram  as  possible,  that 
it  may  have  the  least  friction,  and  act  the  most  powerfully,  and 
consequently  that  the  bottom  of  the  drains  should  be  small  rather 

than  large?  The  figure  of  the  bottom  of  the  drain  should  be 

such  a«  to  keep  as  near  as  possible  the  same  velocity  m  the  cur- 
rent bv  which  the  matter  is  held  in  suspension  ;  so  that  when  the 
quantity  passing  be  reduced  one  half,  the  extent  of  retarding 
surface  presented  to  the  current  should  be  proportionally  reduced 
with  the  diminished  cross  sectional  area  occupied  by  the  passing 

llCtHave  you  ever  had  to  consider  or  try  the  advantage  of  a 

system  of  ventilation  of  sewers  by  chimneys?  -Yes;  having 

often  been  inconvenienced  by  the  effluvia  arising  from  apertures 
in  sewers,  I  have  in  such  cases  applied  high  vertical  shafts  in  the 
nearest  situation  to  the  sewer,  and  have  found  them  to  answer  the 
purpose  completely.  Such  shaft  being  communicated  by  a  suffi- 
ciently large  orifice,  the  vapour,  which  travels  m  the  opposite 
direction  to  the  water,  will  at  all  times  ascend  by  such  an  aperture 
into  the  shaft,  by  which  it  will  be  conveyed  (under  the  pressure  o 
the  atmosphere)  above  the  level  of  the  house.  I  have  always  found 
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this  efficient,  and  consider  such  a  shaft,  when  masked  as  a  column,  w.  c.  uyin*, 
or  obelisk,  might  be  erected  with  effect  on  the  higher  extremities  of    Esq-'  C,E- 
everv  sewer  in  the  squares  or  open  spaces. 

Would  lines  of  drainage,  preappointed  upon  a  well-considered 
survey,  be  advantageous  in  governing  the  width  and  directions  of 

streets?  1  do  not  see  how  it  would  assist  in  determining  the 

width  of  streets ;  but  before  laying  out  any  district  for  building,  a 
survey  for  the  drainage  is  absolutely  necessary,  the  result  of  which 
must  govern  the  directions  of  the  proposed  streets ;  their  width,  I 
conceive,  will  depend  more  on  the  nature  of  the  atmosphere  of  the 
locality  under  consideration ;  the  ventilation  of  the  town  also,  as 
regards  the  natural  operation  of  the  wind  upon  it,  is  material ;  the 
prevalence  of  the  westerly  winds  in  Europe  generally  produce 
what  is  termed  a  West  End  to  all  large  towns,  and  particularly 
where  much  coal  is  in  use. 

Are  stand-pipes  for  watering  streets  in  use  in  your  district,  or  do 

you  consider  the  use  of  plugs  preferable  ?  The  stand-pipes  were 

in  general  use  formerly,  but  are  not  so  now,  being  very  liable  to  ba 
frozen ;  that  which  has  been  substituted  resembles  a  stand-pipe  em- 
bedded in  the  ground,  with  its  orifice  appearing  at  the  kerb-stone ; 
thus  it  is  out  of  every  person's  way,  and  is  protected  from  frost  by 
the  earth  surrounding  it.  The  plugs  are  in  use  as  formerly,  and 
being  extremely  cheap,  have  been  always  adopted  by  the  parishes  at 
whose  expense  they  are  maintained. 

At  what  intervals  are  fire-plugs  usually  placed  ?  The  dis- 
tances are  various.  In  the  New  River  Works  the  average  distance 
is  73  yards  on  the  services,  on  the  mains  157  yards  :  in  all  we  have 
about  9000  plugs  for  the  discharge  of  water  upon  the  street  sur- 
face. Services  will  in  all  situations  be  found  parallel  to  mains. 
What  is  your  experience  in  respect  to  the  influence  of  frost  on 

the  distribution  of  water  through  pipes?  Much  will  depend  on 

the  temperature  of  the  water  when  received  into  the  pipes;  if 
taken  from  a  deep  reservoir  it  will  be  many  degrees  warmer  than 
from  a  shallow  rivulet :  the  depth,  therefore,  of  the  iron  pipes 
should  be  regulated  accordingly,  and  they  should  be  so  laid  as  to 
discharge  themselves  wherever  the  supply  be  interrupted.  By 
attending  to  this,  under  the  customary  service  supply  in  London, 
much  inconvenience  is  avoided,  particularly  as  regards  the  leaden 
pipes,  which,  if  laid  to  empty  themselves,  will  of  course  never  be 
frozen,  but,  when  laid  in  an  undulating  line,  will  become  a  solid 
rod  of  ice.  The  wider  the  streets,  the  deeper  the  pipes  should 
be  laid,  as  in  all  narrow  and  ill-ventilated  courts  and  allevs  frost 
is  seldom  sufficiently  severe  to  affect  the  water. 

The  Commissioners  have  received  evidence  as  to  the  public  wants, 
and  especially  of  the  wants  of  the  poorest  classes  of  the  population ; 
and  as  to  the  practical  operation  of  an  extended  system  of  supplies 
in  different  towns;  from  which  it  appears  to  be  desirable — That  the 
system  of  supply  for  the  poorer  classes  of  houses  by  common  cocks 

VOL.  II.  j 


1 14     Means  of  Increasiiu/  the  Supply  from  the  Hive?-  Lea. 

w.  c.  Myine,  or  tanks  for  several  tenements  should  be  superseded  by  an  extended 
Esq-,C'K"  system  of  supply  carried  into  every  separate  tenement : — That  the 
system  of  periodical  or  intermitted  supply  should  be  generally  ex- 
tended to  one  of  constant  supply  at  all  times,  night  and  day,  and 
kept  on  at  high  pressure,  as  in  several  towns  and  places,  so  as  tq 
supersede,  the  necessity  of  having,  and  keeping  in  good  condition, 
water-butts  or  tanks,  so  as  to  be  used  also  early  in  the  morning  for 
cleansing  and  watering  the  streets,  and  at  nights  tq  be  in  immediate 
readiness  on  the  application  of  a  hose,  to  be  thrown  over  the  houses 
in  the  event  of  a  fire.  Assuming  it  to  be  desirable  and  necessary 
to  meet  the  public  wants  in  these  respects,  and  carry  out  such  a 
measure,  do  you  think  that  the  requisite  supply  could  be  rendered 

by  the  New  River  Company  ?  1  have  no  means  at  present  of 

judgipg  of  the  extent  as  to  quantity  such  a  mode  of  supply  might 
"require.     The  population  within  the  district  is  nearly  900,000 
individuals.  But  there  could  be  no  difficulty  whatever  in  increasing, 
at  a  comparatively  inconsiderable  distributory  expense,  the  supply 
of  water  through  the  existing  works,  perhaps  even  to  an  extent 
beyond  that  which  might  be  required,  provided  the  Company  were 
empowered  to  take  that  quantity  out  of  the  river  Lea,  or  from  the 
Thames— the  latter,  however,  is  subject  to  much  objection  as  to 
quality ;  and  at  present  the  quantity  from  the  Lea  is  limited. 
Yet  it  is  my  opinion  that  by  improvements  that  might  be  made 
in  the  navigable  channel  of  the  river  Lea,  and  by  making  equi- 
table compensation  to  the  millers  where  any  loss  of  power  might 
be  occasioned,  sufficient  water  of  the  quality  of  the  New  River  may 
be  obtained  for  the  public  service,  and  no  injury  occasioned  to  the 
navigation. 

MrJoseph Quick.  Mr.  JOSEPH  QUICK,  examined. 

Are  you  the  engineer  of  the  Southwark  Water  Company? 

 Yes,  I  am.  . -  , 

Before  you  were  engaged  in  your  present  position,  what  naa 
been  your  avocation?  1  was  brought  up  in  the  establish- 
ment of  Messrs.  Maudsley,  the  engineers,  and  had  been  about 
10  years  in  the  drawing  department.  . 
Have  you  read  the  evidence  of  Mr.  Hawksley  on  the  subject 

of  supplies  of  water?  Yes,  I  have. 

Do  you  concur  in  opinion  that  water  may  be  supplied  con- 
stantly at  high  pressure?  1  concur  entirely  m i  the  opinion 

that  it  is  practicable  as  a  question  of  hydraulics ;  but  it  would 
require  special  arrangements,  incurring  expense  and  outlays 
of  capital  for  which  the  Company  would  need  protection.  A 
large  proportion  of  our  district,  for  example,  is  entirely  manu- 
facturing; it  is  occupied  by  tanners,  fell-mongers,  hair-washers, 
distillers,  brewers,  hatters,  glue-makers,  dyers,  &c,  all  of  whom 
use  great  quantities  of  water,  and  most  of  them  have  tanks 
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below  the  level  of  the  street.  The  consumption  of  water  by  Mr.Joseph  Quick 
these  consumers  is  so  great,  that  Ave  have  much  difficulty  even 
in  giving-  a  supply  of  15  or  20  feet  high  to  the  private  houses 
in  the  neighbourhood  until  the  supply  of  these  manufactories 
has  ceased.  We  cannot  supply  such  places  as  the  hospitals  and 
railways,  which  require  a  supply  at  60  feet  high  above  the  level 
of  the  street,  without  shutting  off  nearly  all  the  side  services 
and  consumers.  I  agree  also  in  what  is  stated  as  to  the  im- 
proved uses  to  which  water  supplies  are  applicable,  especially 
that  a  system  of  constant  supply  laid  on  for  a  rental  under 
general  arrangements  would  be  very  beneficial  to  the  market- 
gardens  and  horticultural  production  in  suburban  districts  like 
ours. 

Would  not  the  special  difficulty,  in  respect  to  these  manu- 
factories, be  obviated  by  providing  for  them  specially  a  distinct 

main?  Yes;  but  extensive  alterations  would  be  required 

to  effect  that  object. 

What  is  the  diameter  of  the  main  ? — Twenty  inches. 

What  additional  head  or  pressure  of  water  would  be  neces- 
sary to  effect  the  delivery  in  the  same  time?  About  50  feet. 

In  the  present  position  of  the  Company,  and  of  most  Com- 
panies, must  not  all  such  improvements,  unless  special  provision 
be  made  for  due  remuneration  by  the  parties  benefited  by  the 
change,  be  paid  for  out  of  the  dividends  or  the  property  of  the 

Company  ?  -Yes,  they  must ;  and  the  Companies  have  not  at 

present  due  and  proper  securities  for  any  such  additional  out- 
lays. 

Have  you  calculated  the  expense  which  would  be  incurred  by 
the  substitution  of  a  system  of  constant  supply,  night  and  day, 
at  high  pressure,  for  the  present  system  of  intermittent  supply  ? 
— — Yes,  I  have. 

What  would  be  the  addition  of  the  expense  incurred  per  week 
per  tenement  for  the  increased  supply  within  the  district  sup- 
plied by  the  Southwark  Water  Company  ?  Three  halfpence 

Weekly,  in  addition  to  what  they  now  pay. 

Would  a  large  part  of  this  extra  expense  be  saved  by  the 
saving  of  the  wear  and  tear,  and  the  expense  of  repairing  and 

cleansing  water-butts  and  tanks?  A  large  proportion;  all 

the  expense  of  renewing,  and  all  the  expense  of  cleansing  tanks, 
would  be  saved. 

How  many  consumers  have  you  in  the  Southwark  district  ? 
——We  supply  about  18,000  tenants,  4,000  of  which  are  sup- 
plied through  I -inch  lead-pipe,  10,000  through  £-inch  pipes  with 
a  branch  to  tenement  on  each  side;  about  900  by  f-inch  pipes 
with  three  branches  to  the  tenements  adjoining ;  2,000  by  250 
<<nmnon  stand-pipes,  and  about  1,000  other  tenants,  whom  we 
call  consumers,  having  manufactories,  tanners,  fellmongers, 
hair-washers,  glue-makers,  curriers,  dyers,  hatters,  brewers, 
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Mr.  Joseph  Qui.k  distillers,  steam-engines,  railway  stations,  hospitals,  &c,  which 
take  large  supplies. 

Within  the  district,  what  number  of  private  tenements  are 
there  which  take  no  water  whatever  from  any  Company  ?— — 
As  near  as  I  can  estimate,  about  5,000  tenements,  containing 
30,000  persons.  . 

How  are  they  supplied  ?  They  depend  for  their  supplies 

on  pumps  or  such  rain-water  as  they  catch. 

What  is  the  charge  for  the  separate  supply  to  a  house  occu- 
pied by  the  labouring  classes,  such  as  a  two-  story  house  ?  

For  two-roomed  houses  we  charge  from  5s.  to  7s.  per  annum  ; 
for  four-roomed  houses  we  charge  from  10s.  to  14s.  We  gene- 
rally charge  3s.  6d.  per  room,  if  the  occupants  pay;  or  2s.  10c?. 
if  farmed  by  the  landlord.  This  pays  for  the  expense  of  col- 
lection and  the  risk  of  empty  houses.  Collection  by  any  public 
body  from  weekly  tenants  is  impracticable. 

In  many  districts,  mil  not  one  room  be  generally  occupied  by 

one  family?  The  poorer  districts  are  dreadfully  crowded. 

In  many  parts  of  it  there  will  be  more  than  one  family  m  one 


room. 


Are  you  led  to  inspect  the  tenements  so  occupied?  -When 

parties  apply  for  a  supply  of  water,  it  is  my  business  to  visit  the 
premises  to  fix  the  rate,  and  to  suggest  the  best  means  of  intro- 
ducing the  supplies ;  further  than  that  it  is  not  my  business 
to  examine.  , 
In  what  state  do  you  find  the  poorer  tenements?  .Dread- 
fully filthy.  There  is  such  a  closeness  about  the  passages 
of  the  worst  places,  that  I  keep  as  far  away  from  them  as  I 

can.  •        ,  ,    .  , 

Are  they  undrained?  Generally.  Where  they  are  drained 

the  smell  is  not  so  offensive.  The  state  of  the  drainage,  1  find, 
forms  the  great  obstacle  to  carrying  supplies  of  water  into  the 
tenements.  We  are  not  partial  to  the  supply  by  stand-pipes, 
on  account  of  the  trouble  they  give,  of  their  liability  to  injuries, 
and  to  be  out  of  repair,  and  to  be  frozen  m  winter.  1  hey  have 
also  other  disadvantages,  as  regards  the  people  themselves.  1 
therefore  always  advise  separate  supplies  to  the  houses ;  at 
least,  to  the  back  yards.  The  answer  generally  made  by  the 
landlord  is,  "■  But  we  have  no  drains  to  carry  off  the  waste.  11 
we  have  more  water  brought  into  the  premises,  we  shall  only 
have  more  damp,  and  rot  the  floors,  and  make  the  houses  more 
untenantable." 

What  do  you  perceive  to  be  the  actual  state  of  the  main  or 

house  drainage  in  such  districts  ?  Very  bad  indeed.    In  the 

old  confined  districts,  courts  and  alleys,  where  the  common  taps 
are  generally  applied  for,  there  are  blocks  of  buildings  which 
have  nothing  but  surface  drainage,  and  which  are  200  or  oW 
yards  from  any  main  drain.  In  the  Mint,  which  is  the  oldest 
part  of  Southwark,  the  people  in  many  houses  throw  every- 
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thing  out  of  the  windows  into  the  back  yards.    In  some  in-  MWosepii  QUick 
stances  there  are  actually  no  privies.    If  there  be  any  disease 
prevalent,  the  seat  of  it  is  generally  in  these  places. 

What  is  generally  the  condition  of  such  main  drains  or  sewers 

as  are  made  ;  do  they  emit  offensive  smells  ?  The  odours  from 

the  gully-holes  is  very  offensive,  and  in  consequence  of  the  land 
in  many  places  being  four  or  five  feet  below  the  level  of  high- 
water  mark,  the  sewage,  as  at  present  constructed,  is  sluggish 
and  bad.  The  effect  of  the  present  sewage  may  be  judged  of 
from  this  instance  :  Paradise-row,  Rotherhithe,  had  no  sewer ; 
and  a  new  sewer  was  formed  there,  as  deep  as  they  could  make 
it,  to  suit  the  present  levels.  The  first  effect  was,  that  it  drained 
the  wells,  but  after  the  sewer  had  been  some  time  formed,  and 
had  received  its  accumulations,  the  water  flowed  back  into  the 
wells  but  was  discoloured,  and  the  inhabitants  complained  that 
it  was  polluted.  Application  was  then  made  to  the  Company 
for  supplies  of  water,  which  caused  me  to  visit  the  spot,  and 
by  that  means  I  learned  the  circumstances. 

Were  there  cesspools  to  the  houses  adjacent  to  the  line  where 
the  new  sewer  was  cut  ?  Yes ;  they  being  old  houses. 

The  sewer,  then,  by  diluting  the  matter  discharged  in  it, 
rendered  it  more  permeable,,  and  saturated  the  substratum  more 
extensively  with  it?  Yes,  certainly;  the  inhabitants  them- 
selves ascribed  the  pollution  to  the  back-water  from  the  sewers. 

Have  you  similar  applications  in  consequence  of  the  pol- 
lution of  springs  and  wells  ?  Yes,  we  have  ;  and  as  houses 

are  built  and  neighbourhoods  become  more  crowded,  the  pollu- 
tion of  springs  by  the  permeation  of  the  matter  from  cesspools 
becomes  greater.  They  have  now  got  into  a  mode  of  deepen- 
ing the  cesspools  until  they  come  to  the  first  stratum  of  sand, 
six,  eight,  or  ten  feet.  This  cutting  generally  carries  the  cess- 
pool into  a  spring,  and  relieves  the  cesspool  of  the  liquid  portion 
of  the  refuse,  which  is  carried  away  by  the  spring  into  any 
lower  level.  The  ground,  for  want  of  drainage,  in  some  portion 
of  the  district,  is  so  saturated  with  water  or  liquid,  that  if  a 
cesspool  be  emptied  one  day  it  will  be  nearly  filled  again  the 
next.  This  observation  is  not  confined  to  Southwark  ;  I  know 
it  to  be  the  case  in  several  parts  of  Lambeth. — In  the  paved 
and  close  streets  the  upper  portion  of  the  ground  is  often 
blackened  and  so  saturated  with  the  gas  as  to  be  extremely 
offensive  to  the  men  who  open  it. 

Do  the  following  statements  of  the  condition  of  the  districts 
supplied  with  water  by  the  Southwark  Water  Company  coin- 
cide with  your  own  local  examination  ?  

Mr.  W.  Stainer,  the  Registrar  of  St.  Olave  district  states, 
in  answer  to  the  question, 

"  In  what  parts  of  your  district  has  the  number  of  deaths  registered 
in  the  years  1838,  1839,  1840,  1841,  and  1842  been  the  greatest,  in 
proportion  to  the  population  ? 
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Mr.joseph  Quick  "  jn  the  densely  populated  courts  and  alleys  where  there  are  open 
drains  and  sewers,  and  the  inhabitants  are  living  in  dirt,  stench,  and 
a  state  of  wretchedness,  to  be  conceived  only  by  those  who  have  wit- 
nessed it.  Prior  to  the  year  1841  several  very  unhealthy  courts,  in 
which  some  of  the  earliest  cases  of  Asiatic  cholera  occurred  on  the  first 
appearance  of  that  disease  in  the  metropolis,  but  these  have  been  re- 
moved, and  the  ground  now  forms  the  site  of  the  termini  of  the  Brighton 
and  other  railways.  There  are  large  open  sewers  completely  stagnant 
through  or  near  them,  the  smell  from  which  in  summer  is  so  dreadful 
that  it  is  extraordinary  how  human  beings  can  bear  it.  The  supply  of 
water  is  scanty.  The  inhabitants  are  not  more  dirty  than  might  be 
expected  from  their  circumstances." 

Mr.  G.  Pitt,  the  Registrar  of  the  Rotherhithe  district, 
states : — 

"  Hanover-street  contains  about  35  or  40  houses  in  a  very  old  and 
dilapidated  state.  The  houses  have  generally  six  or  eight  rooms  each, 
and  sometimes  as  many  families  of  the  poorest  kind,  chiefly  Irish. 
As  the  street  has  no  thoroughfare,  and  is  on  an  incline  of  at  least  10 
feet,  it  is  badly  drained.  The  water  and  filth  constantly  remaining  in 
the  street,  it  is  most  unhealthy.  The  same  remarks  apply  in  all 
respects  to  Spread  Eagle-court,  except  that  the  houses  stand  on  level 
ground.  Norfolk-place  and  Kenning's-buildings  are  exposed  to  the 
most  offensive  exhalations  of  about  150  feet  of  open  sewer,  which 
receives  the  filth  of  the  whole  surrounding  neighbourhood." 

Mr.  R.  Bell,  the  Registrar  of  the  Kent  Road  district,  states  :— 
"  There  are  many  close  filthy  courts  in  this  neighbourhood,  in  these 
the  deaths  are  uniformly  the  highest,  and  the  local  registration  does 
not  correctly  show  this  fact^  for  the  people  inhabiting  them  are  very 
poor,  and  in  extreme  illness,  are  removed  either  to  the  workhouse  or 
the  hospitals,  and  they  die  in  those  places." 

"  With  regard  to  drainage,  the  open  gutters  are  choked,  and  full  of 
water.  Supplies  of  water — good  supply  from  the  waterworks.  Cleau- 
liness—as  a  general  rule  they  seldom  attend  to  this,  unless  they  expect 
a  visit  from  the  medical  or  other  officers  ;  they  excuse  it,  by  saying  they 
have  to  work  for  their  living.  The  people  live  very  close,  in  small 
rooms;  have  often  more  than  one  bed  in  a  room.  Beds  are  made  of 
straw  and  shavings,  and  a  great  number  sleep  on  the  floor  ;  from 
three  to  ten  persons  in  a  room  ;  almost  every  room  is  a  sleeping  room." 

The  following  is  the  evidence  of  Edward  Doubleday,  Esq., 
'  Medical  Officer  of  St.  Saviour's  Union  : — 

"  What  is  the  state  of  the  sewers  for  the  houses  of  the  poorer  classes 

of  the  population  in  your  district  ?  They  are  in  a  dreadful  condition. 

On  one  side  of  Broadwall,  at  the  back  of  the  houses,  there  is  an  open 
sewer,  into  which  the  privies  empty  themselves.  There  is  a  second 
open  sewer  situate  between  Hat  field-street  and  Brunswick-street,  which 
extends  its  course  through  Brunswick-place  ;  and  there  is  a  third  open 
sewer  in  Boundary-row,  all  places  thickly  inhabited.  These  sewers 
are  the  receptacles  of  all  kinds  of  refuse,  such  as  putrid  fish  (thrown  in 
by  the  costermongers  living  about  the  New-cut)  dead  dogs,  cats,  vege- 
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tables    &c.    These  two  latter  sewers  also  receive  the  soil  from  the  Mr.J0SePh.i 
privies  of  the  houses  situate  near  them.    All  the  sewers  are  always 
Offensive,  but  disgustingly  so  at  particular  seasons. 

"  How  often  are  these  sewers  cleansed  out?—— Once  or  twice  a-year 
men  are  employed  to  empty  them.  The  Broadwall  sewer  is  flooded 
occasionally  by  opening  floodgates,  and  the  tide  comes  in  to  the  others. 

"  What  is  their  mode  of  cleansing  ?  Men  with  large  boots  go  into 

the  sewers  and  throw  out  the  filth,  and  in  Boundary-row  into  the  street, 
and  from  thence  it  is  carted  away,  more  frequently  the  mud  is  thrown 
upon  the  sides  of  the  sewers  and  suffered  to  remain  ;  opening  the  flood- 
gates and  the  tide  assist  in  cleansing.  Nevertheless  the  Broadwall  sewer 
must  be  considered  an  open  stagnant  ditch. 

"  What  is  the  general  state  of  health  of  the  people  exposed  to  the 

effluvia  from  the  open  sewers  ?  Low  and  malignant  fevers  are  much 

more  frequent  and  fatal  in  their  effects  in  these  localities  than  in  the 
other  low  neighbourhoods  better  situated.     It  is  not  uncommon  to 
have  two  or  three  consecutive  cases  of  fever  in  the  same  house,  and  year 
after  year,  the  father  or  the  mother  of  large  families  is  carried  off  by  the 
frequent  recurrence  of  the  disease,  produced  by  the  malaria  which  is 
constantly  forming  in  these  open  sewers.    I  may  mention  by  way  of 
example,  the  case  of  a  widow  woman  and  her  two  sons,  who  were 
attacked  a  short  time  ago  with  fever  in  Brunswick-place,  the  mother  and 
the  youngest  son  ultimately  recovered,  but  the  eldest  son,  about  20,  on 
whom  she  entirely  depended  for  support,  was  carried  off.    Thus  she 
became  a  direct  burthen  to  the  parish.    My  experience  could  furnish 
many  similar  cases.    Malignant  cholera  commenced  in  this  locality  and 
spread  to  a  much  greater  extent  on  the  line  of  these  sewers  than  in 
the  other  poor  densely  inhabited  places.    I  regret  I  have  not  the  means 
of  estimating  the  exact  proportion  of  deaths  from  this  cause ;  but  in 
Brunswick-place  where  the  disease  first  began,  five  fatal  cases  occurred 
in  one  house,  (here  the  open  sewer  runs  within  two  yards  of  the  houses,) 
and  in  many  instances  in  the  direction  of  the  ditches,  in  a  belter  class 
of  houses;  (wo  or  three  cases  terminated  fatally  from  malignant  cholera 
in  the  same  dwelling.    There  are  other  diseases  produced  by  the  ma- 
laria emitted  from  the  decomposed  refuse  in  these  open  sewers.  Diarrhoea 
and  a  long  catalogue  of  strumous  affections  are  some  of  them;  The 
former  disease  is  sometimes  very  severe  in  these  localities,  and  in  the 
autumn  prevails  in  tile  epidemic  form.    The  too  free  indulgence  in  fruit 
has  been  the  assignable  cause,  whereas  it  is  now  ascertained  beyond  a 
doubt  that  open  sewers,  stagnant  ponds,  and  masses  of  vegetable  matter, 
furnish  the  chief  sources  of  the  disease  called  English  cholera. 

"  Have  you  any  means  of  stating  in  what  proportion  deaths  from 
cholera  occurred  in  the  line  of  the  open  sewers  as  compared  with  the 
proportion  of  deaths  amongst  the  labouring  classes  living  in  better 
situated  tenements?  What  is  the  sanatory  condition  of  the  children 

living  in  these  places  ?  1  am  surgeon  to  an  infirmary  for  children 

in  the  neighbourhood,  and  my  experience  enables  me  to  state,  that  we 
have  a  much  greater  proportion  of  strumous  ophthalmia,  mesenteric 
disease,  and  other  glandular  affections  in  the  children  living  in  these 
places  than  in  others  of  the  same  class,  residing  in  more  healthy 
situations. 

Are  thu  better  descriptions  of  houses  in  your  district  well  cleansed 
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Mr.Joseph Quick  by  drains  and  sewers?  1  regret  to  say  that  the  drainage  of  houses 

generally  is  very  imperfect,  for  the  want  of  well-constructed  drains  from 
the  houses  into  'the  sewers.    In  my  immediate  neighbourhood  houses 
which  average  a  rental  of  80/.  a-year  are  either  drained  into  cesspools, 
or  by  such  small  and  imperfectly  constructed  drains,  which,  connect- 
ing as  they  do,  the  drainage  of  many  houses  together,  are  constantly 
•retting  stopped  up,  either  wholly  or  partially  ;  the  consequence  is,  the 
kitchens  and  the  lower  offices  are  never  free  from  offensive  smells,  and  at 
particular  seasons  they  are  so  excessive  as  to  communicate  them  to  other 
parts  of  the  house,  which  are  highly  disgusting  and  prejudicial  to  health. 
It  may,  I  think,  be  fairly  asked,  is  it  possible  that  this  state  of  drainage 
can  have  existed  for,  probably  the  last  30  years,  in  the  first  class  of 
houses  in  Blackf'riars-road  in  a  situation  having  a  large  sewer  running 
in  the  middle  of  the  street,  and  passing  within  two  or  three  yards  of  the 
kerb-stone:  yet  this  is  literally  the  fact,  with  the  exception  of  some 
half-dozen  houses  which  have  been  recently  drained  by  making  a 
direct  drain  from  the  houses  into  the  sewer  at  the  occupier's  own  ex- 
pense. ,     .  ., 

"  What  may  you  have  paid  in  sewers'-rates  during  the  time  you  nave 

occupied  your  own  house  ?  1  have  occupied  my  present  house  about 

10  years,  and  a  former  one,  which  is  situate  nearly  opposite,  seven  years, 
at  a  rental  of  from  70Z.  to  75/.,  and  I  have  paid  sewers'-rates  during 
my  17  years  occupation  to  the  amount  of  about  231.  I  now  hold  a 
lease  for  a  term  of  14  years,  seven  of  which  are  unexpired,  and  my 
landlord  and  myself  are  at  issue  at  the  present  time  about  the  expense 
of  making  a  well-constructed  barrel  drain  into  the  sewer. 

"  What  sanatory  effects  are  perceptible  from  the  imperfect  house 

drainage  and  cleansing  into  the  sewers?  Fever  is  the  most  frequent 

consequence  of  this  imperfect  and  disgraceful  state  of  drainage,  but 
there  are  other  effects  observable,  such  as  low  nervous  debility,  diarrhoea, 
&c  &c  Indeed,  the  same  observations,  which  have  been  made  on  the 
baneful  influence  of  open  sewers  on  the  health  of  those  who  live  in 
their  localities  will  equally  apply  to  those  who  live  in  houses  imperfectly 

drained.  ,    .  .  , 

«  What  would  be  the  effects  of  the  thorough  drainage  and  cleansing 
of  houses  by  supplies  of  water,  and  conveyance  away  of  the  reluse  by 

well-washed  and  closed  sewers?  The  beneficial  results  would  be 

immeasurable,  it  would  be  the  greatest  boon  that  could  be  conferred 
upon  society.  It  is  amazing  that  with  so  much  inquiry,  and  such  con- 
vincing evidence  on  these  subjects,  it  should  be  permitted  to  remain. 

John  Clarke,  Esq.,  Medical  Officer  of  St.  Olave's  Union.— 
«  What  is  the  state  of  the  residences  of  the  poorer  classes  in  your 

district  in  respect  to  cleanliness?  They  are  filthy  in  the  extreme ; 

the  chief  drainage  of  the  district  inhabited  by  the  poorer  classes  is  by 
uncovered  sewers,  which  are  a  sort  of  ditches,  very  sluggish,  and 
emitting  constantly  most  offensive  odours.  The  line  ot  houses  where 
fever  prevails  at  some  periods  often  marks  the  line  of  defective  drainage 
and  the  open  sewers. 

«  How  are  these  sewers  cleansed?  They  are  cleansed  by  men 

expressly  appointed  for  the  purpose  by  the  Commissioners  ol  Sewers. 
These  men  empty  the  contents  of  the  sewers  on  to  the  bank,  from 
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whence  it  is  carted  away.    The  occupation  is  considered  so  injurious  to  Mr.Joseph  Quick 
these  men  that  I  am  informed  they  are  only  employed  a  part  of  the  day, 
and  receive  proportionately  high  wages  for  the  work.    I  think  it  is  only 
four  or  six  hours  a-day  they  work. 

"  What  is  the  appearance  of  these  men  ?  Some  have  been  en- 
gaged for  years  in  the  occupation,  but  they  were  men  of  peculiarly 
robust  constitution ;  but  they  now  look  pallid  and  unhealthy. 

"  How  long  do  the  accumulations  remain  in  these  sewers  ?  1 

think  they  are  cleansed  once  in  12  months,  the  summer  being  of  course 
the  time  selected  for  the  purpose. 

"  Do  these  sewers  in  which  the  accumulations  take  place  receive  the 

night-soil  from  the  houses?  Yes,  the  houses  closely  abut  on  these 

open  sewers,  and  night-soil  and  every  description  of  animal  and  vege- 
table refuse  is  thrown  into  the  sewers.    The  cholera  was  very  destructive 
along  these  lines  of  sewers.    I  believe  I  had  under  my  own  treatment 
the  first  cases  of  real  cholera  that  occurred  in  London.    There  were  one 
or  two  cases  which  were  said  to  have  occurred  atShadvvell  or  Wapping. 
But  the  first  cases,  I  believe,  occurred  in  this  parish.    The  cholera  cases 
;  principally  occurred  in  the  houses  near  to  or  over  the  open  sewers.  Out 
i  of  upwards  of  400  cases  in  the  one  parish,  almost  200  perished.    I  had 
i  most  satisfactory  evidence  of  the  non-contagious  character  of  the 
disease. 

"  Can  you  state  in  what  proportion  the  deaths  occurred  near  the  line 
;  of  these  open  sewers  as  compared  with  the  proportions  of  deaths  amongst 
I  labourers  of  the  same  class,  but  occupying  better  conditioned  tenements? 

 The  records  not  having  been  preserved,  it  is  impossible  at  this 

.  distance  of  time  to  state  the  proportions  of  deaths  from  cholera  occur- 
ring near  the  open  sewers  as  compared  with  other  parts,  but  my  recol- 
lection clearly  serves  me  in  the  fact  that  by  far  the  greater  majority 
of  those  attacked  were  residents  of  the  district  described,  and  there  its 
:  ravages  were  most  felt. 

"  Have  you  observed  any  evils  accrue  from  the  accumulations  of 

refuse  in  privies  or  cesspools?  Yes  ;  fevers  of  a  low  type,  produced 

at  particular  seasons  ;  they  are  very  prevalent  when  the  atmosphere  is 
close  and  damp. 

"  Are  there  supplies  of  water  laid  on  to  the  houses  of  the  poorer 
classes? — Hardly  any  of  them  have  supplies  of  water  laid  on  in  the 
houses.  Most  of  them  have  water  by  a  tap  in  the  courts,  but  some 
oi  them  have  not  that.  In  many  of  the  courts  there  is  none  other  than 
a  surface  drainage,  a  privy  at  one  end  being  situated  over  the  open 
ditch  or  sewer  common  to  all  the  inhabitants,  all  refuse  water  and  other 
impurities  being  thrown  out  to  find  its  way  into  the  kennel. 

"  In  cases  where  water  is  not  laid  on  in  the  houses,  or  where  it  is 
not  sufficient  in  quantity  to  scour  the  house-drains,  are  not  the  drains 
themselves  sometimes  as  offensive  as  if  there  were  no  drainage  what- 
soever? Decidedly  so. 

"  Therefore  a  provision  to  make  drains  from  houses  to  the  sewers 
without  a  provision  for  bringing  water  into  the  houses,  would  be  of 

very  limited  utility  in  a  sanatory  point  of  view?  It  would  merely 

increase  the  accumulation  of  decomposing  refuse,  by  which  the  drains 
themselves  would  eventually  be  choked  up. 

'  Would  efficient  structural  arrangements  for  cleansing  such  places 
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MtJowpU  Quick  as  you  are  most  frequently  called  upon  to  visit  be  economical  to  the 
poor-rates?  Most  decidedly,  they  would  be  attended  with  a  consider- 
able reduction  of  expense,  by  diminishing- disease  with  all  the  contingent 

charges.  ,  .     ,       ,  .  , 

"  What  is  the  physical  condition  of  the  population  brought  up  under 

these  noxious  physical  influences?  The  children  are  stunted  in 

..rowth,  of  sallow  complexion,  of  rather  sickly  hue,  though  apparent  y 
stout  in  limb  Those  of  them  who  have  the  appearance  of  health,  do 
not  bear  the  attacks  of  disease  like  healthy  children,  and  disease  is  very 
fatal  to  them;  though  the  people  have  many  children,  they  have  not 
laree  families,  for  the  young  die  quickly.  It  is  common  to  the  parents 
to  enumerate  the  children  they  have  lying  in  particular  churchyards  as 
a  plea  for  their  continuance  when  told  they  are  to  be  removed  to  their 
legal  place  of  settlement." 

—These  descriptions  all  coincide  with  my  own  observations. 
I  know  them  to  be  correct.  The  supplies  of  water  are  m  most 
cases  defective,  from  its  not  being  carried  into  the  houses,  and 
from  the  stand-pipe  system  of  supply  being  the  one  in  use. 

Supposing  it  were  ineligible  or  impracticable  to  relieve  the 
district  by  widening  the  main  sewers,  and  quickening  the  dis- 
charge into  the  river  during  low  water ;  as  you  daily  pump 
a  lake  of  water  into  the  district,  do  you,  as  an  engineer,  doubt 
the  practicability  of  relieving  it  by  pumping  the  sewage  out 
of  it,  and  carrying  it  to  any  district  where  it  may  be  avail- 
able for  use  to  agricultural  purposes?  There  would  be  no 

impracticability  or  difficulty  if  the  sewage  were  collected  into 
shafts,  as  it  could  be  pumped  out  through  large  mams  to  any 
districts  where  it  might  be  required.  The  expense  of  doing 
so  would  be  less  than  that  of  pumping  water  through  the  mams 
and  minor  distributionary  branches  required  tor  supplying  a 

dl  Dotou  happen  to  know  the  expense  of  cleansing  cesspools 

in  your  district?  1  have  myself  paid  11.  each  time  for  small 

tenements,  and  as  much  as  Zh  for  large  ones. 

What  would  be  the  weekly  expense  of  properly  cleansing 
cesspools  even  with  the  relief  by  permeation  of  which  you 
speak?  Judging  from  the  experience  of  about  90  tene- 
ments which  I  own  or  manage,  I  conceive  it  would  be  about 
3d  weekly.  Twenty  of  my  own,  from  four  to  eight-roomed 
houses,  do  absolutely  cost  about  M.  per  week  for  cleansing 

the  cesspools.  ,       ,  ,     »  i ; 

In  other  places  the  expense  is  stated  to  be  upwards  of  1/. 
per  annum,  or  about  5rf.  weekly.  The  reduction  of  expense 
in  the  Southwark  district  will  be  obtained  by  the  more  extensive 
escape  by  the  permeation  of  the  substratum  of  winch  you  ha  ve 
Sen?LWeSi  that  is  the  case.  On  the  Southwark  side  the 
1  !Vorn  on  the  average  from  8  to  12  feet;  whilst  on  the 
3^  ^eweirmttbe  sunk  from 30 to  70  or  80  feet  Within 
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a  few  clays  we  have  had  an  instance  at  Battersea  of  the  per-  Mrjoseph  Quick 
meation  of  the  cesspools  in  six  new  houses.  They  were  sup- 
plied with  water  from  springs  sunlc  to  the  same  level  as  the 
cesspools.  As  the  springs  were  lowered  by  the  consumption 
of  the  water,  it  was  found,  to  the  surprise  of  the  inhabitants, 
instead  of  coming  up  clearer,  it  was  more  discoloured — by  the 
equalization  of  the  water  levels.  One  of  the  inhabitants,  a 
baker,  who  drew  harder  than  the  rest,  applied  to  the  Company 
to  lay  on  the  water,  giving  me  to  understand  that  the  people 
began  to  complain  of  the  quality  of  his  bread,  the  cause  of 
which  he  could  not  make  out,  except  it  arose  from  the  quality 
of  the  water,  which  somehow  or  other  was  very  bad.  All  his 
neighbours,  who  drew  from  the  same  spring,  complained  tnat 
the  water  was  very  bad.  The  cause  was,  on  examination,  un- 
doubted. Ancient  and  celebrated  springs  are  now  being  dis- 
continued throughout  the  district ;  wells  which  were  much 
frequented  are  now  gradually  being  abandoned  by  the  inha- 
bitants; the  pumps  remain,  and  are  used  by  the  poor  who 
pass  by,  and  who  do  not  know  their  reputation ;  people  have 
imagined  that  it  is  the  gas  which  has  polluted  the  water,  but 
it  is  the  cesspools  that  are  now  being  sunk  so  much  lower  than 
formerly,  partly  that  the  water  in  the  cesspools  may  not  be 
higher  than  the  level  of  the  springs,  and  partly  for  the  economy 
of  cleansing.  Instead  of  having  a  waggon  load  of  liquid  refuse 
to  remove,  they  have  now  only  a  cart  load  of  the  solid  refuse 
to  convey  away.  In  the  village  I  have  mentioned  there  are 
no  gas-pipes. 

Supposing  that  the  Company  wras  enabled  to  give  a  constant 
supply  of  water  at  the  additional  charge  of  \\d.  per  week  per 
tenement,  which  you  state  would  be  requisite,  and  that  by  cheap 
drainage  and  the  use  of  the  soil-pan  apparatus  such  as  described 
by  Mr.  Foden,  do  you  see  any  reason  to  doubt  the  general 
conclusion  as  applicable  to  the  poorer  districts,  that  the  exist- 
ing charges  for  cleansing  may  be  reduced  by  such  improved 

means?  If  the  drainage  were  improved  and  cheapened,  and 

the  measure  were  general,  I  should  come  to  the  same  conclusion. 

What  are  the  charges  for  entering  the  sewer  by  a  drain  from 

a  private  house  of  any  class?  The  charge  is  half  a  guinea 

for  each  entrance.  I  have  paid  several  such  fees.  But  beyond 
this  they  prescribe  that  the  smallest  drain  which  shall  be  ad- 
mitted into  the  sewers  which  they  construct  shall  be  15  inches 
in  diameter,  made  of  brick,  and  at  an  expense  of  4s.  6d.  per 
foot,  inclusive  of  everything.  This  is  required  to  be  constructed 
m  the  contractors  or  persons  connected  with  the  Commission  of 
.Sewers. 

Do  you  think  it  objectionable  that  the  subordinate  drains 
should  be  made  by  those  who  are  responsible  for  the  construc- 
tion of  the  main  drains  or  sewers?  By  no  means.    It  is  in- 
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[r. Joseph  Quick  deed  not  only  desirable,  and  I  conceive  necessary,  that  it  should 
be  all  one  work,  but  it  should  certainly  be  required  to  be  done 
for  the  parties  with  the  advantages  of  the  cheapest  construc- 
tion.   If  the  construction  were  allowed  to  be  that  which  the 
Commissioners  prescribe,  even  private  bricklayers  would  lay 
down  such  drains  at  nearly  one-half  the  expense  now  exacted. 
In  20  feet  of  any  single  drain  the  saving  would  more  than  pay 
the  expense  of  laying  on  water  into  the  tenant's  premises.  But 
I  fully  agree  that  tile-tube  piping  of  a  proper  make  would  act 
much  better  (being  impermeable),  at  the  most  at  Is.  a-foot. 
They  might  be  made  with  cone  joints,  so  as  to  be  luted  to- 
gether with  a  little  cement,  and  render  bricklaying  unneces- 
sary    There  might,  in  the  district  of  the  Kent  and  Surrey 
Commissioners  of  Sewers,  be  considerable  saving  of  the  mam- 
drains  if,  instead  of  draining  from  the  back  part  of  each  house 
through  the  front,  they  drained  from  the  back  of  the  houses 
into  a  small  barrel-drain  behind,  and  carried  that  barrel-drain 
through  the  back  gardens  into  the  main  sewer  at  the  end  of  the 
street^or  row  of  houses.   Shorter  house-drains  would  then  serve, 
and  there  would  only  be  one  opening  instead  of  many  into  the 

SG  Istihe  whole  expense  of  these  subordinate  drains  from  the 
houses  to  the  sewers  required  to  be  defrayed  at  once  as  an 

immediate  payment  ?  Yes.  _ 

For  the  owner  who  has  only  a  short  interest,  for  the  lessee 
with  a  short  term,  or  for  the  tenant -at -will,  are  there  no  means 
of  distributing  the  charge  over  any  term  of  years  coincident 

with  the  benefit  ?  None,  as  the  law  now  stands. 

And  these  obstructions  to  the  house  drainage  you  find  operate 
powerfully  as  barriers  to  the  introduction  of  the  use  of  water 

into  the  houses  ?  Yes,  chiefly  in  the  poorer  districts 

.  You  have  spoken  of  the  evils  to  the  people  themselves  from 
the  system  of  supply  by  stand-pipes  instead  of  a  supply  carried 
into  each  house!    What  are  those  evils  ?— The  labour  of 
fetching  the  water,  the  loss  of  time  in  waiting  for  what  they 
call  their  turns,  and  the  demoralization  from  the  numbers 
brought  and  kept  together.    I  have  seen  as  many  as  from  2U 
to  50  persons  with  pails  waiting  round  one  or  two  stand-pipes. 
Then  there  is  quarrelling  for  the  turn;  the  strongest  pushing 
forward,  and  the  pails,  after  they  are  filled,  being  upset.  In 
the  winter  time,  the  inconvenience  is  increased  by  the  liability 
of  the  cock  being  frozen,  and  injuries  to  the  health  from  the 
weather,  and  getting  wet-footed.    It  also  happens  frequently 
that  the  man  and  woman  are  out  at  work  during  the  time  the 
supply  is  on  the  common  tap.    When  they  return  home  there 
is  no  supply,  and  this  may  occur  from  day  to  day :  if  the  man 
has  work,  lie  is  generally  out,  and  a  large  proportion  of  the 
women  work  from  home. 
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What  is  the  rate  of  wages  in  your  district  for  labouring  MrJosepiiQui* 

people  ?  For  the  lowest  class  of  labourers  it  is  from  \5s\  to 

U.  Is.  per  week ;  for  mechanics  from  24s.  to  355.  and  21. 
Women  get  from  Is.  to  2s.  per  diem. 

Then  the  system  of  supply  by  stand-pipes  must  be  an 
extravagant  waste  of  labour  to  them  as  compared  with  the 

expense  of  having  water  laid  on  ?  That  is  peculiarly  so  in  our 

district,  where  so  many  even  of  the  children  are  engaged  in 
hat-lining,  and  various  sorts  of  work,  which  makes  every 
moment  of  time  of  very  great  importance  to  them.  Many 
of  them  object  to  take  goods  home  to  the  shop  if  it  be  at  a 
distance,  without  extra  payment,  on  account  of  the  loss  of 
time. 

Are  water-carriers  still  employed  and  paid  in  the  district?  

Yes,  in  some  part  of  the  district,  such  as  at  Clapham  and  Ro- 
therhithe. 

What  is  their  charge  ?  A  halfpenny  for  two  pails,  or  for 

one  turn. 

How  much  is  paid  per  week  for  water  supplies  ?  Some 

pay  Is. ;  laundresses,  who  use  much  water,  pay  as  much  as  3s. 
a-week. 

And  in  such  instances  do  your  own  pipes  pass  near  the  tene- 
ments? Sometimes  before  the  doors. 

What  is  the  obstruction,  then,  to  the  supply  being  laid  on  ? 

 The  first  obstruction  or  their  objection  is  to  the  expense  of 

the  first  outlay  for  laying  down  the  length  of  service. 

Are  they  mostly  tenants-at-will  ?  Generally  they  are. 

Are  they  weekly  tenants?  Some  of  them  arc,  but  most  of 

them  monthly  or  quarterly. 

Have  the  Company  ever  endeavoured  to  overcome  the 
difficulty  by  laying  down  the  pipes  and  charging  for  the  outlay 

as  for  a  rent?  The  objection  to  the  Company  doing  so  is, 

that  they  have  no  security  for  the  repayment  of  the  outlay. 
When  the  tenants'  communication-pipes  are  laid  down,  the 
Company  may  have  their  pipes  put  on  to  the  service  of  another 
Company. 

As  a  matter  of  hydraulics,  would  it  not  be  essential  to  any 
perfect  and  economical  system  of  supply  that  the  pipes  for  the 
minor  distribution  should  be  laid  down  on  one  general  system, 

and  be  placed  under  one  general  authority  ?  Yes,  certainly; 

it  this  were  done  there  would  not  be  half  the  leakages  there  are. 

1  his  amendment  would  be  the  more  necessary  for  the  protection 
of  the  consumer,  as  since  the  introduction  of  drawn  lead  pipe 
cast  pipe  has  been  nearly  superseded,  and  a  large  portion  of 
tne  drawn  pipe  being  made  very  thin  and  irregular,  it  is  liable 

o  split,  and  soon  becomes  defective,  and  private  individuals 
not  being  aware  of  any  difference,  seldom  make  a  proper  arrange- 
ment with  the  plumber  in  this  particular. 
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Mr.Josepu  Quick     It  is  stated  that  the  expense  of  laying  on  water  to  two-story 
houses  with  the  butt  and  ball-cock  apparatus  is  usually  about 

4.1.  per  tenement  ?  1  believe  it  may  be  about  that  on  the 

average.  .  . 

If  the  water  were  laid  on  under  a  general  system,  even  with 
the  existing  apparatus,  at  what  reduced  charge  might  it  be 

accomplished?  U.  out  of  the  4/.  at  the  least  might  be  saved 

to  the  tenant,  and  by  the  introduction  of  iron  piping  at  least 
10s.  more. 

Have  you  used  iron  tubing  for  these  purposes  ?— — 1  have 
recommended  its  use  in  many  of  the  poorer  districts,  and 
wherever  it  has  been  used  it  is  found  to  answer  remarkably  well. 

What  sort  of  iron  pipe  is  it,  cast  or  wrought?  Wrought 

iron,  of  the  same  description  as  that  used  for  gas  services. 

How  long  has  it  been  in  use?  From  six  to  seven  years. 

I  believe  it  will  last  longer  than  the  lead  pipes,  and  as  good 
bends  may  be  made  with  it  as  with  lead  pipes.  Iron  tubing 
is  used  for  high-pressure  engine  pipes,  and  they  are  made  to 
stand  any  pressure.  It  has  also  been  used  in  respectable  tene- 
ments. The  people,  however,  commonly  go  to  the  plumbers, 
and  the  plumbers  prefer  the  lead  pipes;  but  I  have  no  doubt 
that  the  iron  pipes  will  ultimately  in  a  great  measure  supersede 
the  use  of  lead. 

What  is  the  comparative  expense?  The  lead  pipes  are 

generally  sold  at  6Irf.  or  Id.  per  foot,  weighing  2*  lbs.  to  3  lbs., 
whereas  the  iron  pipes  may  be  had  to  serve  the  same  purpose 
at  4id  per  foot :  they  would  both  be  f  inch  diameter.  I  his, 
however,  is  the  retail  price.  If  it  were  had  in  quantities  it 
might  be  obtained  from  Staffordshire  at  perhaps  20  per  cent, 
less.  The  expense  of  joints  are  saved  by  the  use  of  iron  pipes. 
The  iron  joints  are  made  with  the  pipes,  and  any  workman 
may  screw  them  together  with  a  pair  of  pincers.  If  any  accident 
occur  any  person  may  unscrew  the  pipes,  and  introduce  and 
screw  in  a  new  piece.  The  following  is  a  sketch  of  a  common 
stop-cock,  made  to  work  in  with  the  iron  tubing,  and  which  can 
be  manufactured  complete,  for  Jr-inch  1  j.  Gd.,  and  g-rach  Is.  M 

A  A  brass  cock,   

with  a  screw  1    b  rV.^^^^ 

at  each  end.  V      J  PTjOT]^ 


BB  cast  iron 
plug,  with 
handle . 

Would  it  not  also  be  an  additional  vexommMulation  to  the 
jT^that.  beside,  being  so  m».-h  cheap**,  d  would  be  ta. 
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exposed  to  injury  or  depped^tipn?  Certainly.    In  the  small  Mr..TosePi>  Quick 

houses  the  lead  is  often  knocked  about,  and  crushed,  and  per- 
forated, and  great  waste  of  water  is  occasioned.  The  iron  is 
not  liable  to  injury  in  the  same  way.  Wherever  a  lead  pipe 
crosses  a  draiu,  a  rat  will,  for  some  unexplained  reason,  gnaw 
or  scratch  a  hole  in  it.  Instances  of  waste  and  inconvenience 
to  the  inhabitants  from  this  cause  is  in  our  district  an  event  of 
almost  every  day  occurrence ;  but  I  have  never  seen  the  marks 
even  of  any  such  attempts  upon  the  iron  tubing-. 

Have  you  met  with  instances  of  injuries  to  the  health  from 

the  oxide  of  lead  ?  At  Clapham  Common  the  Manor  Estate 

was  supplied  with  water  from  a  spring  well  in  the  centre  of  the 
Common,  through  the  lead  pipes,  and  the  inhabitants  were 
attacked  with  severe  illness,  which  was  ascribed  to  the  length 
of  lead  pipe  through  which  the  water  passed.  Lead  was  de- 
tected in  the  water  upon  analysis,  and  the  lead  pipes  were  taken 
up  and  iron  pipes  substituted.  The  pipe  was  nearly  a  mile  in 
length  and  of  5  inches  in  diameter,  and  always  full  of  water, 
serving  as  a  species  of  reservoir  to  the  houses  it  supplied :  the 
quality  of  the  water  might  also  have  had  some  influence  in  the 
decomposition  of  the  lead.  I  have  never  known,  or  heard  of 
the  least  suspicion,  that  the  short  leaden  services  from  the  iron 
mains  in  the  street  into  the  houses  have  any  effect  on  the  water 
passing  through  them. 

Pipes  of  fire-brick  clay,  of  an  inch  thick,  and  4  and  6  inches  in 
diameter,  have  been  produced  to  the  Commission,  which  have 

s  sustained  a  pressure  of  upwards  of  900  feet  before  breaking. 

v  Supposing  such  pipes  to  stand  a  continuous  pressure,  and  to 
be  fit  for  general  adoption  as  mains,  what  will  be  the  com- 
parative economy  produced  by  substituting  them  for  iron 

mains?  The  expense  of  laying  down  pipes  in  our  district  is 

generally  about  one-third  the  expense  of  the  pipe ;  that  is,  for 
cartage,  digging,  and  jointing,  and  removing  rubbish,  all  com- 
plete, except  the  expense  of  paving,  which  is,  for  pebble  paving 
M.  per  yard,  for  square  paving  \s.,  and  for  grounded  paving 
1*.  4rf  charged  by  the  district  surveyors.  This  expense  may 
be  said  to  average  Is.  per  yard;  so  that  supposing  iron,  stone, 
or  fire-brick  piping  to  stand,  or  the  6-inch  mains  of  that  sub- 
stance at  Is,  6d.  per  yard  to  be  substituted  for  the  6-inch 
iron  mams  now  sold  at  5s.  6d.  per  yard,  as  the  expense  of  laying- 
down  earthenware,  which  did  not  require  lead  jointing,  might 

i  iT1  pcr  yard' tlle  wholc  exPeuse  of  the  earthen  mains 
would  be  about  one  half  the  expense  of  the  iron  mains.  It  is 
a-U  illustration  of  the  separate  mode  of  action  that  the  contract 
price  of  the  same  contractors  for  paving  for  the  Paving  Com- 
missioners is  only  4K  to  5d.  per  yard  If  the  paving  sink, 
mcy  are  paid  for  repaving  it,  and  the  same  place  is  frequently 
paved  three  times. 
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Mr.Joseph  Quick  If  the  earthen  pipes  were  successful,  to  what  extent  would 
they  reduce  your  estimate  of  the  expense  of  the  introduction 
of  a  system  of  constant  supply  at  high  pressure  over  the  whole 
district,  which  you  have  stated  at  \\d.  per  week  for  each  house  ? 
■  It  would,  1  think,  reduce  the  expense  by  about  one  half- 
penny. 

And  get  rid  of  any  chalybeate  effect  of  the  iron  upon  the 
water,  or  of  the  pernicious  effects  of  oxides  of  lead,  and  all  the 
wear  and  tear  from  corrosion  ?  Certainly.  Another  advan- 
tage would  be,  that  consumers  might  use  the  pipes  immediately 
they  are  laid.  At  present  it  is  somewhat  more  than  a  month 
before  they  can  be  used,  or  before  the  water  is  free  from  the  rust 
of  the  iron  pipes,  and  from  the  tarred  yarn  used  in  making  the 
joints. 

In  the  crowded  manufacturing  districts,  do  you  find  the  water 
in  the  butts  exposed  to  soot  and  dirt,  and  polluted  from  neglect  ? 

 In  going  over  those  districts  we  frequently  find  the  butt 

uncovered,  and  the  water  exposed  and  covered  with  soot  and 
dust  in  warm  weather.  I  frequently  find  a  green  scum  upon 
them,  which  I  have  imagined  arises  from  some  decomposition 
of  the  wood.  The  butts  themselves  are  not  well  prepared  in 
the  poorer  districts ;  old  tallow  casks,  old  rum  puncheons,  any- 
thing in  shape  of  a  tub  is,  in  fact,  used,  and  commonly  with 
little  or  no  preparation,  and  the  matter  with  which  the  wood  has 
been  saturated  will  taint  the  water  for  a  long  time.  A  butt 
ought  to  be  dressed  over  with  common  pitch  once  each  year  to 
preserve  it  properly,  but  this  is  rarely  done. 

Does  not  the  water  also  absorb  the  gases  by  which  it  is  sur- 
rounded ? — That  is  a  fact  of  which  I  cannot  speak.  It  is  stated 
to  be  so  by  medical  men,  and  I  have  little  doubt  that  it  must 
be  so.  We  know  that  when  water  is  placed  in  a  newly  painted 
room,  it  removes  much  of  the  unpleasant  effluvia. 

Do  you  filter  the  water  supplied  by  the  Southwark  \\  ater 
Company?  -Yes,  we  have  done  so  during  the  last  three  years 

and  a  half.  .  ,J 

Do  you  attain  the  same  degree  of  clearness  that  is  attained 

by  private  filters  ?  1  believe  we  do.    Before  we  filtered  and 

during  the  time  when  Ave  pumped  the  water  direct  from  thd 
Thames  near  London  bridge  I  have  seen  as  much  as  three  inches 
of  deposit  taken  out  of  the  butts  in  one  week,  when  then 
had  been  heavy  falls  of  rain,  and  the  Thames  was  discoloured 
but  since  the  works  have  been  established  at  Battersea,  am 
the  process  of  filtration  made  perfect,  the  deposit  during  si: 
months  in  close  covered  tanks  has  not  been  thicker  than  i 
shilling  I  consider  when  Thames  water  is  purified  by  deposi 
and  filtration,  it  is  better  than  spring  or  Wandle  river  watei 
and  softer  and  fitter  for  domestic  purposes. 

What  is  the  construction  of  the  filter  you  have  in  use  a 
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the  Southwark  Waterworks?  Our  process  of  cleansing-  is  Mr.  Joseph  Quick 

first  by  reservoirs  of  subsidence,  large  open  reservoirs  between 
four  and  five  acres  in  area  and  thirteen  feet  six  deep,  faced 
with  gravel.  Where  the  bottom  was  springy  we  mixed  lime 
and  made  a  concrete  with  the  gravel.  It  also  gave  a  surface 
for  cleansing.  These  reservoirs  have  a  brick  invert  about  six 
feet  wide  and  three  feet  six  deep,  laid  in  cement. 
The  following  [fig.  1.]  is  a  section  of  our  reservoir  with  the 

Fig;.  I. 


invert  in  the  centre.  Usually  reservoirs  of  subsidence  have  a 
nearly  plain  surface ;  but  we  find  this  invert  a  great  improve- 
ment. We  sweep  the  deposit  into  the  invert,  and  then  flush  it 
away  by  letting  water  into  the  invert  from  an  upper  reservoir. 
We  could  not  apply  the  flushing  principle  except  by  the  use 
of  such  means. 

Our  filters  are  constructed  on  the  same  principle  as  those  in 
use  at  the  Chelsea  Waterworks,  namely,  by  'strata  of  coarse 
avel  arr  anged  as  shown  in  the  accompanying  plan.  [Fig.  2.] 

Fig.  2. 


V* 

—  — i  ■ 


A  a,  depositing  reservoirs,  capable  of  containing  four  days' 
supply,  c  c,  inverts,  formed  of  open  brick-work  in  cement, 
used  for  cleansing  and  flushing  out.  b,  filter  bed,  showing  the 
filtering  substances,  consisting  of,  1st,  coarse  gravel  about  one 
ioot  deep ;  2ndly,  a  stratum  of  rough  screened  gravel  nine  inches 
4tv!f;  ?r^'  fine  screene(l  gravel  about  six  inches  deep; 
^thly  hoggin,  or  fine  gravel  nine  inches  deep;  5thly,  fine 
washed  grey  river  sand  about  three  feet  six  deep.  The  water 
w  gradually  drawn  from  the  depositing  reservoir  on  to  the 
suriacc  of  the  sand,  and  is  allowed  to  percolate  through  tunnels 

VOL.  II. 
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Mr.JoscpU  Quick  formed  by  "bricks,  with  open  joints  and  cement.  These  lead  to 
other  tnnnels,  which  arc  made  of  close  brick,  and  lead  into  the 
pump-well  of  the  engine.  .  • 

Are  you  confident  as  to  the  principle  of  this  filter,  and  its 

completeness?  All  that  I  am  prepared  to  say  at  present  is, 

that  I  have  seen  nothing  yet  answer  so  well  as  this  filter  with 
the  reservoir  of  subsidence  attached.    Indeed,  at  times  the 
reservoir  of  subsidence  renders  the  water  very  pure  of  itself. 
My  own  impression,  from  all  the  experiments  1  have  seen,  is, 
that  extent  of  surface  is  necessary  for  filtration.    Filters  have 
been  invented  which  do  with  small  surface,  but  they  require 
great  pressure ;  and,  so  far  as  my  observation  has  gone,  unless 
the  water  is  previously  very  pure,  the  filtering  medium  gets 
soon  clogged  up  and  consolidated  by  the  pressure,  and  a  more 
frequent  cleansing,  and  consequently  greater  expense  is  in- 
curred.   The  expense  of  filtration  by  the  Chelsea  Filter  is 
estimated  at  2,185/.  per  annum  to  produce  3,136,320  gallons, 
or  72  gallons  per  superficial  foot  of  the  filtering  bed  per  diem 
The  cost  of  ours,  the  Battersea  filter,  to  produce  2,16U,UUU 
gallons,  or  66  gallons  to  one  foot  each  day,  does  not  exceed 
obOl.  per  annum.    We  never  find  the  upper  stratum  of  sand 
discoloured  more  than  from  an  inch  and  a  half  to  two  ™^es- 

That  is  to  say,  perceptible  to  the  eye?  Yes.    By  the 

process  of  cleansing,  and  the  removal  of  about  an  inch  of  surface, 
the  sand  is  renewed  about  once  in  three  years.  > 
What  is  your  experience  as  to  the  amount  of  matter  detained 

by  subsidence?  About  one  inch  per  month  of  mud;  or 

rather  on  the  average  of  the  year  it  is  12  inches.    In  fine  weather 
there  is  very  little,  but  during  and  after  heavy  rains  there  is 
a  great  quantity,  which  makes  up  the  average.  _ 
Besides  this,*  what  quantity  is  detained  in  your  filtering 

beds?  About  an  eighth  of  an  inch  of  mud,  and  below  that 

an  inch  of  discoloured  sand  every  eight  weeks.  But  this  eighth 
of  an  inch  is  so  compressed  as  to  be  equal  to  at  least  halt  an 
inch  of  the  mud  left  in  the  reservoir  of  subsidence.  Alto- 
gether the  Thames  water,  as  taken  out  at  Battersea,  wouid 
give  about  15  inches  of  deposit  in  the  year. 

This  then  is  the  measure,  is  it  not,  of  what  must  pass  into 
the  water-butts,  and  require  cleansing,  where  the  same  water 
is  taken  up  and  delivered  without  previous  preparation  by 

reservoirs  of  subsidence  and  filtering  beds  ?  Yes. 

And  what  for  each  1000  gallons  is  the  extra  expense  ot 

cleansing  such  water?  About  one-sixth  of  a  penny,    lor  a 

tenement  receiving  40  gallons  per  diem,  the  expense  wi  1  be 
about  4c/.  per  annum  ;*  and  for  this  a  cleansing  of  the  butt 
every  week  or  fortnight  is  saved.  Besides,  the  filtered  water 
may  be  at  once  used,  and  the  consumer  has  not  to  wait  for  any 

*  This  sum  will  include  the  interest  at  5/.  per  cent,  upon  12.000/.  expended^ 
llju  reservoirs  and  filters. 
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subsidence.  Brewers,  manufacturers,  and  all  other  consumers  Mr.  Joseph  Quick 
have  the  same  advantage.  Formerly,  when  there  was  subsi- 
dence, deposits  were  left  at  the  bottom  of  brewers'  coppers, 
which  furred  them  so  much  that  holes  were  frequently  burnt 
into  them.  Now  that  the  clear  water  comes  directly  in  con- 
tact with  the  metal,  such  accidents  do  not  occur  to  the  same 
extent.  The  housewives'  kettles  are  also  better  preserved. 
The  fellmongers  also  dress  their  wool  whiter,  and  those  who  use 
the  filtered  water  get  an  advantage  of  about  three  farthings 
in  the  pound. 

What  was  the  expense  of  the  reservoir  of  subsidence  and  of 

the  whole  apparatus  used  at  Battersea  ?  About  20,000/., 

inclusive  of  the  filter  beds. 

You  are  aware,  perhaps,  of  the  fact  that  if  water,  having 
infusions  of  decaying  organic  matter,  be  altogether  secluded 
from  the  light,  the  appearance  of  animalculae  is  much  retarded. 
Is  not  this  an  observation  applicable  to  the  reservoirs  of  sub- 
sidence as  well  as  to  the  exposure  of  water  in  the  watcr- 
hutts  ?— — There  may  be  something  in  that ;  but  our  reservoirs 
of  subsidence  are  so  constructed  that  we  can  at  once  change  the 
water  by  letting  it  out  into  the  river,  and  by  talcing  it  in 
again  at  the  next  tide.  In  the  summer  weather  we  frequently 
do  this ;  we  let  the  water  out  in  the  afternoon,  and  take  in  a 
supply  of  cool  water  for  the  next  day's  distribution.  At  the 
Chelsea  Waterworks  the  reservoirs  are  so  constructed  that 
they  would  have  to  "lift"  their  water,  which  would  be  an 
extra  expense. 

Then  by  getting  rid  of  the  water-butt,  its  pollutions  would 
be  got  rid  of,  and  on  a  system  of  a  constant  supply  of  water 
from  a  large  reservoir,  'filtered  water  would  be  drawn  fresh 
and  cool  m  summer,  as  from  a  spring,  having  the  coolness  or 

medium  temperature  of  the  earth  through  which  it  passes  ?  

Certainly,  and  the  medium  temperature  would  be  good  "for  the 
supply  in  winter. 

If  the  butt  were  got  rid  of  by  the  system  of  constant  supply 
at  high  pressure,  supposing  adequate  powers  were  given,  and 
the  water  were  laid  on  by  the  Company,  at  what  expense  per 
tenement  could  it  be  done  ?— I  believe  that,  with  iron  pipes,  it 
might  be  carried  up  to  the  first  floor,  at  an  outlay  of  from  20a. 
™  fos.  per  tenement,  that  is  for  a  four-roomed  house;  a 
iurthcr  economy  might  be  effected,  by  carrying  up  one  service 
ior  two  houses,  and  making  branches  from  it. 
tao-01  S9tGam  *ngines>  w  not  filtered  water  found  advan- 
fV  Watei" is  taken  at  thc  South-Western  Hail- 
ay  station  on  that  account,  and  several  of  the  manufacturers 
gess,  great  satisfaction  with  it  on  account  of  its  filtration. 
We  }  0li  c?nccive  tllat  when  the  economy  of  filtration  on  a 
o    scale  is  considered,  and  its  necessity  for  domestic  pur- 

K  2 


132  Protection  of  Warehouses  from  Fire. 

Mr.  Jo^u Quick  p0Ses,  all  supplies  of  water  for  the  public  should  be  required 
to  be  filtered  artificially,  as  yours  is,  where  it  cannot  be  filtered 

naturally  ?  There  can  be  no  doubt  of  it. 

Did  you  superintend  the  experiments  as  to  the  force  of  the 
jets  given  from  your  different  sized  mains,  and  recited  in  the 

examination  of  Mr.  Hawksley  ?  Yes,  1  did. 

Have  you  had  occasion  to  advise  as  to  the  disposition  ot 
water  at  high  pressure,  for  the  prevention  of  fi™  ?— - Yes, 
after  the  destruction  of  the  terminus  of  the  South-Westerii 
Railway  by  fire,  I  recommended  them  to  have  a  nine-inch 
main,  with  three-inch  outlets  leading  to  six  stand  pipes,  with 
ioiniiiff  screws  for  hose  pipe  to  be  attached,  and  that  they 
should  carry  a  three-inch  pipe  of  the  same  description  up  into 
each  floor,  so  that  a  hose  might  be  attached  m  any  room 
where  the  fire  commenced.    This  was  done  between  two  and 
three  years  ago.    I  have  recommended  similar  precautions 
which  have  been  adopted  at  Messrs.  Price's,  cocoa-nut  oil 
manufacturers,  Wandsworth-road.    Messrs    Pilchers,  white- 
lead  and  oil  merchants,  Morgan's-lane.    Messrs.  Hepburn, 
tanners,  in  Long-lane.   They  have  similar  protection  at  Grny  s 
Hospital.    The  insurance  company  refused  to  insure  Messrs. 
Price's  premises  until  this  means  of  protection  were  adopted. 
From  London  Bridge  to  Rotherhithe,  a  district  covered  with 
warehouses,  and  where  some  of  the  most  destructive  fires  have 
lately  happened,  there  is  no  water  main.    The  insurance  on 
those  buildings  is  consequently  higher.. 

In  these  instances  of  course  the  pipes  are  all  attached  to 
your  mains,  which  are  kept  constantly  charged  night  and  day, 

It  your  pressure  of  120  feet  ?  Yes,  certainly.  ■ 

In  "how  many  minutes  may  the  hose^e  attached  .'  Ihere 

is  only  the  time  of  attaching  the  hose  which  need  be  nothing 
like  a  minute.     I  have  indeed  recommended  that  a  short 
length  "of  hose,  with  a  short  nozzle,  or  branch,  should  be  kept 
attached  to  the  cock,  so  that  the  cock  has  only  to  be  turned, 
which  is  done  in  an  instant.  , 
It  appears  that  fire-engines  require  26  men  to  work  each 
engine  of  two  seven-inch  barrels,  to  produce  a  jet  ot  about  ou 
feet  hio-h.   The  arrangement  carried  out  at  your  recommenda- 
tion with  six  jets,  is  equivalent  to  keeping  six  such  engines, 
and  the  power  of  156  men  in  readiness  to  act  at  all  times 
night  and  day,  at  about  a  minute's  notice  for  the  extinction 

of&fires?  It  will  give  a  power  more  than  equal  to  that 

number  of  men.  For  the  jets  given  off  from  our  '20-inch  mam 
will  be  much  more  regular  and  powerful,  and  will  delivei 
more  water,  than  could  be  delivered  by  any  engine.  The  jets 
at  that  place  would  be  70  feet  high.  , 
Under  a  system  of  constant  supply  at  high  pressure,  such 
as  that  for  which  you  have  made  an  estimate,  even  the  smallest 
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street  might  be  supplied  with  a  three-inch  main,  affording  one  Mr.  Joseph  Quick 
40-feet  jet  at  least,  that  is  equivalent  to  keeping  the  power 
of  one  engine  and  20  men  in  readiness  at  every  house-door  to 
act  at  one  minute's  notice,  in  case  of  fire  ?  Certainly. 

Would  it  not  be  equally  practicable  and  desirable  to  carry 
a  nine-inch  or  some  such  main  with  similar  appliances  to  the 
vicinity  of  the  warehouse  property  along  the  river  side,  and 
would  not  the  reduced  risk  largely  cover  any  increased  ex- 
pense ?  There  can  be  no  doubt  of  it. 

Are  there  not  large  masses  of  warehouse  property  along  the 
banks  of  the  river  from  London  Bridge  to  Rotherhithe  which 

have  no  such  protection  ?  Yes,  from  Southwark  Bridge  to 

Rotherhithe  there  are  few  places  with  any  pipes  at  all,  and 
those  which  they  have  are  very  small,  and  by  no  means  equal 
to  the  purpose.  In  several  places  there  are  large  stacks  of 
warehouses  containing  property  to  the  value  of  several  hundred 
thousand  pounds  without  any  protection  whatever.  Since  the 
last  conflagration  an  addition  of  two  or  three  shillings  per  cent, 
has  been  made  to  the  insurance  premium  in  consequence  of 
the  exposed  state  of  the  property.  They  may  conceive  them- 
selves protected  by  the  contiguity  of  the  river,  but  it  is  not  so. 
If  a  fire  take  place  when  the  tide  is  out,-  as  at  the  last  great 
fire  at  London  Bridge,  not  only  the  warehouses  must  go,  but 
the  vessels  lying  alongside,  until  the  floating  engines  can  be 
fetched  from  a  distance. 

Has  water  been  as  yet  used  at  high  pressure  for  street 

cleansing  ?  At  St.  Thomas's  Hospital,  they  have  stand  pipes 

to  the  columns  that  support  the  building  for  the  purpose  of 
cleansing  the  square  in  the  front  of  the  hospital.  They  also 
use  the  jets  for  cleansing  the  front  of  the  building,  and  Avash- 
ing  the  windows.  In  the  summer  time  they  wash  the  place 
once  a-fortnight,  and  sometimes  oftener.  They  say  "  it  cools 
the  place  and  makes  it  fresh,"  in  hot  weather. 

Under  a  system  of  constant  supply  of  high  pressure,  the 
same  thing  may  of  course  be  done  for  the  streets  and  houses, 

as  is  stated  to  be  the  practice  of  Philadelphia  ?  Yes,  I 

have  no  doubt  that  it  might  be  done,  but  I  have  not  had  any 
experience,  or  made  any  experiments  upon  it. 

As  the  public  are  at  present  supplied  in  the  Southwark 
district,  how  many  capitals  are  invested,  and  how  many  sets  of 

pipes  traverse  the  same  streets  ?  There  are  three  companies 

in  some  streets,  and  three  sets  of  pipes,  in  others  two ;  and  we 
nave  at  the  present  the  exclusive  supply  of  about  one-tenth 
ot  the  district.  On  the  average  there  maybe  said  to  be  about 
two  capitals  in  the  same  street.  This  is  also  the  case  with 
supplies  of  gas.  In  no  part  of  the  district  is  there  less  than 
two  capitals  in  gas  supplies  in  the  same  street,  and  in  a  very 
large  portion  three. 


134    Effect  of  the  Competition  between  the  Water  Companies 

Mr.  Joseph  Quick    What  dividends  do  the  Water  Companies  pay?  The 

Southwark  Company  have  expended,  from  1819  to  the  present 
time,  taking  into  account  the  money  spent  as  well  previous  as 
subsequent  to  the  removal  of  the  source  of  supply  to  Battersea, 
208,000/.,  and  the  dividends  now  paid  amount  to  6,400/.,  being 
a  little  above  3  per  cent.    The  outlay  of  the  two  other  com- 
panies south  of  the  Thames  cannot  have  been  less  together 
than  450,000/.    Of  the  three,  consequently,  in  round  numbers, 
650  000/.,  and  the  dividends  at  present  paid  (the  Vauxhall 
paying  none)  are  16,400/.,  or  2£  per  cent,  on  the  whole  amount 
expended ;  and  should  the  companies  recover  m  a  few  years 
from  the  loss  and  waste  produced  by  the  competition,  they  would 
scarcely  be  able  to  pay  more  than  from  3  to  3£  per  cent.,  as 
the  gross  income  does  not  exceed  40,000/.,  and  the  expenditure 
amounts  to  not  less  than  20,000/. 

What  might  be  the  gain  to  the  public  by  a  consolidation  — 
If  the  companies  could  be  consolidated,  and  were  to  take  their 
supplies  from  the  Southwark  Company's  works  at  Battersea 
(the  highest  of  the  three  establishments  up  the  Thames),  the 
public  would  be  supplied  with  better  water,  and  the  protection 
in  case  of  fire  be  made  more  effectual,  and  more  universally 
spread  over  the  district,  and  an  economy  to  the  public  of  from 
6  000/.  to  8,000/.  per  annum  in  expenses  be  effected. 

'  If  the  companies  south  of  the  Thames  had  confined  them- 
selves to  separate  districts,  would  it  not  have  made  a  consider- 
able difference  in  the  rate  of  charge  to  the  consumers/  

If  there  never  had  been  more  than  one  company  m  the  same 
district,  all  the  expense  of  competition,  so  ruinous  to  the 
capital  of  a  company,  would  have  been  saved,  likewise  the  loss 
of  income  by  change  of  tenantry,  and  the  consequent  expenses 
of  plumbing,  paving,  &c. ;  and  this  will  inevitably  apply  where 
two  or  three  companies  occupy  the-  same  district,  and  tend  to 
prevent  an  adequate  return  for  the  capital  expended,  until 
companies  are  forced  into  arrangement  with  each  other  tor 
their  own  safety  aild  the  security  of  their  investment  and 
which  arrangement  is  always  against  the  consumer,    m  re- 
ference to  such  expenses  1  mention  the  case  ot&t.  Johns 
Southwark.    The  Southwark  Company  had  served  the  parish 
for  many  years,  having  pipes  in  every  street.    In  icm  tnc 
Vauxhall  Company  laid  pipes  in  nearly  every  street  i  the 
parish,  at  an  expense  of  2400/.  and  succeeded  in  procu iing  a 
rental  by  change  of  tenants  from  the  Southwark  Company  of 
SI/.:  for  the  time  the  rates  throughout  the  parish  were  reduced 
25  per  cent. ;  in  1842  the  competition  ceased  by  arrangement 
aiuf  the  rates  were  raised  to  the  same,  or  to  a  somewhat  high  i 
level,  than  they  were  at  before  the  competition  Commenced, 
although  they  "are  still  much  below  the  Parliamentary  scale  of 
rates. 
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What  dividends  are  the  gas  companies  paying?-  The  Mr. Joseph ( 

Lest  is  now  paying  6  per  cent.,  and  the  worst  nothing ;  the 
South  Metropolitan  is  paying  6  per  cent. ;  the  Phoenix  5  per 
cent. ;  the  London  pays  interest  on  debentures,  but  little  to 
the  shareholders ;  and  the  Deptford  Company  is  in  Want  of 
money  to  get  on. 

Though  the  shareholders  of  the  rival  *water  companies  are 
paid  but  indifferently  when  risks  and  unproductive  capitals  of 
some  of  the  companies  are  considered,  must  not  the  whole 
district  be  paying  upwards  of  10  per  cent,  for  very  imperfect 

supplies  of  water  ?  It  may,  supposing  no  capital  to  have 

been  wasted  in  competition,  and  no  money  expended  but  on 
the  best  plan  that  could  be  devised  for  supplying  the  inhabitants 
with  water,  and  protecting  the  district  in  cases  of  fire.  The 
present  rates  might  possibly  pay  10  per  cent,  on  a  capital  of  the 
amount  barely  necessary  and  so  expended;  but  it  should  be 
added  in  fairness  that  no  great  works,  whether  railroads,  canals, 
clocks,  or  waterworks,  have  ever  been  executed  of  which  it  may 
not  be  true,  that  if  to  be  done  again  much  money  might  not 
be  saved. 

A  general  supply  of  water  over  the  whole  district  for  the 
cleansing  of  the  houses  and  the  drains  being  required  for  the 
improvement  of  the  sanatory  condition  of  the  population,  do 
you  conceive  it  would  be  eligible  or  practicable  to  get  the 

several  companies  to  act  in  concert  for  the  purpose?  It 

would  certainly  be  eligible  in  the  highest  degree,  and  would 
possibly  be  practicable  under  the  influence  of  some  superior 
authority,  but  from  the  jealousies  of  the  companies,  and  the 
hostile  feeling  engendered  by  recent  contests  between  all  the 
officers  and  servants  of  the  companies  from  the  highest  to  the 
lowest,  there  would  of  course  be  much  difficulty  in  getting 
them  to  act  in  concert. 

Then  you  are  of  opinion  that  the  Only  practicable  course 
would  be  to  resume  all  the  privileges  granted,  and  to  buy  up 
the  whole  works  on  terms  of  compensation  to  the  paid  officers, 
to  shareholders,  and  to  commence  de  novo  under  one  autho- 
rity? 1  do  not  know  that  it  would  be  the  only,  but  it 

undoubtedly  would  be  the  best  practical  course.  The  public 
would  gain  much,  and  would  be  enabled  to  compensate  all 
interested  parties  liberally.  Everything  might  then  go  on 
easily  without  the  obstructions  of  making  bargains  and  settling 
conflicts  at  every  step,  or  attending  to  any  other  than  the 
public  interest.  There  might  be  at  once  an  immediate  saving 
to  the  public  of  the  greatest  part  of  the  expense  of  collection. 

Do  you  see  any  difficulty  in  managing  improved  and  con- 
stant suppbes  of  water  in  connection  and  subordination  to 
general  arrangements,  under  one  authority,  for  the  house  and 
street  drainage  and  cleansing? — The  chief  difficulty  would 
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Mr.  Joseph  Quick  ^e  ]a"b0ur  of  making  the  required  change.  When  once 
made,  the  system  would  work  easily  and  in  the  best  manner, 
if  it  were  placed  under  scientific  and  competent  direction  as 
part  of  the  general  arrangements  for  draining  and  cleansing 
the  district  and  the  improvement  of  the  sanatory  condition  of 
the  population. 


THE  CITIES  OF  PHILADELPHIA  AND  NEW  YORK  * 


Supply  of  Water. 

Philadelphia  and     1 .  At  what  height  is  the  surface  of  the  water  in  your  reservoirs  above 
New  York,  u.s.  tlie  hjg^est  an(j  lowest  points  in  the  city  and  suburbs? 

Philadelphia. — The  surface  of  the  water  in  the  reservoirs  is 
98  feet  above  high-water  mark  of  the  rivers  Delaware  and  Schuyl- 
kill :  highest  point  in  the  city  43  feet  2  inches  ;  lowest  5  feet 
5  inches. 

New  York. — The  height  of  the  water  is  115  feet  above  tide, — 
about  105  feet  above  the  lowest  and  60  feet  above  the  highest 
grade  of  streets.  Only  a  small  portion  of  the  city  less  than 
75  feet  below  the  surface  of  the  reservoir. 

2.  How  many  miles  of  mains  are  laid  down  in  the  city  and  suburbs, 
and  how  many  miles  of  services  ? 

The  term  main  applies  to  iron  pipes  always  charged  with  water, 
and  the  term  services  to  iron  pipes  communicating  with  the 
mains,  and  only  charged  occasionally. 

p.  There  are  1 1 5£  miles  of  mains,  service  pipe  not  included : — 

One  main  =  22  inches  in  diameter;  length  9,570  feet. 
One  main  of  20  inches  in  diameter;  length  10,152  feet. 
Pipes  in  the  principal  street  =12  inches  diameter. 
Pipes  in  the  minor  streets  and  alleys  4  and  6  inches  diameter. 
These  pipes  are  proved  by  Bramah's  pump  under  a  pressure  of 
300  feet  head  of  water. 

There  are  connected  with  the  mains  for  protection  from  fire 
1055  fire-plugs. 

JV:  Y. — There  are  150  miles  of  mains,  besides  40  miles  ot 
aqueduct.  The  sizes  vary  from  36-inch  to  6-inch.  They  are 
always  charged.    The  services  are  from  the  street  to  the  houses. 

3.  What  is  the  distance  from  the  reservoirs  to  the  extreme  points  of 
the  mains  that  are  always  charged,  and  of  the  services  that  are  occa- 
sionally charged  ? 

p  The  distance  from  the  reservoirs  to  the  extreme  point  of 

*  For  these  answers  the  Commission  is  indebted  to  Mr.  William  G.Bull,  of  New 
York  civil  unirineer,  who  furnished  the  information  relative  to  New  York,  and  to 
Mr.  William  Strickland,  mchitect  and  engineer  to  the  Schuyllull  Waterworks,  who 
supplied  that  relating  to  Philadelphia. 


in  Philadelphia  and  JYeio  Yorlt. 


137 


he  mains  and  pipes  that  are  always  charged  is  six  miles.  There  New^k'Vs1 
is  constantly  a  full  head  on  all  the  pipes  of  the  streets. 

JV".  Y. — The  distance  from  the  distributing  reservoir  to  the 
battery  is  four  miles,  a  direct  main  of  36  inches. 

4.  What  is  the  experience  of  the  loss  of  level  by  friction  in  the  pipes? 
P. — The  loss  of  head  by  friction  in  the  pipes  is  about  25  feet 

while  the  city  is  drawing. 

iV.  Y. — The  formula  of  Robinson,  as  given  in  his  "  Mechanical 
Philosophy,"  article  "  Waterworks,1'  may  be  fully  relied  on  as 
practically  demonstrated. 

5.  To  what  height  does  the  water  rise  above  the  ground  when  allowed 
to  escape  from  any  orifice  in  the  mains  at  the  nearest  and  furthest  points 
of  delivery  ?  and  the  same  as  regards  the  services  ? 

P. — This  question  involves  the  size  of  the  orifice  :  an  inch  bore 
will  admit  a  vertical  jet  of  30  feet  at  the  nearest,  and  of  20  feet  at 
the  furthest  points  of  delivery  from  all  the  pipes.  The  term  ser- 
vice is  applied  only  to  the  small  leaden,  or  iron  pipe  leading  into 
the  houses  on  the  right  and  left  of  the  streets. 

N.  Y. — At  Harlaem  River-valley  a  12-inch  pipe,  with  a  6-inch 
jet,  throws  the  water  in  quiet  weather  100  and  110  feet  high. 
The  city  fountains  throw  it  60  and  70  feet  high. 

C.  What  are  the  bores  of  the  mains  or  services  at  these  points,  and 
what  is  the  bore  of  the  orifices  ? 

P- — The  bores  of  the  mains  are  from  10  to  12  inches  in  the 
principal  or  leading  streets,  and  from  4  to  6  inches  in  the  minor 
ones. 

N.  Y. — The  bores  of  the  main  12  inches-,  jet  6  inches. 

7.  What  are  the  heights  of  the  highest  and  lowest  houses  in  the  city 
and  suburbs  above  the  ground  level,  and  what  is  the  general  height  of 
the  buildings  ? 

P- — The  highest  houses  of  the  city  are  six  stories,  averaging 
10  feet  each  story  above  the  ground.  The  lowest  two  stories,  say 
25  feet  above  ground.  The  general  height  of  the  buildings  is 
three  stories. 

Ar.  Y. — The  highest  public  buildings  (except  steeples  of 
churches)  108  feet;  lowest  private  25  feet  from  the  ground; 
three-story  houses  and  attics  50  feet. 

8.  Is  the  water  kept  on  at  high  pressure  in  all  the  streets,  or  only  in 
the  main  streets  ? 

P- — The  water  is  kept  on  at  high  pressure  in  all  the  streets, 
and  at  all  times. 

Y. — The  water  is  kept  at  high  pressure  in  all  the  streets  at 
al|  times. 

9.  If  only  in  the  main  streets,  why  is  it  not  extended  to  the  subordi- 
nate streets  ? 

¥•    Answered  in  preceding. 
Y. — See  No.  8  for  answer. 
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Philadelphia  and     iq,  what  would  be  the  expense  of  applying  it  per  house  to  the 

New  York,  U.S.  .  „ 

subordinate  streets  t 

P. — The  city  rates  are  5  dollars  per  house  fronting  all  the 
streets,  and  2  dollars  50  cents,  in  courts  and  alleys.  Baihs, 
3  dollars.  Water-closets,  1  dollar.  Private  stable,  5  dollars 
per  annum. 

JV".  Y. — The  expense  in  every  street  is  the  same  for  the  use  of  i 
the  water,  dependent  on  the  size  of  the  house,  number  of  stories,  i 
&c.    Two  stories,  10  dollars ;  three  stories,  12  dollars ;  public- 
houses  and  manufactories  vary  as  to  size. 

lit  Has  it  yet  become  the  practice  to  have  the  water  laid  on  in  all  the 
rooms  up  to  the  attics  of  private  houses  ? 

p. — No ;  some  few  dwellings  have  it,  and  in  some  hotels  it  is 
introduced  in  all  the  rooms  and  attics. 

JY.  Y. — About  half  the  houses  using  the  water  carry  it  through 
the  house. 

12.  Is  it  laid  on  in  the  rooms  of  warehouses  or  large  buildings,  so  as 
to  be  in  readiness  on  the  occurrence  of  fire  ;  if  so,  what  sized  pipes  are 
used,  and  what  regulations  are  made  to  prevent  the  water  from  being 
used  for  other  purposes  than  for  fires  ? 

P. — It  is  laid  on  in  the  rooms  of  warehouses  where  required. 
The  pipes  =  2  inches,  ferrule  1  inch.  There  are  no  regulations 
to  prevent,  the  water  from  being  used  for  any  purpose,  provided  it 
is  not  wasted. 

jV".  Y. — They  use  the  water  for  all  purposes,  the  service  or 
house-pipe  being  five-eighths  of  an  inch  ;  water  gardens,  streets, 
&c. 

13.  In  how  short  a  time  may  a  hose  be  attached  to  the  main  pipe,  (or 
the  pipe  kept  charged  in  readiness  at  high  pressure,)  and  brought  into 
an  edifice  to  extinguish  fires? 

p.  A  hose  may  be  attached  to  a  fire-plug  in  a  minute. 

Y. — Hose  may  be  attached  to  main  pipe  in  three  to  five 
minutes. 

14.  What  is  the  actual  practice  in  this  respect?  Describe  any 
failures  or  impediments  that  have  occurred,  and  any  means  proposed  for 
removing  them  ? 

Pi— The  practice  is  to  extinguish  fires  by  hose  and  engine 
companies,  and  for  this  purpose  fire-plugs  are  placed  in  the 
streets  surrounding  a  block  of  buildings;  a  plug  in  every  400  feet 
of  distance,  making  four  plugs  to  a  block  of  buildings ;  free 
pumps  are  also  placed  in  every  block ;  four  of  these,  which  are 
not  only  used  for  culinary  purposes,  but  in  cases  of  fire. 

2V,  y.— They  attach  the  hose  by  screw  to  the  hydrants  in  the 
street,  without  any  delay  or  impediment. 

15.  Are  there  many  wooden  buildings  in  the  city,  or  buildings  with 
peculiar  risks  ? 


Decrease  in  the  Losses  by  Fire. 


139 


p  The  }aw  prevents  the  construction  of  wooden  buildings  in  New^wk'Vs'1 

the  City  Proper;  but  there  are  many  in  the  liberties  and  suburbs 
which  have  peculiar  risks. 

JY.  Y.  About  one-fifth  of  the  buildings  are  of  wood,  and  extra 

hazardous. 

16.  What  number  of  fires  have  there  been  in  the  City  during  each  of 
the  last  10  years?  Have  the  losses  from  fire  been  excessive  in  amount 
in  any  year  ? 

P. — The  average  number  of  fires  for  one  year  during  the  last 
10  years  is  not  more  than  36.    The  losses  from  fire  have  not 

<  exceeded  50,000  dollars  per  annum,  for  the  facilities  for  their 
extinguishment  are  such  as  not  to  permit  a  fire  to  extend  beyond 

:  the  building  in  which  it  originates.  This  applies  to  the  City 
Proper. 

iV".  Y. — See  the  following  extracts  from  the  reports  of  the  chief 
engineer  of  Fire  Department  for  1842  and  1 843.  The  great  fire  of 
December,  1835,  destroyed  a  vast  amount  of  property,  estimated 
at  over  20,000,000  of  dollars  :— 

Dollars. 

1842.  Number  of  fires    .     .    .    189      Amount  of  property  destroyed  362,875 

1843.  Ditto  221      Ditto   246,404 

Increase  of  fires  ....      32      Decrease  in  property  destroyed  116,471 

During  the  last  year  seven  engine  companies  have  been  dis- 
1  banded,  and  two  new  ones  organized. 

17.  What  has  been  the  number  of  fires  attended  with  the  destruction 
of  edifices  in  this  city  as  compared  with  the  number  in  other  cities  or 
towns  similarly  circumstanced,  except  that  they  have  not  supplies  of 
water  kept  constantly  on  at  high  pressure  ? 

P. — The  cities  of  Boston  and  Baltimore  are  watered  from  ponds 
or  natural  reservoirs  on  heights  at  several  miles  off.  They  have 
supplies  of  water  kept  constantly  on  at  high  pressure  ;  and  the 
destruction  of  edifices  in  these  cities  by  fires  is  quite  equal  to  that 
of  Philadelphia,  which  contains  more  than  double  the  number  of 
dwellings  than  either  of  the  above-mentioned  cities.  In  Philadel- 
phia insurance  risks  are  taken  at  one-half  the  premium  chargeable 
in  Boston  and  Baltimore.  This  arises  mainly  from  the  admirable 
organization  and  esprit  clu  corps  of  our  engine  and  hose  companies. 

N.  Y. — As  other  cities  keep  no  official  record  of  fires,  it  is 
impossible  to  say  what  destruction  of  property  by  fires  in  other 
places  lias  taken  place. 

18.  What  was  the  state  of  the  city  in  respect  to  the  means  of  extin- 
guishing fires  before  the  present  mode  of  keeping  on  the  water-pipes 
charged  at  high  pressure  was  brought  into  operation  ? 

— The  means  of  extinguishing  fires  in  the  city  previous  to  the 
present  plan  of  keeping  on  the  water-pipes  charged  at  high 
pressure  were  the  same  as  now,  with  this  difference,  that  the  mains 
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1Newd^rkiVsd  ail(^  P'Pes  were  constructed  with  wood.    The  water  of  the  river 
ew  or  ,       Schuylkill  was  pumped  up  to  a  level  nearly  with  the  plane  of  the 
city,  carried  through  a  brick  aqueduct  of  5  feet  in  diameter,  to  an 
engine-house  placed  nearly  in  the  centre  of  the  city,  and  there 
pumped  up  again  into  a  reservoir  or  tank  under  the  roof,  at  au  i 
elevation  of  45  feet  above  the  surrounding  streets.    A  distributing  i 
chest  was  connected  with  the  reservoir  of  this  central  engine- 
'house,  and  from  which  the  great  mains  set  out  through  the  prin- 
cipal streets  of  the  city.    Prom  the  want  of  an  adequate  supply  of 
water,  and  from  the  necessity  of  husbanding  that  supply  by  stop- 
ping  it  off  in  one  direction  qr  another,  so  as  to  meet  the  demands 
of  a  fire,  only  those  pipes  which  led  in  the  direction  of  the  flames 
were  charged  at  all,  and  the  inhabitants  made  use  of  the  common 
street  pumps  by  forming  themselves  in  double  file  to  pass  buckets 
of  spring  water  as  an  auxiliary  to  the  charging  of  the  fire-engines. 

JST.  Y. — The  means  of  extinguishing  tires  previous  to  the  intro- 
duction of  the  Croton  water,  were  cisterns,  wells,  and  the  rivers  on 
each  side  of  the  city. 

19.  Were  the  losses  from  fire  in  proportion  to  the  number  of  houses 
much  more  frequent. 

p. — At  this  period  the  losses  from  fire,  in  proportion  to  the 
number  of  houses,  were  much  more  frequent. 

JV;  Y.  The  losses  by  fire,  since  the  introduction  of  the  Croton, 

amount  to  only  about  half  what  they  were  the  year  previous. 

20.  What  effect  has  the  alteration  had  on  the  practice  of  insurance  in 
the  city  ?  What  is  it  in  this  city  as  compared  with  other  cities  or  towns 
where  similar  provision  is  not  made  ? 

P.— The  present  system  of  watering  the  city  has  reduced 
insurance  risks  in  the  proportion  of  one  to  three  upon  real  estate, 
but  not  upon  goods,  wares,  and  merchandize;  these  are  considered 
almost  as  a  total  loss  from  the  damage  by  water. 

JSf,  Y.  The  insurance  against  fire  is  effected  25  per  cent. 

lower  than  before  the  introduction  of  the  Croton  water. 

21.  Is  water  laid  on  in  the  houses  of  the  poorer  classes  ?  If  so,  what 
is  the  number  of  rooms  in  the  lowest  classes  of  houses  to  which  a  separate 
supply  is  given  ? 

p.  The  poorer  classes  are  supplied  by  a  hydrant  placed  in  a 

court  or  alley.  . 

JST.  Y.  The  water  is  furnished  on  application  to  all  houses  or 

other  buildings;  the  lowest  rate  is  for  a  stable  with  one  horse, 
five  dollars  per  annum. 

22.  Are  there  any  public  fountains  or  other  supplies  for  the  use  of 
the  poor?    If  so,  how  many,  and  at  whose  expense? 

p.  Public  fountains  are  placed  in  squares,  and  arc  always  ac- 
cessible to  the  poor  and  rich. 
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Nm  Y— There  are  600  free  hydrants  for  public  use,  at  the  Sg^SSiS*. 
expense  of  the  city,  and  the  numbers  increasing. 

23.  Are  any  and  what  additional  arrangements  as  to  the  strength 
and  expense  of  piping  found  necessary  in  private  houses  in  consequence 
of  the  water  being  kept  on  at  high  pressure? 

p. — There  are  no  additional  arrangements  as  to  the  strength 
and  expense  of  piping  in  conseqxience  of  the  water  being  kept  on 
at  high  pressure.    Frost  is  the  only  inconvenience  in  piping. 

jV.  Y. — The  -f-inch  lead  pipe  is  strong  enough  to  bear  the  full 

pressure  of  the  water  let  into  houses. 
r  » 

24.  Are  there  any  arrangements  in  use  for  diminishing  the  pressure 
of  the  water  or  the  ordinary  force  of  the  discharge  on  the  smaller  pipes 
in  houses  ? 

P. — There  are  no  arrangements  necessary  for  diminishing  the 
•pressure  or  force  of  the  discharge  on  the  smaller  pipes  in  houses. 

N.  Y. — The  brass  stop-cocks  allow  the  water  to  be  drawn 
-  slower  or  faster,  as  desired,  and,  in  case  of  need,  by  a  stop-cock 
near  the  front  of  the  building,  the  jet  can  be  shut  off. 

25.  What  sorts  and  strength  of  pipe  are  in  use  for  the  larger  mains 
and  the  subordinate  pipes,  and  those  in  use  in  private  houses,  and  what 
are  their  weights  per  yard? 

P. — The  sections  of  straight  pipes  or  mains,  of  20  inches 
diameter,  are  in  lengths  of  9  feet,  which  weigh  each  12  cwt.  2  qrs. 
The  sections  of  6 -inch  pipes  are  of  the  same  length,  and  weigh 
each  9*  cwt.  2  qrs.  Their  thickness  not  less  in  any  part  than 
\  inch,  and  proved  by  Bramah's  pump,  under  a  pressure  of  300 
feet  head  of  water.  The  subordinate  pipes,  iron,  from  1  to  2 
inches  diameter  or  bore;  leaden  pipe  J  to  1  inch. 

'  N.  Y.— The  mains,  large  and  small,  are*  of  iron,  36-inch  to 
6-inch  diameter.    The  metal  of  the  largest  (1  inch  thick)  weighs 
3600  lbs.  for  every  8i  feet,  about  1270  lbs.  per  yard,  and  smaller 
pipes  in  proportion.    The  service-pipes  in  houses,  -f-inch  lead, 
N  85  lbs.  per  yard;  over  ^-inch,  6ilbs. 

2G.  If  the  city  were  to  be  relaid  with  pipes  for  the  public  or  private 
distribution  of  water,  would  any  and  what  additions  or  alterations  be 
made  from  the  present  plan  ? 

P. — If  the  city  were  to  be  relaid  with  pipes,  the  mains  would 
be  increased  in  size,  as  well  as  many  of  the  secondary  pipes,  and 
lateral  pipes  would  be  laid  on  each  side  of  the  mains  for  the 
supply  of  all  the  service-pipes  leading  into  houses  and  yards  of 
the  city. 

Y — No  alterations  would  be  made  if  the  pipes  were  to  be 
relaid  in  the  city,  from  present  experience. 

Theie  must  be  a  slight  mistake  in  this  figure,  the  weight  is  excessive  as  com- 
pared with  the  20-inch  mains. 
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Sfw^SSSuS  21  ■  What  is  the  lowest  poinl  of  the  thermomcter  in  the  city in  wimer> 

and  the  highest  in  summer  ? 

P. — The  lowest  point  of  the  thermometer  is  4°  below  zero  in 
winter,  and  the  highest  in  summer,  in  the  shade,  102°. 

JV.  Y. — The  thermometer  averages  lowest  in  winter  15°  above 
zero  ;  in  summer  80°  above  zero. 

28.  Which  description  of  pipes  for  the  distribution  of  the  water  are 
found  to  be  frozen  on  the  occurrence  of  severe  frosts  ? 

P. — In  severe  frosts  all  pipes  laid  above  the  surface  of  the 
earth  are  liable  to  freeze,  and  in  many  instances  the  bath  and 
water-closet  services  are  shut'off. 

JV.  Y. — None  but  the  service-pipes  in  houses,  where  they  have 
neglected  to  shut  off  the  water  at  night,  and  occasionally  a 
hydrant. 

29.  What  means  are  adopted  to  meet  the  inconvenience  ? 

P, — The  means  adopted  to  meet  the  inconvenience  out  of  doors 
is  by  inveloping  the  hydrants,  plugs,  and  pipes,  with  straw, 
blankets,  sand,  tan,  &c. 

JSf.  Y. — The  hydrants  being  of  iron,  they  make  a  fire  round  to 
thaw  them,  or  cover  them  round  with  straw  as  a  preventive. 

30.  What  depth  and  what  description  of  surface  soil  is  found  to  pro- 
tect the  pipes  from  the  influence  of  the  frost? 

P. — The  surface  soil  of  Philadelphia  is  clay  and  loam,  and 
the  depth  which  is  found  to  protect  the  pipes  from  the  influence  of 
frost  is  from  three  to  four  feet. 

jV.  Y. — A  depth  of  4.1  feet  in  any  soil  protects  the  mains  from 
freezing,  and  has  proved  fully  adequate. 

31.  What  is  the  depth  to  which  pipes  are  usually  laid  in  the  streets? 
p. — The  depth,  to  which  pipes  are  laid  in  the  streets  is  from 

three  to  four  feet. 

JV".  Y. — The  pipes  are  laid  five  feet  deep  in  the  city. 

32.  Are  the  water-wheels  and  pumps  frequently  stopped  by  die  frost, 
and  what  means  are  used  to  obviate  inconvenience? 

p.  The  water-wheels  and  pumps  are  never  stopped  by  the 

frost;  they  are  contained  in  a  substantial  wheel-house,  which  is 
heated  by  stoves.  The  wheels  are  occasionally  stopped  by  unusual 
tides  and  freshets  of  the  river. 

JV.  Y. — There  are  no  wheels  or  pumps,  and  of  course  no  in- 
convenience occurs  from  freezing. 

33.  What  effects  are  perceptible  on  the  habits  of  the  population  or  the 
public  health  from  the  additional  supplies  of  water  as  compared  with  the 
population  of  other  towns  not  possessing  similar  advantages? 

P. — Since  the  present  abundant  supply  of  water  has  been  intro- 
duced into  the  city,  we  see  everywhere  the  habits  of  cleanliness  in 
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and  out  of  doors,  and  the  health  of  the  people  has  been  increased  NewYwk'u's1 
beyond  comparison  with  that  of  other  towns  not  possessing  similar 
advantages.* 

j\r.  Y. — The  benefit  of  the  Croton  water  is  thought  to  be  per- 
ceptible upon  the  health  of  the  city,  as  compared  with  former 
years,  and  especially  as  producing  "temperance  among  the  lower 
classes.    It  is  too  soon,  however,  to  speak  very  decidedly. 

34.  What  number  of  houses  are  supplied  with  water  in  the  city  and 
si  suburbs,  and  what  is  the  average  rate  per  annum  ? 

P. — There  are  25,816  houses  supplied  with  water  in  the  city 
and  suburbs,  and  the  average  rate  per  annum  is  five  dollars  per 
house. 

N.  Y. — Average  number  of  houses  and  manufactories  now 
using  the  water  6000,  at  average  expense  of  14  dollars,  and 
rapidly  increasing. 

35.  What  number  of  houses  are  without  a  supply  of  water  from  the 
water-works,  and  from  whence  do  they  obtain  a  supply? 

P- — One-half  of  the  inhabitable  houses  of  the  city  and  districts 
are  supplied  with  water,  and  the  other  half  obtain  their  supplies 
from  pumps  and  hydrants  placed  in  the  courts,  lanes,  and  alleys. 

N.  Y. — The  remaining  houses  and  buildings  of  the  city,  about, 
24,000,  are  supplied  with  water  from  public  hydrants  and  wells 
formerly  dug. 

36.  What  is  the  amount  of  population  of  the  city  and  suburbs,  and 
what  is  the  average  number  of  inhabitants  per  house  ? 

P.— The  amount  of  population  of  the  city  and  suburbs  is 
240,000,  and  the  average  number  of  inhabitants  per  house  is  from 
five  to  six.  The  number  of  houses  40,000  in  the  city  and 
districts. 

N.  Y.— The  population  of  New  York  in  1840  was  312,000. 

37.  What  is  the  total  number  of  British  imperial  barrels  (of  36 
British  imperial  gallons)  of  water  supplied  per  annum  ? 

P- — The  total  number  of  beer  gallons  of  water  supplied  per 
diem  ~  4,000,000  for  the  city  and  districts.  It  has  been  as  high 
as  6,000,000  gallons  per  diem.  The  British  imperial  gallon 
weighs  360  lbs.  avoirdupois. 

N.  Y.~ It  is  impossible  now  to  say  how  much  water  is  supplied 
per  annum,  as  the  hydrants  and  fountains  are  in  constant  use.  It. 
is  supposed  there  cannot  be  any  deficiency  at  any  time. 

38.  Is  the  water  always  on,  and  have  tbe  inhabitants  the  power  of 
aking  a  constant  supply ;  or  are  they  supplied  wiih  a  quantity  given 

for"}      i  y  mt0  eisterns  or  °<her  receptacles,  and  if  so,  how  often  and 
___J*owjongjit  a  time?  and  is  a  supply  given  on  Sundays? 

sW th^e*lei?  Says'  thilt  the  bills  of  "^'tality  have  lessened  at  least  2-0  per  cent. 
U(X  U,e  "deduction  of  the  Schuylkill  water. 
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NlwyllkVl'     P-  The  water  is  always  on,  and  the  inhabitants  have  the 

power  of  taking  a  constant  supply  night  and  day,  Sundays  not 
excepted. 

]Sf.  Y. — The  water  is  always  on  and  in  constant  use. 

39.  What  rates  are  charged  to  the  different  classes  of  houses,  and 
what'is  the  total  amount  of  them  ?  Is  the  charge  made  upon  the  sup- 
posed quantity  of  water  delivered,  or  is  it  made'in  the  form  of  a  rate 
upon  the  rental  of  the  houses?  Is  a  difference  made  in  the  charge  if 
the  water  is  supplied  to  the  upper  floors  of  a  house  instead  of  being 
confined  to  the  ground-floor?  and  is  an  extra  charge  made  for  the  sup- 
ply of  water-closets? 

p  The  rates  are  the  same  for  all  classes  of  houses,  and  the 

total' amount  of  them  is  150,000  dollars  per  annum.  The  charge 
is  made  upon  the  supposed  quantity  of  water  delivered,  and  not 
upon  the  rental  of  the  houses.  If  the  water  is  supplied  to  the 
upper  floors  of  a  house,  it  is  considered  as  extra,  and  the  charge 
is  2  dollars  50  cents,  for  the  story,  and  3  dollars  for  the  baths, 
&c. 

j\r.  Y—  The  charges  for  water  are  noted  heretofore,  and  is  made 
upon  houses  according  to  capacity  and  employment,  and  upon  manu- 
factories according  to  probable  use  of  water.  The  tenant  pays 
for  the  water  per  annum  ;  the  landlord  for  fixtures.  The  water  is 
used  over  the  whole  premises  without  limit  in  any  way,  save 
waste. 

40.  What  are  the  total  available  contents  of  all  your  reservoirs  ? 

p  _The  total  available  contents  of  all  the  reservoirs  on  Fair- 
mount,  by  which  the  city  is  supplied,  is  19,921,388  beer  gallons 

jV.  V.— The  receiving  reservoir  holds  150,000,000  imperial 
gallons;'  distributing  ditto,  21,000,000  ditto.  The  water  was  shut 
off  10  days,  and  found  diminished  in  the  reservoirs  only  one-tenth. 

41.  How  many  water-wheels  and  pumps  are  now  at  work? 

p  —There  are  now  at  work  eight  water-wheels  and  pumps.* 
N_  y._There  are  no  pumps  or  water-wheels  connected  with 
the  waterworks. 

42.  How  many  tenants  were  supplied  in  the  first  year  after  the 
opening  of  the  works,  and  how  many  have  been  added  each  year  i 

P—  The  first  year  the  water-rents  were  500  dollars,  and  the 
present  year  yields  upwards  of  150,000  dollars  per  annum. 
1  Nm  /.—About  3000  houses  supplied  first  year,  and  dOUl 
since. 

43.  How  many  officers,  turncocks,  and  other  men  are  employed? 
p._There  are  now  in  employ  for  the  city  and  the  works  at 


*  For  a  complete  and  exact  plan,  elevations,  and  sections  of  the  whole  ma- 

StaTes^edi.ed by  Strickland,  Campbell,  and  Gill;  and  published  in  London  by 
John  Weale,  Architectural  Library,  High  Holboni. 
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Fairmount,  turncocks  and  other  m^n,  viz.,  in  all  ten  men.    One  1^.l"l^J>£la  a"'1 
at  2  dollars  50  cents.  ;  one  at,  1  dollar  75  cents. ;  three  at  ]  dollar  ** 
50  cents.;  four  at  1  dollar  25  cents.;  and  one  at  1  dollar  per 
day. 

N.  Y. — The  following  are  the  officers  and  other  men  employed, 
with  a  statement  of  their  salaries 

Dollars. 

President  of  the  Aqueduct  Board   2000 

Superintendent  of  the  works  1000 

Water  Purveyor,  and  Assistant  to  Superintendent  1000 

Register  of  Rents  800 

Clerk  to  Superintendent's  Department     .     .     ,  900 

Two  Assistant-Clerks   500  and  400 

Superintendent  of  Tapping,  to  examine  the  inser- 
tions made  in  the  water-pipes         .          .  600 
Messenger  in  the  Office  313 

One  Keeper  of  the  Upper  Reservoir,  730  dollars  per  annum  ; 

one  Assistant,  at  365  dollars ;  one  Keeper  of  the  Lower  Reservoir, 

at  730  dollars ;  ono  Foreman  of  the  Aqueduct  Yard,  782  dollars  ; 
rtwp  workmen  at  ditto,  from  1  dollar  to  1  dollar  25  cents,  per  dav. 

There  is,  besides,  a  company  of  men  engaged  in  making  repairs, 
,  &c,  including  two  foremen,  at  2  dollars  each  per  clay  ;  and  other 

labourers  at  from  1  dollar  50  cents,  to  1  dollar  per  day :  in  all 

about  20  persons. 

44.  What  is  the  annual  cost  of  carrying  on  the  works,  and  how  much 
s  expended  annually  for  laying  pipes  and  extending  your  works  ? 

_  P • — The  annual  cost  of  carrying  on  the  works  are  as  follows, 
.'iz. : — 

Dollars. 

Superintendent  ...     ...  2000 

Assistant- Superintendent    .     .     .  300 

Register  1500 

Messenger   500 

Contingencies  500 

4800 

W  the  average  cost  per  annum  of  extending  the  works  during  a 
erm  of  21  years  is  43,000  dollars;  the  total  cost  of  all  pipes  laid 
own  m  the  city  and  districts,  since  the  year  1822,  900,000 
lollars. 

,  ^        No  satisfactory  answer  can  be  given  to  this  question,  as 
lie  works  have  been  so  recently  established. 

5.  At  fires  are  fire-engines  employed,  or  is  the  supply  obtained  by 
M^ftbing  the  hose  and  nozzle  directly  to  the  pipes? 

•  ^>"7T^t  fires  fire-engines  are  employed,  as  well  as  a  supply  ob- 
ainea  by  attaching  the  hose  and  nozzle  directly  to  the  fire-plugs, 
"inch  are  placed  on  the  edge  of  the  kerb-stone. 
vol.  ii,  L 
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Philadelphia  and     N.  Y. — Engines  still  continue  to  be  used  partially,  but  hose 
New  York,  u.  s.  ^  eventually  supersede  their  use. 

46.  What  is  the  usual  or  average  bore  of  the  house-pipes,  and  of 
what  material  are  they  ? 

p  The  house  or  service-pipes  are  of  lead,  and  the  average 

bore  three-quarters  of  an  inch.  , 

K— In  houses  they  use  lead  pipes,  five-eights  ot  an  inch. 

4  7  Are  there  any  heights  above  the  city,  or  other  natural  advantages,  i 
which  have  been  used  in  the  formation  of  the  waterworks,  or  is  the  I 
system  equally  applicable  to  towns  situated  in  level  districts  > 

P  —There  are  several  heights  above  the  plane  of  the  city,  and  I 
above  that  of  Fairmount ;  but  Fairmount  is  now  only  used  at  the  I 
head  of  the  city's  works,  and  our  syetem  is  not  equally  applicable  1 
to  cities  situated  in.  level  districts,  unless  elevated  reservoirs  or  1 
basins  are  constructed  artificially.    Philadelphia  is  situated  m  a  i 
level  district,  very  much  like  that  of  the  City  of  London,  and  the  I 
Thames  at  Windsor  is  just  such  a  river  as  the  Schuylkill ;  but  she| 
has  the  natural  advantage  of  a  mount  for  her  reservoirs,  not  morel 
than  two  miles  distant  from  the  centre  of  population.  I 
TV,  Y.  —There  are  various  heights  about  the  city,  but  are  ot  no  I 
value  to'  the  waterworks,  as  the  Croton  river  is  higher  than  any  J 
of  them.  

Mr.  R.  Andeiton.  Mr.  ROBERT  ANDERTON,  Manager  of  the  Preston  Waterworks! 

On  the  Constant  Supply  of  Water  under  High  Pressure. 
Are  you  manager  to  the  Preston  Waterworks  Company  ?— Yes,  j 

l£How  long  have  these  works  been  established?— Since  1832  J 
tbe  Act  was  obtained  in  that  year,  although  the  works  d.d  noi 
come  into  operation  for  two  years  after.  nnftn 

How  many  houses  are  there  in  Preston  ?— About  10,000.  1 
Of  these  how  many  are  supplied  with  water  by  your  Comi> 
panv?— Upwards  of  5300 ;  we  increase  our  tenants  at  the  rate  ot 
about  400  'annually.  Our  lowest  charge  for  water  is  5*  6rf.  pe. 
annum  when  the  landlord  pays,  and  1S  a  large  cottage  owne 
In  cases  in  which  there  are  only  one  or  two  houses,  the  chaige  ij 
9"  per  annum.  But  this  charge  is  really  less  than -'^H 
because  we  have  no  tanks.  If  these  had  ^^^>™]™?' 
pany  would  have  got  on  much  more  slowly  than  it  has  done,  tol 
the  tenants  could  not  have  borne  the  increased  expense. 

Then  the  water  is  always  on  at  high  pressure /—l  es,  it  is 
the  highest  pressure  is  160  feet,  and  the  lowest  36  feet ;  the  average 
Pressure  throughout  the  town  I  find  to  be  90  feet     This  pressur. 
is  kept  on  all  pipes  of  every  description,  and  at  all  times. 

Does  this  pressure  render  it  necessary  to  have  larger  an, 
stronger  mains  and  service-pipes  than  those  used  where  the  v>ate 


Savini/  by  the  Abolition  of  Cisterns. 
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is  not  kept  at  high  pressure? — Quite  the  contrary,  because  the  Mr.  r.  Au-ierton. 
water  being  constantly  on,  and  not  coming  at  intervals,  a  smaller 
pipe  is  sufficient  for  delivery,  and  the  pipes  are  not  strained  by  a 
sudden  gush  of  water.  We  never  have  had  a  pipe  which  has 
burst  from  the  pressure  of  the  water ;  but  we  test  them  before- 
hand to  bear  the  pressure  of  300  feet.  The  weights  of  the  pipes 
used  by  us  are  as  follows  :  — 

^  inch  lead  pipe    6  lbs.  to  the  yard. 


3  n 

4  >>  ■ v 

1  12 


3  inch  iron  pipe  44  „ 
and  other  diameters  in  the  same  proportion. 

What  is  the  tenant's  charge  for  a  communication-pipe? — 
The  Company  takes  the  pipe  up  to  the  wall  of  the  tenement  to  be 
supplied.  The  tenant's  charge  for  fixing  the  pipe  from  the  wall 
averages  from  5s.  6d.  to  6,?.  We  guarantee  to  keep  in  repair  all 
our  own  pipes. 

It  has  been  stated  that,  taking  one  house  with  another,  the 
cost  of  tanks  is  about  21.  per  tenement,  so  that  the  tenants' 
charges  upon  the  5300  houses  supplied  by  you,  in  the  event  of  the 
necessity  of  supplying  them  with  tanks,  and  their  necessary  appur- 
tenances of  balls,  &c,  would  have  been  at  least  10,600/.  instead 
of  1590/.  as  by  your  present  arrangements? — Exactly  so ;  or,  in 
other  words,  the  charge  of  water  to  the  tenant  would  have  been  in- 
creased to  11,?.  2d.  instead  of  9s.,  as  by  the  present  arrangement. 
The  additional  cost  must  have  always  remained  the  same ;  the 
lowest  charge,  for  example,  instead  of  being  5s.  6d.,  would  have 
been  to  the  tenant  7s.  8d. 

Are  you  of  opinion  that  this  additional  annual  cost  of  2s.  2d. 
for  each  tenement  would  have  operated  prejudicially  by  prevent- 
ing-the  increase  of  tenants  to  the  Company  ?— Undoubtedly  so, 
especially  in  the  case  of  large  owners.  For  example,  Mr.  Smith 
has  80  cottages  into  which  he  has  taken  water  :  the  cost  of  taking 
in  water,  according  to  our  present  arrangements,  is  24/.  for  this 
number;  but  if  tanks,  balls,  &c,  had  to  be  used,  the  cost  would 
be  160/.,  a  sum  which  a  cottage  owner  could  not,  in  all  proba- 
bility, conveniently  afford,  and  in  this  case,  entailing  upon  Mr. 
Smith  an  actual  annual  increase  of  expense  of  at  feast.  8/.  pel- 
annum  for  water  to  his  cottages. 

I  t  has  been  stated  that  the  constant  supply  of  water  in  the  pipes 
subject  Companies  to  a  considerable  waste ;  do  you  find  by  your 
•'xpmence  that  this  is  really  the  case?  Quite  the  reverse;  I 

II  •  constant  snPP1y  is  a  means  of  saving  water.    We  very 
seldom  indeed  receive  any  complaints  of  an  unnecessary  waste  of 
va  er,  and  our  men  are  very  active  in  searching  out  grievances  of 

run  '  "       The  faCt  is'  tbat'  our  hi»h  Pressul'e  would  render  a 
mng  tap  a  great  nuisance,  from  the  noise  it  makes.   Our  actual 
consumption  of  water  is  76  gallons  per  house,  but  this  includes  all 

h  2 
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.  ii.  ^ndeiton.  the  large  consumers,  of  which  we  have  a  great  many  in  mills  and 
railways.  The  average  consumption  in  tenements  of  the  labour- 
ing class  is  45  gallons  daily. 

It  has  been  stated  in  evidence  that  it  would  be  impracticable  to 
lay  on  water  into  the  houses  of  the  lowest  classes  by  means  of 
leaden  pipes,  as  these  would  assuredly  be  stolen ;  do  you  find 

thefts  of  this  kind  to  be  of  frequent  occurrence  ?  We  do  not 

Within  the  last  two  years  there  have  only  been  three  cases  of 
theft  of  this  kind,  amounting  altogether  to  about  15s.  worth  of 
lead  stolen.  I  am  quite  sure  there  have  not  been  any  other  cases 
of  this  kind;  in  all  the  three,  the  thieves  were  wholly  unconnected 
with  the  premises;  and  in  two  of  them  the  houses  were  untenanted 
when  the  thefts  took  place.  In  this  town  there  are  abundant 
facilities  for  such  thefts,  if  they  were  at  all  likely  to  occur,  for  the 
pipes  have  been  badly  laid  down  and  are  much  exposed.  I  he 
theft  would  be  rather  a  dangerous  one  too,  for  the  thief  would 
get  well  watered,  and  the  noise  of  the  water  would  soon  betray 

him.  , 
Do  you  find  that  your  poorer  tenants  are  willing  to  pay  tne 

water-rents?  In  general,  very  willing.    In  fact,  I  have  had 

many  applications  from  tenants  of  houses,  in  which  water  is  not 
laid  on,  to  speak  to  their  landlords  to  introduce  the  water,  as  they 
were  quite  willing  to  pay  rent  for  it.  We  had  a  few  public  taps 
at  a  cheap  rate,  each  to  serve  a  number  of  houses,  as  they  have 
In  Manchester,  but  we  found  they  were  productive  of  so  much 
mischief  to  the  poor  themselves,  when  they  congregated  round  the 
taps,  and  so  great  a  quantity  of  water  was  stolen  trom  them,  that 
our  directors  have  given  orders  that  they  should  be  discontinued. 
I  may  state,  that  we  lose  very  little  indeed  in  our  collection  ot 

water-rents.  . 

How  do  the  people  who  are  not  your  tenants  obtain  water !  

There  are  still  one  or  two  water-carts  which  charge  one  halfpenny 
per  can,  containing  about  three  gallons  ;  so  that  if  the  people  who 
get  water  in  this  way  used  as  much  water  as  they  should  do,  judg- 
ing by  the  experience  of  our  tenants,  the  water  would  cost  in  then- 
case  5d.  daily,  whereas,  by  our  charge,  it  amounts  only  to  one 
farthing  But  such  people  do  not  use  a  proper  quantity  ot  water, 
and  consequently,  both  their  houses  and  persons  are  very  dirty. 
There  are  some"  pumps  in  the  town,  but  the  labour  and  expense 
of  fetching  water  from  them  is  so  considerable  that  they  are 
gradually  getting  out.  of  use.  , 

What  capital  has  the  Company  invested  in  the  works 
About  36,000/.,  or  21  for  each  individual  supplied,  but  estimating 
the  expense  of  management  as  an  clement  of  the  calculations,  it 
would  amount  altogether  to  60,000/. 

Then  you  estimate  the  expense  of  management  at  UUU/. 
annually?  Yes,  it  is  very  nearly  so. 

If  you  were  to  include  as  tenants  fill  the  houses  in  the  town, 
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then  you  could  decrease  the  amount  of  charge,  because  the  capital  Mr,R-  Andcrton. 
would  be  divided  over  more  individuals  ? — • — Certainly,  we  could 
make  a  very  material  decrease,  for  the  increased  expense  of  work- 
ing a  more  extended  supply  would  be  nothing  like  the  rental  from 
an  increased  demand. 

How  many  turncocks  do  you  employ?  Only  one;  he  is 

sufficient  for  all  purposes. 

Have  you  no  other  force?  We  have  five  men  who  work  for 

us  in  laying  and  fitting  up  pipes.  We  do  not  allow  the  plumbers 
to  do  any  work  for  us.  In  addition  to  this,  there  are  two  collec- 
tors, and  a  boy  in  the  office. 

Then,  in  fact,  one  man  is  sufficient  to  regulate  your  cocks  and 

valves?  Quite  sufficient,  and  he  has  time  to  spare  for  other 

work. 

You  state  that  you  do  not  employ  plumbers  ;  do  you  refer  to 

the  interior  fittings  of  a  house  as  well  as  to  the  exterior?  Yes, 

we  do  the  whole  work  ourselves.  We  found  that  the  plumbers  did 
i  not  do  their  work  uniformly,  and  charged  high,  and  as  it  is  im- 
|  portant  to  have  the  work  well  done  when  the  water  is  at  high 
pressure,  we  took  the  whole  into  our  own  hands. 

By  this  arrangement  the  charge  for  the  introduction  of  water 

into  a  house  is  materially  diminished?  Very  materially  so,  at 

I  least  20  per  cent.    As  we  do  not  make  a  profit  upon  the  fittings, 
we  can  let  our  tenants  have  them  at  prime  cost. 

This  also  has  contributed  to  the  rapid  increase  of  the  number 
of  your  tenants? — — Without  doubt  it  has. 

If  the  water-closet  system  were  introduced,  and  a  check  by  a 
peculiar  tap  made  upon  the  unnecessary  waste  of  water,  would 

the  additional  charge  of  water  to  the  tenant  be  considerable?  

I  cannot  answer  that  question  positively,  but  I  should  think  not. 

The  water  being  constantly  on  in  the  mains  is,  of  course,  at  all 

times  ready  for  the  extinction  of  fire?  It  is,  and  has  been 

found  to  be  of  great  service  from  its  high  pressure. 

Does  the  use  of  water  during  the  day  diminish  the  pressure  to 

a  material  extent?  1  have  made  the  following  experiments,  to 

ascertain  this  point : — 

Result  of  Experiments  made  on  the  8th  March,  1844,  to  ascertain  the 
Height  that  a  \-Inch  Jet  of  Water  will  rise  from  the  6- Inch  Mains 
of  the  Preston  Water  Company. 

At  a  Pressure  of]\0  Feet. 
Day.  Night. 

78  gallons  per  minute.        64  feet  =  90  gallons  per  minute. 

With  Two  Jets  off-Inch  at  once. 

78  gallons  per  minute.         62  feet  =  87  gallons  per  minute. 

At  a  Pressure  of  46  Feet. 

30  gallons  per  minute.         28  feet  =  35  gallons  per  minute. 

With  Two  Jets  attached. 

29  gallons  per  minute.         25  feet  =  30  gallons  per  minute. 


Height,  57  feet  = 
Height,  56  feet  = 
Height,  OA  feet  = 
Height,  20  fcet  = 


150  Protection  from  Fire. 

Mr.R.Anderto,,     You  can  throw,  and  do  throw  iu  case  of  fire,  by  means  of  a 
hose,  water  over  the  highest  building  ?-— In  some  cases  we  do. 
The  average  height  during  the  day  to  which  water  can  be  thrown 
by  this  means  is  46  feet,    In  fact,  the  hose  is  found  so  useful  that 
the  owners  of  mills  are  now  introducing  water  into  every  story,  a 
plu<r  being  placed  in  each,  with  hose  ready  to  put  on  in  case  ot 
fire&    In  Mr  Rod^ett's  mill,  for  instance,  there  were  fires  on  two 
occasions,  and  in  neither  case  has  damage  of  any  consequence 
endued,  as  the  hose  was  instantly  screwed  on  and  the  lire  put  out. 
The  watchman  can  manage  the  hose  quite  well,  and  the  owners  are 
now  so  confident  of  the  success  of  the  plan  that  they  do  not  insure 
the  buildings.    The  owners  of  other  mills,  seeing  the  good  effects 
of  the  hose,  have  also  been  meditating  to  give  up  their  insurances, 
feeling  confidence  in  the  increased  safety  which  the  plug  affords. 

It.  has  been  stated  that  engines  are  not  used  m  Preston  m  case 
of  fire,  but  that  the  hose  is  merely  screwed  on  to  a  plug,  and  that 
the  water  is  by  this  means  thrown  upon  the  tire?— —The  engines 
are  generally  taken  out ;  but,  as  the  firemen  prefer  the  hose,  they 
do  not  use  the  engines.  ;,  ' 

At  what  distances  are  the  fire-plugs  from  each  othei  i  

Where  we  have  mains,  every  100  yards  through  the  whole  town. 

What  is  the  expense  of  laying  down  plugs?  -We  have  plugs 

of  a  peculiar  and  very  superior  form;  their  cost  is  21.  each;  for- 
merly they  were  laid  down  at  U.  each,  but  these  have  been  taken 
up  and  the  new  plugs  substituted.  ,.  ,        .  . 

Ss  the  distance  of  100  yards  sufficient?-  The  distance  is  too 

areat  to  be  of  service  to  every  house ;  they  should  only  be  o0 
yards  distant ;  but,  in  the  event  of  this  being  done,  the  public, 
and  not  the  water  company,  should  bear  the  expense. 

According  to  your  rate  of  21  per  p  ug,  supposing  them  to be 
placed  at  intervals  of  50  yards,  making  each  house  not  further 
distant  than  25  yards,  the  original,  cost  t»  each  house  of  doe 
smallest  class  would  not  be  above  4d  or  about  bd.  of  annua 
charge  on  each  house  for  the  increased  security  and  protection 
against  losses  by  fire?  That  is  the  correct  way  ol  viewing  the 

^What'  is  the  expense  of  fitting  up  a  warehouse  with  plugs  in 
each  story  ?-About  257.  to  307.  for  a  warehouse  of  five j  stones 
We  charge  a  guinea  annually  for  the  privilege ;  so  that  the  total 
annual  cost  is  about  two  guineas. 

It  is  stated  that  the  insurance  even  of  th°s™Uestr^S  t 
warehouses  amounts  to  201,  and  of  many  to  5007.  or  6007. . ,  eo 
that  for  21.  they  receive  such  additional  security  that  some  ot  the 
Proprietors  of  such  property  have  thought  of  discon.muuig  their 
insurance?  That  is  the  fact. 

You  have  been  present,  during  the  experiments  of  washing  the 
streets  with  water?  1  was;  but  the  pavement  on  which  we 

edit  was  very  inconvenient;  and  if  it  were  done  on  square  set 
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stones,  or  wood  pavements,  I  do  not  doubt  that  it  could  be  done  at  Mr" 11 "  ^ftfffc 
one  half  the  expense  we  estimated  it  at.    This  of  course  refers  to 
places  where  the  supply  of  water  will  allow  it. 

Are  you  extending  your  waterworks  ?  We  have  about 

53,000,000  of  gallons'  capacity  in  our  reservoirs,  and  we  are 
about  to  build  a  reservoir  capable  of  containing  30,000,000  more. 
We  have  plenty  of  water  if  we  had  the  means  to  collect  it. 

From  your  statements  it  results  that  the  extension  of  water  to 
every  house  in  the  town  could  be  effected  at  one-sixth  the  cost  of 
the  necessary  expenditure,  where  the  water  is  not  constantly  on, 
and  where  tanks  with  their  necessary  appurtenances  have  to  be 

used?  That,  or  rather  less,  for  various  reasons;  at  all  events, 

the  cost  would  certainly  not  be  more  than  one-sixth. 

You  have  read  Mr.  Hawksley's  evidence  ?  Yes,  with  great 

attention. 

Does  your  experience  enable  you  to  confirm  his  views  ?  As 

far  as  I  can  judge,  he  is  quite  correct ;  when  he  refers  to  water,  I 
entirely  agree  with  him. 

Do  you  agree  with  that  portion  of  his  evidence  in  which  he 
s  states  that  the  effect  of  two  rival  companies  in  a  small  town  will 

be  to  increase  the  price  of  water  to  that  town  ?  Decidedly  so  ; 

for,  in  such  a  case  there  must  be  two  capitals  invested,  and, 
therefore,  two  interests  must  be  paid  on  that  capital  by  the 
public. 

In  such  an  important  article  as  water,  it  is  necessary  that  the 
public  should  be  protected  from  inefficient  supply,  or  overcharge  ; 
are  you  of  opinion  that  a  central  national  authority,  to  which  any 
complaint  might  be  referred,  would  be  much  better  than  the  im- 
politic check  from  the  interested  rivalry  of  two  separate  compa- 
nies? Unquestionably  so,  both  as  regards  the  company  and 

the  public.  To  take  the  instance  of  our  own  company,  we  might 
be  injured  by  a  rival  company,  but  the  public  would  not  be 
gainers,  for  the  chances  are  that  the  companies,  finding  neither 
profitable,  would  unite,  and  thus  increase  the  burdens  on  the 
public.  But,  in  the  case  of  a  disinterested  national  authority, 
there  would  be  a  check  upon  the  encroachments  of  a  company, 
and  the  change,  if  any,  must  be  in  favour  of  the  public. 


MR.  JOHN  SMITH,  Mr.  John  Smith. 

Op,  the  Supply  of  Water  to  the  Houses  of  the  Poor. 

A.uk  you  a  large  owner  of  cottage  property  in  Preston  ?  

1  have  about  80  or  90  cottages,  besides  other  property.. 

Are   these  cottages   generally  inhabited  by  the  poorer 

classes  ?  By  labourers  and  their  families.    They  pay  from 

to  2s.  3d.  per  week ;  but  this  frees  them  from  all  other 
charges  for  taxes  and  water. 
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Mr.  John  smith.  There  is  water  introduced  into  all  the  houses  ?— — Yes,  into 
every  house.  I  have  contracted  with  the  Waterworks  Company 
at  the  rate  of  5s.  6cZ.  per  cottage,  whether  occupied  or  not.  I 
do  not  charge  any  separate  rent  for  it,  as  I  consider  that  I  am 
paid  by  the  increased  demand  for  my  houses. 

Since  you  introduced  water  into  your  houses  have  they  let 

better  ?  Yes,  very  much  better.    I  formerly  had  40  or  50 

houses  empty  ;  now  I  have  not  more  than  one.    Perhaps  this 
is  not  altogether  due  to  the  water,  but  that  I  am  sure  is  the  i 
great  inducement.    I  have  not  increased  the  rent  since  I  took  j 
in  water ;  they  agreed  to  pay  me  2d.  per  week  more  for  the  j 
advantage  of  the  water;  but  I  have  never  charged  that  sum, 
as  I  find  the  increased  demand  pays  me. 

If  you  had  been  obliged  to  use  water-tanks  or  cisterns  to 
each  house,  with  the  usual  appurtenances  of  balls  and  cocks 
would  you  have  ventured  on  the  speculation  of  supplying  each 
bouse  ?j_ — Most  unquestionably  not ;  it  would  never  have  been 
paid  me;  I  could  not  have  thought  of  it;  the  original  outlay 
m  myself  would  have  been  considerable,  and  my  tenants  could 
not  easily  have  remunerated  me  for  the  outlay. 

Then  it  was  because  the  water  is  constantly  on  m  the  pipes,  | 
and  therefore  the  small  expense  of  laying  it  on,  that  induced 

you  to  supply  your  houses  with  water  ?  It  was  indeed,  and 

the  convenience  to  my  tenants.  • 

Have  you  any  neighbouring  cottage  owners  who  have  not 

laid  on  water  to  their  houses?  There  is  one  close  by :  the 

consequence  was,  that  many  of  his  tenants  left  him  and  came 
over  to  me  immediately  that  I  laid  on  water,  although  his 
houses  are  rather  better  than  mine  in  other  respects. 

Have  you  noticed  any  difference  in  the  cleanliness  ol  your 

tenants  ?-  I  have  no  doubt  of  it,  but  I  cannot  be  positive, 

as  I  do  not  go  much  amongst  them.  I  have  seen,  however, 
when  they  came  to  me,  that  their  persons  are  much  more 

CleHave  you  any  common  sewer  in  your  property?  No; 

but  I  applied  lately  to  have  a  sewer  in  the  mam  street,  and  1 
promised  to  contribute  anything  which  the  Commissioners 
miffht  think  fair.  There  are  many  owners  m  the  street,  but  1 
know  none  but  myself  who  would  contribute  to  the  expense 
If  there  was  a  main  sewer,  I  would  gladly,  at  my  own  cost, 
make  branches  from  every  house  into  it. 

Would  you  object  to  contribute  to  the  making  of  the  mam 
sewer,  according  to  the  frontage  of  your  property,  if  the  neigh- 
bouring owners  did  so  also  ?  Not  at  afl ;  I  should  be  He- 

h>hted  to  do  so.  '  „  ■ 

°And  would  you  prefer  to  pay  the  cost  all  at  once  or  in 
equal  annual  instalments  with  interest  ?— You  ought  to  give 
me  the  option  :  perhaps,  as  far  as  regards  myself,  I  would  pay 
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it  off  at  once.  There  are  some  cottage  owners  here  who  have  Mr- John  Smith- 
their  whole  support  from  the  rents  of  their  cottage  property. 
To  them  it  would  be  a  great  boon  to  have  the  power  of  paying 
the  cost  of  improvements  by  instalments.  A  very  intimate 
friend  of  mine,  an  old  lady  in  Manchester,  had  the  front  of  her 
house  sewered  and  paved ;  it  swallowed  up  the  whole  rent  for 
nearly  two  years ;  she  had  only  the  life  interest  of  the  pro- 
perty ;  she  died  at  the  end  of  the  two  years,  and  she  often 
complained  to  me  how  severely  this  sudden  call  distressed 
her. 

Do  you  think  that,  if  this  option  was  given,  the  cottage- 
owners  would  object  to  the  construction  of  main  sewers,  the 
connection  of  their  houses  by  private  drains  with  these  sewers, 

and  the  like  improvements  ?  The  principal  cottage-owners 

would  not  at  all  object,  I  am  sure,  it'  the  instalments  were  dis- 
tributed over  a  period  commensurate  Avith  the  number  of 
years'  value  of  the  property.  They  would  be  very  glad  to 
have  the  improvements  effected.  It  would  make  their  pro- 
perty let  better.  For  example,  from  want  of  drainage,  I  am 
obliged  to  sink  dry  wells  into  my  cellar  to  allow  the  water  of 
the  house  to  run  into  the  subsoil ;  these  wells  cost  me  SI.  or 
4/. ;  a  main  drain  connected  with  a  sewer  would  not  cost 
me  "iOs. 

How  long  have  you  known  Preston  ?  1  have  been  here 

47  years. 

At  the  commencement  of  that  period,  was  the  drainage  very 

bad?  There  was  none  at  all.    About  30  years  ago,  in  a 

street  off  the  one  in  which  Ave  are,  I  recollect  a  Avoman  being 
drowned  in  the  gutter  or  ditch  running  by  the  side.  Then 
Ave  began  to  think  it  Avas  worth  while  draining  streets.  That 
street  is  not  yet  all  drained,  because  one  proprietor  will  not 
allow  the  Avhole  to  be  drained ;  for  he  says  that  it  will  make 
too  good  a  road  to  a  neighbour's  property,  and  improve  that 
too  much.  Although  it  Avould  be  done  at  no  expense  to  him, 
still  he  thinks  his  private  interest  affected,  and  he  will  not 
allow  the  improvement  to  be  made. 
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THE  SEWERS  OF  THE  METROPOLIS. 


Samuel  Miiu,  SAMUEL  MILLS,  Esq.,  and  Mr.  JOHN  ROE,  examined. 

Kfq.,  unci  Mr. 

joimRoe.        (To  Mr.  Roe).  You  are  the  surveyor  of  the  Holborn  and 

Fiusbury  district  of  the  Commissioners  of  Sewers  ?  —Yes. 

How  long  have  you  been  employed  in  that  capacity?  As 

surveyor,  about  five  years ;  but  I  have  been  in  the  employment  of 
the  commission  12  years. 

Before  you  came  into  that  employment,  had  you  been  engaged 
in  any  works  bearing  on  the  construction  of  sewers  or  drainage 

generally  ?  1  had  on  canals,  turnpike-roads,  and  railways,  and 

drainage  connected  with  those  works. 

Your  attention  had  been  particularly  directed  to  that  descrip- 
tion of  work  ?  Since  I  have  been  in  the  employment  of  the 

commission  it  has  entirely. 

Have  any  alterations  been  introduced,  as  to  the  construction  of 

the  sewers,  since  you  became  surveyor  to  the  Commissioners  ?  

There  have  been  some  alterations  made. 

Will  you  explain  any  improvements  which  have  been  made  in 

their  construction?  We  trapped  the  gully  holes  and  shoots, 

which  carry  the  surface  water  from  the  roads. 

Has  the  flushing  system  been  introduced  ?  It  has. 

Will  you  give  an  account  of  the  construction  of  the  sewers  and 

the  improvements  which   have  been  made  in  them?  The 

sewers,  at  the  time  I  became  surveyor,  were  constructed  with 
upright  side  walls.  The  sewer,  called  the  first-sized  sewer,  had 
14-inch  side  walls,  was  five  feet  in  height  and  three  in  width ;  the 
second-sized  sewer  was  four  feet  six  in  height,  and  two  teet  six  in 
width.  Soon  after  I  became  surveyor,  a  sewer  of  the  first  size, 
with  14-inch  side  walls,  was  built  in  a  clay  ground  at  the  side  of  a 
hill,  by  a  very  good  bricklayer,  and  a  very  respectable  contractor ; 
but,  though  that  had  every  advantage  of  execution  and  material, 
the  side  walls,  being  upright,  were  not  sufficiently  strong;  the 
ground  forced  in  the  upper  side  wall  of  the  sewer  for  a  length  of 
300  feet.  After  that,  I  proposed  to  the  Commissioners  that  they 
should  adopt  a  curved  side  wall,  instead  of  an  upright  side  wall. 
Were  the  bottoms  of  the  old  drains  semicircular?— — les. 

Did  you  use  the  common  brick  for  the  sides  ?  The  common 

stock  brick.  At  the  same  time  I  suggested  to  the  Commissioners, 
that  by  adopting  curved  side  walls  we  should  do  away  with  four 
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inches  of  the  14-inch  side  walls,  winch  would  yet  be  stronger  than 
before.    The  Commissioners  considering  that  an  advantage,  have    3™n  Roc- 
adopted  the  oval  sewer,  and  decreased  the  quantity  of  material. 

When  the  walls  were  upright,  it  was  necessary  to  give  an  in- 
creased thickness  to  them  to  obtain  the  requisite  strength;  but  by 
making  that  curve  on  the  sides,  the  shape  being' an  arch  to  a  certain 
extent,  renders  that  thickness  unnecessary  ?  Yes. 

What  is  the  difference  of  the  cost  of  those  two  sewers  ?  The 

difference  of  cost  is  3s.  a-foot  in  the  larger  size;  in  the  other,  or 
second  size,  the  cost  remains  about  the  same,  as  it  had  only  a  nine- 
inch  wall  before.  There  are  many  cross  streets  in  the  district 
where  there  are  but  few  houses  to  drain,  where,  if  a  long  length  of 
sewer  was  built,  it  would  become  very  expensive  to  those  few 
bouses.  Curved-formed  sewers,  I  considered,  would  enable  the 
Commissioners  to  afford  a  sewer  for  those  cross  streets  of  a  much 
cheaper  description,  and  I  suggested  that  they  should  adopt  a 
sewer  half  brick  in  thickness,  built  of  blocks  of  brickwork  and 
cement  all  round,  and  that  that  would  be  sufficiently  strong,  if 
made  with  radiated  bricks,  with  blocks  in  cement.  That  sug- 
gestion the  Commissioners  have  adopted,  and  that  enables  them  * 
to  afford  the  public  a  saving  of  5s.  a  foot  run  upon  the  second- 
sized  sewers. 

Of  what  size  are  those  ?  They  have  the  same  capacity  as  the 

second-sized  sewers. 

What  was  the  difference  of  the  expense  between  using  the 
radiated  bricks  and  the  common  stock  bricks  in  the  construction  of 

sewers  ?  The  brickmaker  charged  8s.  a  thousand  more  for  the 

radiated  stock  than  the  common  stock  ;  the  common  stock  is  32s.  ; 
he  charges  21.  for  the  radiated  bricks  ;  but  if  there  was  a  competi- 
tion for  radiated  bricks,  they  would  cost  very  little  more  than  the 
common  brick. 

What  is  the  difference  in  the  expense  in  building  a  sewer  with 

the  radiated  brick  as  compared  with  the  common  brick?  The 

difference  consists  in  the  radiated  brick  being  used  with  less  mate- 
rials, as  they  fill  up  the  space  which  would  otherwise  be  occupied 
by  cement;  therefore  in  reality  there  is  no  extra  cost,  for  it  saves  so 
much  cement. 

Have  you  made  any  alterations  or  improvements  in  the  mode 
of  connecting  one  sewer  with  another,  the  smaller  with  the  main 
sewer,  for  instance  ? — —There  has  been  an  improvement  effected 
in  lhat  respect.  The  general  mode  was,  to  connect  them  at  right 
angles,  or  nearly  so.  The  objections  to  that  I  found  to  be,  that 
there  were  great  accumulations  in  the  sewers  ;  the  water  flowing 
from  the  collateral  sewer  retarded  the  column  of  the  water  in  the 
main  sewer,  and  thus  caused  an  obstruction  by  which  the  filth 
;uid  deposit,  which  would  otherwise  have  passed  off  into  the  main 
'bain,  was  retarded  and  accumulated  at  that  point  and  above  it.. 
Sonr?  of  the  original  sewers  are  made  with  flat  bottoms,  and 
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samuoi  Mills,  there  are  a  great  many  of  the  older  sewers  m  these  divisions  with 

Esq.,  ;iud  Mr.    a       ,  .-n  • 

John  Roe.     Hat  bottoms  still  in  use. 

When  there  is  a  new  district  to  be  built  over,  which  of  course 
will  require  drainage,  what  are  the  rules  and  regulations  with 
regard  to  carrying  up  a  sewer  from  the  main  sewer;  have  the 
Commissioners  the  power  to  compel  the  builder  to  carry  a  sewer  ? 
 (Mr.  3Iills.)  They  have  not ;  the  old  laws  of  sewers  only  au- 
thorizes the  maintaining  of  sewers. 

It  does  not  enable  the  Commissioners  to  insist  on  new  sewers 
being  made  in  such  places?  Certainly  not.  On  the  Canon- 
bury  estate,  which  was  lately  let  for  building,  provision  was  made 
for  the  sewage,  without  making  sewers  in  the  lines  of  the  public 
streets,  by  receptacles  for  sewage,  without  any  communication 
from  them.  The  Foundling  Hospital  estate  was  leased  for  the 
builders  to  make  the  sewers,  the  Commissioners  having  no  control 
over  them.  When  they  were  made,  these  persons  applied  to  the 
Commissioners  for  leave  to  communicate  with  the  existing 
sewers;  the  Commissioners  then  exercised  their  authority  by 
saying,  "  No;  these  sewers  are  inadequately  built ;  therefore  we 
will  not  suffer  them  to  communicate."  That  is  the  only  power 
the  Commissioners  can  exercise,  namely,  not  suffering  the  com- 
munication. The  inhabitants  of  course,  applied  for  relief,  and 
ultimately  the  directors  of  the  Foundling  Hospital  came  to  the 
Commissioners.  The  answer  was,  lf  Gentlemen,  you  have  suffered 
these  sewers  to  be  made  by  builders  in  a  very  improper  way ; 
therefore  we  cannot  suffer  them  to  communicate,  for  we  shall  have 
them  to  rebuild  in  the  course  of  two  or  three  years."  The  question 
then  was,  what  was  to  be  done  ?  It  was  at  length  agreed  that  the 
whole  of  the  sewers  on  the  Foundling  estate  should  be  surveyed; 
those  that  were  good  should  be  allowed  to  stand,  and  the  Com- 
missioners would  take  to  them  ;  those  that  were  not,  should  be 
rebuilt.  That  was  the  condition  of  the  communication  taking 
place.  The  Foundling  estate  adopted  that  method,  and  the 
whole  of  that  estate  is  now  drained  as  well  as  any  other  part  of 
the  division. 

When  once  you  admit  a  range  of  collateral  sewers  to  commu- 
nicate with  you,  you  undertake  the  repairs?  -I  am  afraid  that 

we  are  bound  ;  we  have  no  alternative. 

Suppose  sewers  are  constructed  on  an  estate,  and  application  is 
made  to  the  Commissioners  for  leave  to  communicate  with  the 
main  sewer,  and  leave  is  granted,  are  those  sewers  in  future  kept 

in  repair  and  in  efficiency  by  the  Commissioners?  When 

persons  apply  to  the  Commissioners  before  tire  sewers  are  built 
they  must  sign  a  printed  form,  wherein  they  engage  to  build  them 
according  to  the  rules  of  the  Commission;  and  after  they  are 
built,  they  are  surveyed  before  they  are  recognized  by  the  Com- 
missioners; but  when  once  so  allowed,  the  Commissioners  ever  after 
keep  them  in  repair. 
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Where  they  have  not  previously  applied  to  the  Commissioners,  Samuel  Mills, 
but  have  built  new  sewers,  and  afterwards  applied  to  the  Com-  ^oiatfoo/' 
imssioners  for  leave  to  communicate  with  the  main  sewer,  what  is 

the  course?  Their  communication  without  permission   is  a 

trespass ;  they  are  liable  to  be  fined  any  sum  of  money  the  Com- 
missioners think  fit.  In  a  neighbouring  Commission  to  bring  the 
parties  to  terms,  it  was  proposed  to  fine  them  iOOOZ.,  and  that 
alarmed  them  (for  that  fine  would  have  been  returned  into  the 
Exchequer,  and  must  have  been  paid)  ;  they  came  to  the  Board, 
and,  011  meir  uniting  the  sewers  in  a  proper  way,  the  Commis- 
sioners remitted  the  fine. 

Will  you  inform  the  Commissioners  what  you  consider  would  be 
the  best  mode  for  the  construction  of  sewers  in  places  anciently 

built  on,  or  those  newly  built  on?  It  was  provided  in  the  Bill 

brought  into  the  House  of  Lords  the  last  session  that  no  houses 
should  be  built  without  sewers  being  provided,  under  the  authority 
and  according  to  the  regulations  of  the  Commissioners  (that  is  °ne 
of  the  defects  in  the  original  Act,  that  Act  providing  only  for  the 
maintenance  of  the  sewers);  that  power  is  certainly  a  very  desirable 
one  to  be  obtained. 

You  think  it  better  the  law  should  be  altered  to  that  extent  that 
the  construction  of  any  new  sewer  in  any  new  district  that  is  to  be 
built  on,  or  one  built  on  requiring  drainage,  should  be  put  entirely 
under  the  Commissioners,  and  that  it  should  not  be  in  the  power  of 
the  owners  of  the  estates  to  construct  those  sewers,  unless  in  con- 
formity to  the  regulations  of  the  Commissioners?  Certainly. 

Would  you,  in  doing  that,  throw  the  whole  of  the  expense  in  the 
first  instance  on  the  Commissioners,  and  call  upon  the  owners  of 
estates  to  pay,  or  the  owners  of  houses  to  pay  up  the  outlay  of 
capital  by  instalments ;  or  would  you,  in  the  first  instance,  make 
the  owners  of  the  houses  pay  the  expense  at  the  time  of  the  execu- 
tion of  the  Avork?  Where  pasture  or  other  ground  becomes  so 

valuable  as  to  become  building  ground,  that  instead  of  being  worth 
5£  or  6/.  an  acre,  it  is  valued  by  the  foot,  it  can  be  no  hardship  to 
the  person,  who  is  thus  increasing  the  value  of  his  estate,  to  require 
him  to  be  at  the  expense  of  building  the  sewers.  The  plan  on  the 
Duke  of  Bedford's  estate  is  this:  he  builds  the  sewers  in  the  lines 
of  the  street,  which  are  laid  out;  the  ground  is  then  let,  subject  to 
the  cost  of  the  sewer  (or  at  least  a  moiety  of  it  being  paid  for,  the 
houses  being  built  on  each  side);  when  the  house  is  covered  in, 
the  party  applies  for  a  lease ;  the  lease  is  granted  on  payment  for 
the  portion  of  the  sewer  in  front  of  the  house :  that  seems  the  best 
mode,  and  that  has  hitherto  proved  the  most  effectual. 

The  owner  of  the  land,  or  his  sub-tenants,  pay  the  whole  ex- 
pense? Yes. 

And  the  sewers  are  laid  down  under  your  direction?  Yes. 

Ihe  agent  of  the  Duke  lays  down  the  lines  of  the  sewers;  the 
execution  of  them  is  done  under  our  direction,  and  the  builders  pay 


158     Expense  of  New  Sewers — in  Oh!  and  New  Districts. 


Samuol Miiu,  for  them  on  their  obtaining  the  lease:  so  that  when  the  builder  I 

Lsq.,  ami  Mr.  „  <?   .  .  •    ,  '  ,  ■ 

.loim  Roe  has  found  a  purcliaser  ior  his  house,  and  wants  a  lease,  he  is 
enabled  to  pay  the  sum  apportioned  without  an  additional  advance 
of  capital. 

The  whole  expense  of  the  construction  of  the  sewer  is  paid  either 
by  the  owner  of  the  ground  or  his  lessee,  and  the  sewer  is  con- 
structed under  the  direction  of  the  Commissioners?  Yes. 

So  as  to  ensure  its  being  built  in  conformity  with  your  regula-  I 

tions?  Yes.    In  our  commission  we  have  received  many  hun-  : 

dred  pounds  from  the  Duke  of  Bedford  for  sewers  on  his  estate. 
You  consider  that  a  power  to  carry  out  that  agreement  would  be  I 

advisable  ?  Yes,  most  important. 

How  would  it  answer  for  the  smaller  description  of  houses, ! 
where  a  builder  takes  a  piece  of  ground,  200  or  300  feet  long,  and 

builds  a  lower  class  of  house  ?  The  owner  of  the  ground  must 

make  his  terms  with  the  person  who  takes  the  ground,  as  the  sewer 
is  to  be  built  under  the  regulations  of  the  Commissioners ;  and  if 
the  Commissioners  undertake  to  build  the  sewer  at  the  request  of 
the  lessee,  the  lessee  will  get  the  ground  for  less  than  if  it  is  built  in 
the  first  instance,  as  is  the  case  sometimes. 

Would  it  not  be  best  to  give  the  Commissioners  authority  to 
have  it  done,  and  to  make  a  rate  to  pay  for  it,  by  which  the  Com- 
missioners would  be  indemnified  ?  There  would  be  no  objection 

to  an  enactment  being  made  for  that  purpose.  Following  up  that, 
perhaps,  you  would  next  consider  what  should  be  done.  Where ; 
a  street  of  old  houses  exists,  and  where  there  are  new  houses, 
there  is  a  sort  of  discretion  exercised  by  the  Commissioners:  if 
there  is  a  street  which  has  been  built  100*  years,  or  50  years,  they 
would  say  to  the  parties  who  came  forward,  "  This  sewer  will  cost 
1500Z. ;  you  must  subscribe  300Z. ; "  if  it  has  been  built  within 
20  years,  they  would  say  you  must  subscribe  more.  I  think  this 
last,  year  the  commission  has  received  under  those  circumstances 
from  1000Z.  to  1500Z.  from  old  lanes  and  streets  where  there 
were  no  sewers.  Chancery-lane  is  a  recent  instance ;  the  benchers 
of  Lincoln's  Inn  have  been  building  a  new  hall ;  they  found  they 
had  not  a  sufficient  drainage ;  they  applied  to  the  Commissioners, 
who  said,  "  We'll  give  you  a  drainage,  but  to  do  it  we  must  deepen 
the  sewer  in  Chancery-lane ;  it  would  not  be  reasonable  that  the 
inhabitants  of  the  whole  division  should  pay  for  deepening  a  sewer 
for  your  convenience ;  you  must  contribute  towards  the  expense. 
They  saw  it  was  necessary  that  they  should  have  it,  and  that  they 
ought  to  pay  a  part  ;  and  they  have  paid  350Z.  towards  it,  and  the 
sewer  has  been  deepened. 

Then  it  is  necessary  for  the  parties  to  agree  to  what  you  con- 
sider fair  terms?  Yes. 

If  parties  disagree,  does  not  that  prevent  the  improvement  being 

made  ?  Completely. 

Is  it  not  desirable,  therefore,  that  there  should  be  power  given  to 
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allow  the  Commissioners  to  require  a  sewer  to  be  made  wherever  ^"ima  m'i' 

they  see  it  to  be  necessary  ?  Certainly,  and  that  was  one  of  the     John  Hoc. 

provisions  in  the  Bill  brought  into  Parliament  last  session. 

Supposing,  in  consequence  of  such  improvements,  a  considerable 
cost  is  requisite  in  the  case  of  the  owners  of  small  tenements,  as  the 
cost  thrown  upon  them  would  be  considerable  at  first,  would  it  not 
be  a  good  provision  that  some  plan  should  be  adopted,  by  which 
that  could  be  extended  over  a  series  of  years,  eight,  ten,  or  twelve, 

so  that  the  expense  should  be  paid  by  instalments  ?  1  think  that 

a  plan  might  be  arranged  for  that  purpose  with  comparatively 
little  inconvenience ;  the  sewer  rate  is  a  rate  upon  the  land,  not 
upon  the  tenant ;  the  difficulty  is  with  the  beneficial  leaseholder. 

(To  Mr.  Roe.)  Will  you  explain  the  system  of  cleansing  the 
sewers,  as  at  present  practised,  and  show  the  advantages  to  be 

derived  from  it  over  the  former  mode  of  cleansing  ?  Under 

the  former  system,  when  complaints  came  to  the  office,  the  sewer 
was  examined  to  ascertain  the  cause  of  the  stoppage,  and  if  it  was 
in  the  sewer  it  was  ordered  to  be  cleansed  ;  sometimes  filth  aud  soil 
had  accumulated  to  18  inches,  sometimes  to  two  feet,  sometimes  to 
three,  and  even  to  four  feet,  when  the  complaint  has  come ;  in  that 
case  the  houses  situated  on  rather  elevated  ground  would  not  feel 
the  obstruction  to  the  sewer  so  soon  as  those  which  were  on  a  lower 
level  or  with  deep  basements.  To  cleanse  the  sewers  the  Com- 
missioners caused  man-holes  to  be  placed,  to  prevent  the  necessity 
of  breaking  the  arch  of  the  sewer  ;  but  as  a  great  portion  of  the 
sewers  had  no  man-holes,  the  arch  as  well  as  the  street  was 
obliged  to  be  broken  open,  and  the  soil  raised  to  the  surface,  and 
afterwards  carted  away. 

Does  that  cause  a  great  nuisance  ?  A  very  great  nuisance  ; 

the  first  nuisance  was  to  the  inhabitants,  who  complained  that  their 
houses  were  overflowed,  and  that  probably  for  some  time  before 
they  came  to  the  office  ;  sometimes  when  we  went  we  found  that 
they  had  been  annoyed  perhaps  for  months ;  they  had  not  con- 
ceived it  was  by  the  stoppage  in  the  sewers ;  the  next  inconvenience 
was  in  the  raising  of  the  soil,  it  being  emptied  on  the  street,  and 
allowed  to  remain  for  some  time ;  oftentimes  it  filled  the  kennels, 
and  annoyed  the  passer  by,  till  it  was  removed. 

What  was  the  cost  per  cubic  yard  for  removing  ?  For 

removing  the  soil  from  the  sewers  which  had  man-holes,  it  was 
per  cubic  yard;  from  those  without  the  advantage  of 
man-holes,  \\s.  per  cubic  yard.  That  extra  price  was  considered 
as  including  the  expense  of  breaking  open  the  arch,  and  making  it 
good  again. 

Where  was  it  deposited?  In  lay-stalls  and  other  places. 

(Mr.  Mills.)  There  is  a  public  lay-stall  for  the  City  at  the 
bottom  of  St.  Andrew's  Hill;  but  as  London  has  become  extended, 
the  difficulty  of  depositing  the  soil  has  become  greater. 
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Samuel  Miiu,       The  lay-stall  was  of  itself  an  inconvenience  to  the  neighbourhood  ? 

tsjohuniioc!1'  Yes;  the  soil  has  been  obliged  to  be  carried  further  and  further. 

Is  that  lay-stall  at  St.  Andrew's  Hill  entirely  abolished?— — It 
is  not  abolished ;  but  the  evil  is  remedied  by  the  barges  taking  it 
away,  and  that  also  applies  to  the  northern  parts  of  the  town. 
Where  the  Regent's  Canal  passes  there  are  also  two  or  three,  and 
in  Paddington,  and  the  barges  carry  it  away  for  manure.  There 
is  no  difficulty  in  finding  purchasers  for  it  among  the  farmers,  the 
difficulty  is  where  to  lay  it  for  the  time ;  but  the  Paddington  and 
Regent's  Canal  have  afforded  facilities  by  having  lay-stalls  on  their 
banks  or  wharfs. 

Would  it  not  be  possible  to  have  barges  alongside  always  for 

receiving  it,  so  that  it  should  never  be  laid  on  the  ground  ?  

There  would  be  a  difficulty  in  shooting  it  out  of  the  carts  ;  but  it 
never  lies  beyond  a  circumscribed  period.  (Mr.  Roe.)  Another 
nuisance,  which  was  considered  a  great  one,  was  its  affecting  the 
health  of  the  men  concerned  in  removing  the  stuff".  I  have  known 
a  man,  in  opening  a  small  sewer  in  White  Horse-court,  Cow  Cross, 
the  moment  he  had  opened  it  and  arrived  at  the  deposit,  taken  ill 
immediately  and  obliged  to  go  home,  and  he  was  ill  for  a  month 
with  fever.  The  men,  in  many  cases,  have  been  afflicted  with 
dysentery.  Having  observed  that  there  was  a  current  of  water 
through  the  sewers  in  many  parts,  though  not  sufficient,  to  remove 
all  the  soil,  I  conceived  it  might  be  available  for  keeping  the 
sewers  washed  out,  when  once  cleansed. 

Will  you  read  the  paper  put  into  your  hands,  and  state  whether 
that  is  conformable  to  the  result  of  your  inquiries  ?  

Principles  of  the  Flushing  of  Sewers,  stated  from  Professor 
Robison's  "  Treatise  on  Ewers." 

It  might  occur  to  some  minds,  as  an  objection  to  the  practicability  of 
the  proposed  plan,  that  although  the  system  of  floating  away  by  water 
might  be  well  adapted  for  the  removal  of  all  organic— that  is,  animal  and 
vegetable— refuse,  still  that  it  could  not  be  applied  for  scouring  away  such 
substances  as  coarse  sand,  gravel,  and  clay.  , 

Practice,  however,  proves  that  it  is  only  necessary  to  increase  tne  velo- 
city of  the  water  in  order  to  separate  and  lift  the  particles  of  these  mine- 
rals, and  to  maintain  them  in  suspension.  t 

It  has  been  stated,  as  the  result  of  experiment,  by  Professor  Robinson,  in 
his  excellent  "Treatise  on  Rivers,"  that  a  velocity  at  the  bottom  of  a  stream 

of  3  inches  in  a  second  will  separate  and  lift  up  particles  of  .    .     fine  clay. 

Cinches  ditto    .  ditto  fine  sand. 

8  inches  ditto  ditto      .    .     .     ...    .     coarse  sand. 

12  inches  in  a  second  will  sweep  along  and  lift  up  particles  of  tine  gravel. 
24  inches  ditto  ditto      .     .     .    grave!  1  inch  diameter, 

and  36  inches  ditto  ditto     .    .    .  angular  stone  of  the  size 

of  an  egg. 

It  appears  from  these  experiments,  therefore,  that  a  velocity  of  six 
inches  in  a  second  would  be  sufficient  for  scouring  away  all  the  usual 
sediment,  and  that  a  velocity  of  one  foot  in  a  second  would  sweep  away 
fine  gravel 
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A  popular  idea  may  be  formed  of  this  velocity  of  one  foot  per  second,  Samuel  Mills 
when  it  is  considered  that  it  amounts  to  3,600  feet  in  the  hour,  and  that  Esq..  and  Mr.' 
the  walking  pace  of  a  man  is  about  20,000  feet  in  the  same  time,  which  is     Jolm  Roe- 
almost  six  feet  in  a  second. 

The  usual  velocity  of  the  periphery  of  a  water-wheel  is  also  about  six 
feet  in  a  second. 

You  have  made  experiments  on  this  subject  ?  Yes ;  the  results 

of  which  I  have  drawn  up,  and  are  as  follows  : — 

I  have  noticed  some  of  the  evils  occasioned  by  the  prevalent  method  of 
sewer  cleansing,  such  as  the  allowing  of  foul  deposit  to  accumulate  and. 
remain  for  years  in  a  state  of  fermentation  in  the  sewers  beneath  the 
streets;  the  annoyance  and  expense  caused  by  private  drains  being 
choked  with  the  filth  accumulated  in  the  sewers  ;  the  breaking  up  the 
streets  and  roads  to  reach  the  sewers  to  remove  the  foul  deposit;  the 
raising  from  the  sewers,  and  laying  out  of  the  offensive  matter  on  the 
surface  to  be  carted  away  ;  men  working  day  after  day  beneath  a  sewer 
knee- deep  in  decomposed  animal  and  vegetable  matter. 

The  consideration  of  these  evils  and  their  consequences  led  to  a  desire 
to  endeavour  to  remove  the  accumulations  in  a  less  offensive  manner,  and 
to  construct  the  sewers  on  principles  calculated  to  lessen  the  causes  of  the 
formation  of  deposit. 

The  Holborn  and  Finsbury  divisions  are  peculiarly  situated,  having  no 
immediate  communication  with  the  river  Thames.  The  waters  from  these 
divisions  have  to  pass  through  one  or  other  of  the  adjoining  districts ; 
namely,  the  City  of  London,  the  Tower  Hamlets,  or  the  City  of  West- 
minster, before  reaching  the  river.  The  sewers  of  the  Holborn  and 
Finsbury  divisions  have  therefore,  of  necessity,  been  adapted  to  such  out- 
lets as  the  other  districts  respectively  afforded  ;  and  these  having  formerly 
been  put  in  without  due  regard  to  an  extended  drainage,  the  sewers  of 
these  divisions  have  not  had  the  benefit  of  the  best  fall  that  could  have 
been  obtained.  Of  late  years  many  of  the  outlets  have  been  lowered  in  the 
adjoining  districts  ;  but  to  alter  the  existing  sewers  of  these  divisions  to 
the  amended  levels  would  require  the  rebuilding  of  about  323,766  feet  of 
sever,  at  an  expense  of  nearly  a  quarter  of  a  million  sterling.  The  paper 
returned  by  Messrs.  Stable  and  Lush  shows  how  much  the  levels  have 
been  lowered  in  the  last  10  years. 

Levels  were  taken  to  ascertain  whether  such  fall  could  be  given  to  the 
sewers,  if  rebuilt  at  the  lowest  level,  as  would  secure  the  passing  of  the 
rou^ matter  with  the  common  run  of  water;  but  the  utmost  that  could  be 
obtained  would  be  the  cleansing  of  one  half  the  sewers,  while  the  remaining 
portion  would  still  require  artificial  aid.  The  cost  of  lowering  the  sewers 
to  obtain  this  partial  relief  would  be  about  a  quarter  of  a  million  sterling:, 
as  before  stated. 

Although  the  ordinary  current  of  water,  which  passes  along  the  covered 
sewers  (m  some  constant,  in  others  periodical)  in  these  divisions,  in  nume- 
rous cases  does  not  prevent  deposit  from  accumulating,  yet  I  conceived  it 
might  be  made  available  for  that  purpose. 

wat  •  a  °-n  wnicn  t0  calculate  with  some  precision  what  velocity  of 
im  fS  recluireQ  t0  transport  given  kinds  of  matter  in  suspension  is  very 
f™  e*i'  The  PaPer  containing  a  statement  of  velocity  is  compiled 
■rom  Ule  experience  of  Du  Berat  and  others.  Taking  it,  as  affording  the 
esc  approximation  that  we  can  at  present  find,  a  series  of  experiments 
the  spC°mmenCcd- in  0rder  t0  ascertain  what  velocity  could  be  obtained  in 
of  darT°rSi;  a"id  aPPearecl  tnat  deposit  might  be  removed,  by  the  means 
npnct  AS  placed, ln  certain  situations  to  collect  heads  of  water,  at  less  ex- 

A    tlf 0  y  -thc  Usual  method • 
inir  In      Sen^S  0f  exPeriments  wcre  made  for  the  purpose  of  endeavour- 
VOL  aj^:ertain  tlle  proportion  of  decomposed  animal  and  vegetable 
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matter,  and  detritus  from  the  roads,  carried  through  the  sewers  to  |e 
'  river  '1  hemes  by  the  common  run  of  water.  Several  square  boxes  were 
SStaicSto  hold  one  cubic  foot  of  water  each  These  were  filled  wife 
water  from  different  sewers.  After  allowing  the  turbid  water  to  clear 
itself  by  precipitation,  I  ascertained  the  relative  amount  of  the  precipitate. 
The  following  were  some  of  the  results : — 


Sewers. 

Proportion  of  decomposed 

Animal     n  11  il      Vf»fl*t  ftt'llfi 

Matter  and  Detritus  from 
Streets  and  Roads,  held 
in  Mechanical  Suspen- 
sion. 

Remarks. 

River  Fleet  Sewer, 
near  outlet. 

1  in  96. 

The  run  of  water  was  10  inches  in 
depth,  and  10  in  width,  having  an 
average  velocity  of  83-47  feet  pet 
minute,  passing  692-8  cube  feet  ol 
water  per  minute;  the  matter  con- 
veyed being  7-21  cube  feet  per  minute, 
or  103,660  cube  yards  per  annum. 

The  River  Fleet  sewer  conveys  tlie  drainage  oi  *,*«*u«  »  *  7  2Xi 
abou ^four-sevenths  of  the  surface  of  these  ^^J^FT^tT^ 
tie*  in  addition  to  the  above,  is  carried  away  by  the  force  of  water  in 
Sny  wStner  is  certain  ;  allowing 

sevenths  of  the  district  to  on  y  equal  the  discharge  by  the ^^If^. 
th.prp  armears  to  be  a  quantity  of  upwards  of  200,000  cube  yaras  oi  maue. 
farrLdTSe  Thames%er  annum  from  these  divisions  in  mechanical  sus 
Pension  and  by  the  force  of  velocity,  weight,  and  volume  of  water  Th. 
Santhv  of  deposit,  taken  from  the  sewers  in  these  divisions  by  the  p aeva, 
?ent ^method  of  cleansing,  has  averaged  about  2,200  cube  yards  per  annum! 

nereZi ^heluantity  fished  to  the  Thames  b, 'the  J  app^  \ 

as  1  to  100  of  that  which  was  already  conveyed  by  the  force  oi  water. 

Some  experiments  were  made  with  the  water  taken  from  the  sewer,  al 
the  toTanSm  of  a  long  street,  having  numerous  courts  and  alleys  o 

each  side.    The  following  is  the  result  :— 

At  the  upper  end  of  the  street,  matter  held  by  the 

water  in  mechanical  suspension     .    .    •    •    •  ■ 
At  the  lower  end  of  the  street  

what  quant  ty  offiS  would  be  carried  away  (in  additioii ,  te ,  tha  he 
in  mechanical  suspension)  by  the  transporting  powers  ,f  bodies  o^atc 
ponded  back  and  suddenly  set  in  action.   The  results  may  be  stated  a 
follows,  viz. :— 

>  A  two-fee.  Head  of  water     .    D=Uin  g^gg-^  «jg 

and  a  little  silt. 

The  proportion  of  matter  carried  away  by  the  united  action  of  tl 

*^Ari«s  s&rfi  far*  r 

SSSffi5?Sa!S^V»^        to  keep  i.  always  clean 
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the  only  signs  left  of  the  passage  of  the  loaded  water  was  a  discolouration  Samuel  Miuv 
of  the  sides  of  the  sewer  to  the  height  the  water  of  the  flush  had  reached       Esi-  and  Mr- 

,  .  John  Roe. 

2.  A  two-feet  head  of  water.    .    Deposit  in  sewer  composed  of  small 

pieces  of  hrick,  stones  as  large  as 
walnuts,    oyster-shells,  decom- 
posed animal  and  vegetable  mat- 
ter, and  silt.   Proportion  of  mat- 
ter 1  in  16  of  water. 
The  Commissioners  of  Sewers  for  the  Holborn  and  Finsbury  division 
having  satisfied  themselves  of  the  advantages  of  a  systematic  use  of  flush- 
ing in  cleansing  sewers,  have  for  upwards  of  three  years  followed  out  the 
principle  ;  the  results  are  such  as  they  anticipated.    In  carrying  out  the 
plan,  the  construction  of  new  sewers  with  side  entrances,  and  the  insert- 
ing side  entrances  to  old  sewers  ;  the  forming  gully-holes  and  shoots  on  a 
plan  that  may  supersede  cleansing,  as  formerly  obtained,  and  the  delivery 
of  the  water  through  them  in  such  a  manner  as  to  assist  the  current  of 
water  in  the  sewer;  and  these  and  other  minor  improvements,  by  the  use 
of  which  there  is  a  saving  effected,  are  carried  on  in  one  comprehensive 
system,  connected  with  the  systematic  flushing  of  the  sewers. 
;  The  great  principle  intended  to  be  carried' out  is,  that  instead  of  occa- 
sional cleansing,  as  formerly,  the  sewers  should,  when  once  cleansed,  be 
■kept  free  from  deposit.    The  pecuniary  saving  is,  I  consider,  the  least 
ulvantage  of  this  mode  of  cleansing ;  the  great  points  attained  are  the 
ivoulance  of  all  accumulations  of  filth  in  the  sewers,  and  the  stirring  up 
Ji  removal,  and  consequent  disagreeable  effluvia,  is  also  avoided  :  the 
streets  and  pavements  are  undisturbed ;  the  men  engaged  in  cleansing 
sewers  have  a  more  healthy  employment  than  heretofore ;  private  indi- 
viduals are  saved  from  the  annoyance  of  their  drains  being  choked  ;  and 
ffl  this  plan  of  flushing  affects  the  health  and  cleanliness  of  the  inhabitants, 
ne  accomplishment  of  it,  on  a  general  and  systematic  principle,  should  be 
teemed  of  the  utmost  importance.  . 

The  deposits  made  were  those  which  were  left,  besides  those 

amed  off?  Yes.    I  afterwards  tried  the  plan  of  flushing,  to  see 

vnat  could  be  carried  away,  showing  the  increase  of  the  animal 
•nd  vegetable  matter  held  in  suspension  in  the  water,  from  the 
ipper  part  of  the  Fleet  down  to  the  lower  part  of  Saffron-hill.  I 
nacle  the  experiments  over  a  distance  of  nearly  two  miles. 

Is  the  system  of  flushing  universally  adopted  in  the  district? 
I  he  Commissioners  have  adopted  the  principle,  but  they 
ttencl  carrying  it  out  thus  :  to  wait  until  parties  complain  of  the 
=wer  requiring  cleansing,  as  we  used  to  do.    As  soon  as  they 
omplain,  we  wash  the  deposit  out  of  the  sewer  by  board  dams;  the 
usning  apparatus  is  then  fixed,  and  we  never  allow  the  deposit  to 
ccnmulate  afterwards,  so  that  the  application  of  the  apparatus  is 
roceeoing  progressively.    As  we  wash  away  the  deposit  in  {he 
-  ver  so  much  cheaper  by  board  dams  than  by  the  old  system, 
nm,rmiS6Mn,ers  inc,,r  110  additional  expense  in  placing  the 
En\    (Mur-  'miS^     The  exPense  of  Paving  had  been 
i"  Com   ■  °  •       an  eXtent  for  some  years  Past,  the  attention  of 
ot  avr  i  1  l!SS1(?nerS  WaS  drawn  to  the  questi°"  whether  they  could 
tionfh  t  i       g  "P  the  PaveraentJ  and  it  was  found  on  calcu- 
nat  the  cost  of  putting  down  one  of  these  flushing  apparatuses 

m  2 
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Samuel  Mills,  was  less  than  cleansing  the  sewer  in  the  old  way,  while  the  appa- 
."feStoS'-  ratus  remained  for  future  use  at  no  more  expense  *an  the  men  b 
labour  (Mr.  Roe.)  In  the  sewers  cleaned  there  were  6,688  cubic 
yards  of  foul  deposit;  the  whole  cost  of  getting  out  that  would 
hive  been  2,387?.  The  men's  time  occupied  in  the  washing  that 
away  with  board-dams  was  644Z.  12*.  Id.  ;  so  that  we  had  m 
fact  a  surplus  left,  which  enabled  us  to  put  mside  entrances  and 
flushing  gates,  which  cost  1,293?.;  there  was  then  a  saving  of 
455Z.  to  the  Commission. 

That  does  not  include  the  expense  of  taking  up  the  pavement  ? 

 No  •  all  those  side  entrances  should  not  be  placed  to  the 

flushing  account,  they  are  of  such  immense  benefit  to  the  system 
of  sewers ;  they  should  be  adopted  instead  of  man-holes  to  the  old 
sewe^  to  enable  us  to  inspect  the  sewers,  and  do  what  is  needful, 
Sut  breaking  the  pavements  and  the  road  ;  therefore  hey 
Ed  not  be  charged1  upon  the  flushing  system;  but  we  have 
charged  it  to  that  account.  , 

What  is  the  advantage  of  a  side  entrance  over  a  man-hole  t  

The  man-hole  is  placed  in  the  centre  of  the  street,  to  obtain  access 
to  which  we  have  to  break  the  pavement. 

Would  it  not  be  possible  to  have  a  covering  over  them  which 
should  bs  merely  lifted?  It  is  possible ;  it  is  only  a  ques- 
tion what  sort  of  covering  it  should  be,  to  be  safe  for  horses  to  pas 

°V  Can  you  give  the  comparative  expense  of  keeping  clear  the  dis- 
trict bVthe  old  system  and  by  flushing?  There  are  abou  two- 
sevenths  of  the  Holborn  and  Finsbury  district  now  supplied  with 
flushing  apparatus,  the  annual  cost  of  cleansing  those  by  the  old 
S  would  be  326?.  17,.;  the  cost  for  men  to  work  the  gatej 
now  placed,  that  is,  keeping  the  sewers  clear  from  deposit  is  106? 
per  annum,  leaving  a  saving  of  220?.  per  annum  on  those  two! 

SeWhtt  was  the  cost  of  the  flushing  apparatus?— -The  cost  | 
the  flushing  apparatus  for  those  sewers  has  been  454?.  _ 

The  absohT cost  of  ^g^9^^b^fl^  ^ 
than  one-third  of  the  former  cost?  Yes,  about  one-thnd  o; 

WbJndalso  without  any  nuisance  to  the  inhabitants;  whereas  i 
was  formerly  a  great  nuisance  ?  1  es. 

WhaTis  the  chfference  of  expense  in  case  the  streets  areMacada 

mized,  or  paved  with  stone  or  wood?  Wood  pavement  wa  o 

laid  down  in  the  district  at  the  time  I  made  my  experiment,  but 
was  Macadamized  for  the  greatest  portion  of  the  sewers,  and  that 
there  was  the  greatest  deposit  of  gravel  or  silt. 

Do  you  belfeve  that  with  the  wood  pavement  it  will  be  less  tha 
with  either  of  the  other  two?  1  do. 

Do  you  believe  if  the  flushing  system  were  carried  out,  tnei 
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would  be  little  difficulty  in  carrying  away  the  mud  from  the  sur-  |amu°i  Miiu, 

face  ?  There  would  be  no  difficulty  if  the  supply  of  water  was  ^oimRoe,'' 

sufficient. 

If  the  wooden  pavement  were  adopted,  do  you  think  there  would 
be  any  difficulty  in  carrying  off  the  whole  of  the  surface  matter 

through  the  gully-holes  ?  No  difficulty  at  all,  if  we  had  only  a 

i  sufficient  supply  of  water. 

Are  you  aware  that  there  has  been  an  improvement  in  the  depth 
of  the  Thames  lately  in  consequence  of  the  removal  of  Old  London 
Bridge  ?  Yes. 

Is  the  driftway  greater  than  it  was  ?  It  is. 

You  do  not  apprehend  any  danger  of  your  plan  filling  it  up 
again  ? — — No. 

Whence  do  you  get  the  water  you  make  use  of  for  flushing? 

 At  present  the  common  drain  water  in  the  sewers  is  sufficient 

for  our  purpose ;  in  some  sewers  the  water  is  considerable  on  the 
mornings  the  water-companies  supply  water  to  the  inhabitants,  for 
then  we  find  a  supply  of  water  in  every  sewer. 

Is  there  not  a  direct  communication  between  the  supply  of  water 

and  the  sewers?  There  is  this  communication,  that  persons 

having  water  let  on  to  their  houses,  in  the  middle  or  lower  ranks, 
do  not  take  that  care  of  it  which  they  should  do  ;  they  let  it  run 
over  for  half  an  hour  or  an  hour,  and  it  runs  into  the  sewers,  and 
that  water  we  take  care  to  save  by  shutting  one  of  the  gates  for 
the  purpose  of  flushing.  In  some  cases  the  Commissioners  have 
caused  two  sewers  to  be  connected  together,  one  having  a  constant 
supply  of  water  and  the  other  but  a  limited  supply,  and  by 
diverting  the  constant  supply  into  the  other,  we  have  effected  a 
flushing. 

How  often  do  you  flush  those  sewers  ?  It  is  not  necessary 

they  should  be  flushed  oftener  than  once  in  a  quarter  of  a  year. 
When  the  apparatus  is  applied  to  a  district  or  line  of  sewer,  one 
man  can  manage  15  miles  of  sewer ;  but  we  find  he  can  do  more, 
and  therefore  he  flushes  them  oftener. 

There  would  be  no  difficulty  in  economizing  the  water  in  the 

upper  part  of  your  district  for  flushing,  if  it  was  necessary?  

^iVo ;  it  would  be  attended  with  expense,  that  is  all. 

If  you  had  a  good  supply  of  water,  might  not  the  size  of  the 
ofTvafer  deCreaSed?  Yes'>  il  would  depend  upon  the  supply 

You  would  provide  for  a  regular  system  of  flushing  ?  Yes. 

Do  you  conceive  that  you  send  a  large  quantity  of  deposit 

down  into  the  City?  Whatever  goes  into  the  sewers  in  the  City, 

passes  through ;  I  do  not  think  it  stops  there.  I  have  tried  the 
experiment  and  instead  of  leaving  any  deposit  in  the  City,  we 
nave  actually  removed  deposit  the  whole  length  of  their  sewer. 

*ou  have  only  flushed  a  part  of  the  drains  yet?  About  16 
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Samuel  Mlll£      The  whole  communicate,  more  or  less,  with  each  other  ?  

Esq.,  aud  Mr  _ 
John  Uoo.  Yes. 

Then,  when  the  rest  is  done,  the  whole  will  be  much  more  clear 

of  foul  air  than  they  are  now?  Yes.  (Mr.  Mitts.)  A  few  years 

ago  the  gas  in  the  street,  or  the  gas  in  the  houses,  became  so  offen- 
sive that  the  Commissioners  were  exceedingly  annoyed  by  the 
numerous  applications  to  remove  the  cause;  and  I  believe  the 
clamour  of  some  individuals  became  so  great  as  to  thi-eaten  the 
Commissioners  with  an  application  to  the  Court  of  Queen's  Bench. 
It  was  felt  to  be  so  important,  that  the  opinions  of  the  Attorney 
and  Solicitor-General  were  taken  how  far  the  Commissioners,  as 
Commissioners  of  Sewers,  were  liable  to  remove  or  abate  this 
evil.    The  opinions  of  the  Attorney  and  Solicitor- General  were, 
that  this  having  taken  place  since  the  Commissioners  had  been 
created  by  Act  of  Parliament,  it  was  not  one  of  those  evils  they 
were  bound  to  remove.    However,  the  Commissioners  thought  it 
was  desirable  that  the  public  should  be  relieved  ;  and  they  consi- 
dered the  question,  and  came  to  a  resolution  that,  if  persons 
applying  to  get  relieved  from  the  effect  of  the  gas  would  pay 
11.  10s.,  they  would  put  them  down  an  air-trap,  the  openings  for 
which,  together  with  the  ventilating  grates,  may  be  seen  in  the 
streets ;  and  any  person  applying  in  consequence  of  sustaining  any 
inconvenience  by  the  gas  escaping  from  the  sewer,  may,  by  the 
payment  of  that  sum,  have  a  trap  put. 

"Have  you  had  complaints  from  those  districts  in  winch  the 

flushing  system  was  introduced?  If  the  gas-pipes  are  deficient, 

and  the  gas  escapes,  it  may  become  noxious ;  but  we  have  had  very 
few  complaints  since  ■  it  must  be  from  accident  if  they  do  occur. 

It  will  be  now  the  exception,  as  it  was  formerly  the  rule  ?  

Yes. 

It  has  been  stated  to  the  Commissioners,  that  the  nuisance  from' 
drains  was  chiefly  from  the  private-house  drains,  that  they  are 
badly  constructed,  besides  being  perforated  by  rats,  and  other- 
wise j  do  you  believe  that  to  be  the  case?  Very  much  so. 

You  do  not  believe  that  the  nuisance  arises  in  all  cases  from  the, 

main  sewers  ?  Not  always  from  the  mam  sewers.  (Mr.  Mitts,) 

Connected  with  this  point,  I  would  mention,  that  where  the  sewers 
came  in  contact  with  churchyards,  the  exudation  is  most  offensive. 

Have  you  noticed  that  in  more  than  one  case?  Yes. 

In  those  cases  have  you  had  any  opportunities  of  tracing  m 
what  manner  the  exudation  from  the  churchyards  passed  to  theH 

seWer?  It  must  have  been  through  the  sides  of  the  sewers.  i 

Then  if  that  be  the  case,  the  sewer  itself  must  have  given  way?, 

 No  ;  I  apprehend  even  if  you  use  concrete,  it  is  impossible 

but  that  the  adjacent  waters  would  find  their  way  even  through i 
cement ;  it  is  the  natural  consequence.    The  wells  ot  the  houses 
adjacent  to  the  sewers  all  get  dry  whenever  the  sewers  are  lowered. 
You  are  perfectly  satisfied  that  in  the  course  of  time  exudation 
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very  often  do,  to  a  certain  extent,  pass  through  the  brickwork  ?  f^Mg 

Yes,  it  is  impossible  to  prevent  it.  Joiin  Roc. 

Have  you  ever  happened  to  notice  whether  there  was  putrid 
matter  in  all  cases  where  the  sewer  passed  through  a  burial- 
ground  ?  The  last  churchyard  I  passed  by  was  in  the  parish  of 

St.  Pancras,  when  the  sewer  was  constructing.  I  observed  that  the 
exudation  from  it  into  the  sewer  was  peculiarly  offensive,  and  was 
known  to  arise  from  the  decomposition  of  the  bodies. 

At  what  distance  was  the  sewer  from  the  churchyard  where  you 
found  that?  Thirty  feet. 

(To  Mr.  Roe.)  What  is  the  general  fall  in  your  sewers ;  what  do 
vou  consider  a  fair  fall  ?  1  find  in  the  regulation  of  the  Com- 
missioners a  fall  of  a  quarter  of  an  inch  in  10  feet  is  required  as 
the  least  fall ;  but  we  give  them  as  much  fall  as  we  can ;  there  are 
places  where  we  cannot  get  a  quarter  of  an  inch  in  10  feet.  The 
outlets  of  our  sewers  are  not  under  our  own  control. 

In  that  case  do  you  find  the  flushing  effectual  in  a  horizontal 
line  ?  Yes. 

You  are  obliged  to  put  your  flushing-gates  nearer?  Yes ;  we 

have  a  sewer  building  on  a  dead  level,  in  consequence  of  the  diffi- 
culty of  the  outlet;  in  that  case  we  have  placed  a  gate  for  1600 
feet ;  and  we  are  in  hopes  we  shall  do  with  a  greater  distance  than 
that  hereafter ;  but  that  is  the  greatest  length  we  have  had  an 
opportunity  Of  working  on  a  horizontal  direction. 


Mr.  ROE,  C.E.,  further  examined.  Mr.  Roe,  c.E. 

Have  you  been  called  upon  by  the  Head  Master  of  Eton 
College  to  examine  the  drainage  of  Eton  and  propose  measures 
for  its  sanatory  improvement?  And  were  you  called  upon  by 
the  Town  Council  of  Derby  to  advise  as  to  the  best  measures  for 
the  sanatory  improvement  of  that  town  also  ?  Yes,  I  was  con- 
sulted in  both  instances  upon  the  state  of  the  drainage,  and  as  to 
the  best  method  of  relieving  both  places  from  the  effect  of  occa- 
sional floods.  I  was  instructed  to  made  an  examination  of  the 
whole  of  Eton.  At  Derby  certain  plans  and  papers  relative  to  a 
portion  of  the  town,  called  the  Brookcourse  Drainage,  a  brook 
which  serves  as  the  main  drain  of  the  town,  were  placed  in  my 
hands,  and  I  was  requested  to  make  such  inquiries  as  I  might 
think  best  for  forming  a  report  on  the  best  means  of  effecting  the 
purposes  above  named. 

Did  either  of  these  references  include  constructing  drains  for  the 
drainage  of  the  houses?  At  Eton  it  did;  not  at  Derby. 

Did  either  of  these  references  include  the  laying  down  supplies 

of  water  ?  At  Eton  the  reference  included  the  consideration  of 

a  supply  of  water  for  flushing  the  sewers,  but  not  the  house-drains; 
the  drains  to  the  houses  more  immediately  connected  with  the 
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Mr.  Roo,  c.e.  College  were  flushed  occasionally.  At  Derby  no  reference  was 
made  to  me  to  consider  the  question  of  supplies  of  water,  only  the 
consideration  of  the  means  of  getting  rid  of  the  excess. 

Did  either  reference  include  the  consideration  of  the  means  of 

using  the  refuse  for  agricultural  purposes  ?  In  neither  case  was 

any  such  reference  made  to  me.    1,  however,  adverted  to  the 
subject  in  my  report. 

May  it  not  be  considered,  without  paying  any  undue  compli- 
ment, that  both  the  bodies  from  whom  you  received  instructions, 
and  with  whom  you  communicated  in  these  instances,  were  bodies 

possessing  a  high  degree  of  general  intelligence?  It  maybe 

confidently  stated  of  both  bodies.  The  officers  with  whom  I 
communicated  at  Eton  were  men  of  business  habits  and  talents, 
as  well  as  possessing  such  acquirements  as  their  official  station 
may  denote. 

Would  not  instructions  given  or  instructions  taken  by  persons 
of  a  high  degree  of  general  information,  but  without  the  special 
knowledge  of  the  progress  made  in  the  arts  and  sciences  appli- 
cable to  sanatory  measures,  commonly  omit  the  most  essential 
portions  of  the  measures  necessary  for  the  sanatory  improvement 

of  a  town  population?  Yes,  certainly,  until  the  knowledge  of 

these  subjects  becomes  much  more  generally  diffused  than  it  now 
is.    None  of  the  papers  or  plans  which,  at  Derby,  I  received, 
prepared  by  engineers  and  townspeople  upon  the  same  instruc- 
tions which  I  had,  alluded  to  the  subject  of  the  house-drainage 
or  the  profitable  application  of  the  sewage,  and  only  one  of  them 
alluded  to  the  subject  of  supplies  of  water  as  connected  with  it. ,. 
In  respect  to  Eton,  I  would  mention  that  the  College  is  provided! 
with  sewers  constructed  at  the  time  of  the  foundations  being! 
formed,  and  the  person  who  laid  them  out  400  years  ago  pro-i 
vided  reservoirs  and  sluices  for  the  purposes  of  flushing  them  with  I 
water  ■  and  those  sewers  have  been  kept  free  from  deposit  by  II 
periodical  flushings  ever  since.    I  found  also  that  the  portion  oil 
Eton  more  immediately  in  connexion  with  the  College  and  under  1 
its  influence,  was  in  a  very  different  state  to  that  portion  ol  Etonil 
over  which  the  College  could  exert  less  influence  on  sanatory 
points     In  my  instructions  the  heads  of  the  College  d.rected 1 
that  I  should  render  the  town  of  Eton  every  advantage  to  be  1 
derived  from  their  expenditure  in  obtaining  a  good  supply  ot  water  1 
from  the  river  Thames  for  flushing  the  whole  of  the  sewers  thatB 
miaht  hereafter  be  built  in  that  town.    Altogether  I  found  thatl 
where  the  College  had  power,  everything  conducive  to  health  tnati 
could  be  thought  of  by  them  had  been  done;  and  thefewsug-fl 
trestions  I  considered  requisite  were  immediately  agreed  to. 
&  Have  you  been  consulted  from  any  other  place  than  Eton  and 

Derby?  Yes,  from  Shardlow,  in  the  neighbourhood  of  Derby, 

and  other  smaller  places. 

Of  the  new  and  improved  sewers  which  have  been  constructed 
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for  the  relief  of  old  districts  under  the  Commissioners  of  Sewers  of 
the  Holborn  and  Finsbury  Division  of  Sewers  in  the  Metropolis, 
where  the  present  Act  gives  the  Commissioners  no  power  to  form 
house-drains  or  subordinate  drains,  and  where  it  is  optional  with 
the  owners  whether  they  shall  make  use  of  the  main-drains,  and 
form  the  smaller  branch  house-drains  or  not,  what  proportion  of 

the  houses  have  been  drained  into  them?  Certainly  not  more 

than  one-third. 

What  is  the  obstruction  to  the  use  of  the  sewers  ?  The  im- 
mediate expense  undoubtedly  of  making  the  drains. 

If  house-drains  were  formed  upon  a  general  contract,  and  of 
the  best  and  cheapest  material,  glazed  or  tube  tile,  how  far  might 

this   expense  be   reduced?  More  than  one-half,  certainly; 

wherever  an  inch  in  10  feet  fall  may  be  got  (and  with  proper 
management  it  might  be  got  for  drains  in  almost  every  instance), 
tile  tubes  would  amply  serve  for  the  drainage  of  houses.  I  know 
one  instance  of  an  iron  pipe,  three  inches  in  diameter,  put  into  a 
sewer  50  feet,  distance  from  the  house  about  1 1  years  ago,  and 
having  a  fall  of  about  an  inch  in  10  feet,  which  has  never  been 
obstructed. 

And  on  the  principle  proposed  of  the  distribution  of  the  charge 
for  improvements  as  a  rent  over  a  period  coincident  with  the  benefit, 
nearly  the  whole  inconvenience,  and  all  injustice  to  owners  of  short 

interests  of  the  immediately  outlay  might  be  got  rid  of?  That 

principle  of  the  distribution  of  the  charge  is  essential  to  all  plans; 
it  is  only  justice  in  sewage  and  drainage  especially.  The  improve- 
ment is  permanent,  and  it  is  manifestly  unjust  that  the  whole  cost 
of  it  should  fall  upon  the  present  owner. 

Besides  the  economy,  would  not  the  comprehension  of  the 
formation  of  the  branch-drains  under  the  same  system  as  the  main- 
drains  be  necessary  for  any  efficient  or  systematic  drainage  of  a 
town  district? — The  great  fault  which  now  effects  the  sanatory 
condition  of  our  district  is  the  extensive  absence  of  the  house-drains, 
or  their  bad  construction  either  as  to  form  or  material.  The  Com- 
missioners of  Sewers  have  no  power  to  oblige  parties  to  drain  into 
a  sewer  after  they  have  built  it,  and  although  some  are  willing  to 
contribute  lowards  the  cost  of  a  sewer  and  to  communicate  drains 
therewith,  others  are  not. 

Does  not  the  construction  of  drains  from  houses  into  the  sewers 

require  peculiar  care  and  skill?  The  proper  drainage  of  a 

house  after  a  sewer  has  been  built  in  front  thereof  requires  par- 
ticular attention  as  to  level  and  material.  There  are  few  situa- 
tions possessing  a  sewer  where  the  drains  could  not  be  constructed 
with  regard  to  level  and  form  in  such  a  manner  as  to  scour  them- 
selves with  the  water  that  passes  through  them ;  but  too  often 
Kttle  regard  is  paid  to  level,  beyond  ascertaining  the  fact  that  the 
sewer  is  low  enough  to  drain  the  house,  and  there  being  no  com- 
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Mr. Roe,  c.e.  petent  authority  to  enforce  generally  a  proper  system  of  house- 
drainage,  the  result  is  that  a  periodical  expense  is  frequently  en- 
tailed upon  the  subsequent  owners  or  occupiers  in  the  article  of 
drain  cleansing,  which  by  a  judicious  management  in  the  first  in- 
stance mi  edit,  have  been  avoided.    An  example  occurred  the  other 
day  in  our  district.    The  line  of  a  proposed  new  street  was  laid 
out,  and  the  construction  of  a  new  sewer  for  about  a  thousand  feet 
in  length  commenced  by  the  individual  who  had  leased  the  land 
for  building.    The  depth  of  the  sewer  offered  ample  means  for 
good  house  drainage.    As  a  matter  of  economy  the  drains  were 
put  in  for  each  intended  house  as  the  sewer  proceeded,  and  were 
continued  to  the  line  of  the  fronts,  leaving  the  part  under  the 
houses  to  be  constructed,  when  the  digging  for  the  foundations 
takes  place.    The  sewer  building,  although  done  by  a  private 
individual  at  his  own  cost,  was  subject  to  the  regulations  of  the 
Commissioners  of  Sewers,  whose  surveyor  and  clerk  of  the  works 
superintended  the  construction  and  level  thereof,  as  they  do  all 
sewers  so  built,  as  well  as  those  built  by  public  contract.  The 
digging  out  the  earth  for  the  drains  was  let  by  the  builder  to  one 
man,  and  the  putting  in  the  brickwork  to  another.    The  ground 
digger,  to  save  a  little  labour,  gave  the  drain  a  sudden  rise  from 
the  side  of  the  sewer  for  a  short  distance,  and  then  carried  his 
work  nearly  on  a  level  for  the  remaining  length,  thus  destroying 
all  the  advantage  to  the  house  draining  of  a  deep  sewer  for  the 
sake  of  saving  himself  the  removal  of  earth,  the  labour  of  which 
might  be  worth  on  an  average  half-a-crown  for  each  drain.  I 
observed  the  manner  in  which  these  drains  were  being  put  in,  and 
inquired  if  there  was  no  one  connected  with  the  land  or  buildings 
who  paid  attention  to  the  matter,  and  finding  that  the  men  were 
left  to  themselves,  I  told  them  that  unless  the  drains  were  put  in 
at  a  proper  level  thev  should  not  be  allowed  to  connect  with  the 
sewer  at  all,  and  that  "'they  must  alter  the  three  which  were  partly 
done  ;  one  of  them  I  found  had  a  fall  towards  the  house  instead 
of  towards  the  sewer ;  the  others  were  nearly  on  a  level.  This 
remonstrance  produced  the  desired  result,  and  the  whole  are  now 
proceeding  in  a  proper  manner,  the  clerk  of  the  works  taking 
care  that  my  directions  are  properly  carried  out.    But  it  should 
be  remembered  that  I  had  really  no  authority  to  oblige  the  parties 
to  build  the  drains  in  a  proper  manner ;  and  in  numerous  cas.s 
neither  surveyor  nor  clerk  of  the  works  see  how  the  drains  are 
built,  it.  being  a  matter  over  which  we  have  no  right  of  control. 
It  is  only  indirectly:  that  we  have  any  control  over  the  building  of 
the  sewers.    If  the  parties  do  not  accede  to  our  regulations,  they 
may  be  refused  permission  to  join  our  main  lines. 

Was  that  sewer  constructed,  as  to  its  level,  merely  for  those 
building,  or  with  a  view  to  being  further  extended  and  rendered 
available  for  increased  drainage?  That  sewer  was  kept  at  a 
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greater  depth  than  was  necessary  for  the  drainage 
ficular  houses,  for  the  purpose  of  extending  the  s 


of  those  par-    Mr.  Roe,  C.E. 
sewerage  to  a 

portion  of  land  on  the  other  side  of  the  hill. 

Is  it  consistent  with  your  experience  that  a  district  where  the 
houses  have  hadly  constructed  drains  with  insufficient  supplies  of 
water  are  nearly  in  as  bad  a  condition  as  a  district  having  only 

cesspools?  Drains  of  this  description  are,  in  fact,  a  series  of 

widely  spread  cesspools  giving  off  emanations,  and  often  requiring 
cleansing. 

Sewers  alone,  without  connexion  with  the  branch  drains,  can 

only  carry  off  surface  water  ?  That  is  of  course. 

Therefore  you  concur  in  the  general  conclusion  that  for  the 
efficient  and  economical  improvement  of  any  district,  the  three 
measures — first,  of  proper  supplies  of  water  carried  into  the  house; 
secondly,  properly  constructed  drains  to  carry  out  of  the  house  all 
surplus  water,  and  all  matters  held  in  suspension ;  and  thirdly, 
main  drains  or  sewers  acting  on  the  same  principle  for  the  con- 
veyance of  refuse  in  suspension  ought  to  be  combined?  Cer- 
tainly the  three  measures  are  necessary,  and  in  an  entirely  new 
district  there  could  be  no  difficulty  in  combining  them  ;  in  districts 
where  the  sewers  are  under  the  public  control  the  drains  ought 
to  be  so  too,  and  where  incorporated  companies  have  constructed 
works  for  supplies  of  water  with  private  capital,  their  interests 
might  be  secured,  and  even  promoted  by  proper  arrangements  for 
the  purpose,  and  there  can  be  no  doubt  of  their  readiness  to  furnish 
an  adequate  supply. 

It  appears  from  your  evidence  that  the  expense  of  the  first  class 
main  drains  has  been  reduced  from  21s.  to  15,?.  for  the  sewers  of 
improved  construction,  have  you  not  reduced  the  price  of  the 

second  class  sewers  which  are  used  in  the  side  streets?  Yes, 

from  15o\  to  10*.  and  in  some  cases  to  8*.  6d. 

Have  you  effected  the  reduction  in  the  cost  by  reducing  the 
size  of  the  sewer,  or  by  lessening  the  quantity  of  material  used, 

and  introducing  other  systems  of  economy?  Generally  by 

lessening  the  quantity  of  material  used,  but  in  some  peculiar  cases 
by  reducing  the  sise  of  the  sewer. 

What  is  the  size  required  by  your  Court  for  house-drains,  and 
what  do  you  charge  for  the  portion  executed  by  you,  together  with 

the  flap?  The  Court  of  Sewers  for  Holborn  and  Finsbury 

Division  do  not  require  any  particular  size  for  house-drains ;  they 
would  prefer  the  smallest  size  that  can  with  propriety  be  used  ; 
then-  regulations  are,  that  no  drain  shall  exceed  nine  inches  in 
diameter,  and  they  allow  parties  to  make  them  as  much  smaller 
as  they  please.  The  portion  of  private  drain  formed  by  the  Com- 
missioners' workmen  under  the  existing  contracts  is  not  at  present 
provided  with  a  flap,  but  that  contract  expires  in  June  next ;  and, 
under  a  fresh  contract,  it  is  proposed  to  have  two  prices — one  for 
the  drain-mouth  without  the  flap,  and  the  other  including  an  air- 
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'  tight  flap.  These  are  intended  to  be  formed  in  cast-iron,  and 
will  diminish  the  cost  to  the  public  4.?.  for  each  mouth  without  a 
flap ;  and,  including  the  flap,  the  cost  will  be  2s.  less  for  each 
drain-mouth  than  is  now  paid  for  the  three  feet  of  drain  having 
no  flap. 

What  is  the  charge  made  by  you  for  gully-flaps,  and  on  what 

terms  do  you  put  them  in,  and  what  materials?  The  charge  at. 

present  to  parties  requesting  to  have  a  gully-hole  trapped  is  30s. ; 
but  this  will  be  reduced  to  about  10s.  in  the  next  contract.  Some 
of  the  flaps  are  formed  of  cast-iron,  and  others  of  slate. 

Do  you  conceive  that  it  will  be  practicable  to  reduce  the  whole 
charge  of  the  complete  apparatus  for  draining,  cleansing,  and  sup- 
plying water  to  districts  below  the  existing  charge  for  the  proper 
cleansing  of  cesspools,  and  defective  house-drains  and  sewers, 
in  which  accumulations  are  allowed  to  take  place,  which  are 

removed  by  hand-labour  and  cartage?  Yes  ;  if  the  supplies  of 

water  can  be  properly  carried  into  the  houses,  I  have  no  doubt  of 
a  general  reduction  in  the  total  amount  of  the  existing  charges. 
By  the  adoption  of  the  principle  of  cleansing,  and  keeping  the 
sewers  clear  by  flushing  or  removing  immediately  all  matters  in 
suspension  in  water,  a  saving  in  that  branch  alone  accrues  of  full 
50  per  cent.  The  saving  in  our  district,  during  the  last  year,  was 
sufficient  to  pay  for  all  the  flushing  gates  and  side  entrances  placed 
on  the  old  sewers,  and  to  be  used  for  years  to  come.  The  expense 
of  cleansing  cesspools  may  be  fairly  put  down  at  an  expense  of 
II.  per  annum  for  each  cesspool :  this  is  an  expense  which  falls  on 
individuals,  and  therefore  does  not  form  part  of  the  above  esti- 
mated saving  of  501.  per  cent. 

In  an  extract  from  a  report  made  by  you  to  the  Court  of 
Sewers  for  the  Holborn  and  Finsbury  District,  transmitted  to  this 
Commission  in  January  last,  it  is  stated  that  a  saving  of  7.900/. 
has  been  effected,  in  the  year  1843  alone,  by  the  improvements 
adopted  in  those  divisions.  Will  you  state  the  mode  in  which  t  he 
calculation  is  made,  and  the  gross  amount  expended  in  the  build- 
ino-  of  sewers  in  that  year,  both  public  and  private,  by  which  the 

saving  has  been  effected?  The  following  is  an  extract  from 

that  part  of  the  report  giving  a  detail  of  the  saving  in  each  par- 
ticular work,  which  I  believe  was  not  sent  to  this  Board  : — 

"During  the  past  year  39  side  entrances  and  41  flushing  gates'have 
been  placed  in  about  lOf  miles  of  old  sewers,  from  which  the  foul  deposit 
had  been  washed  away ;  these  gates,  together  with  those  put  in  before,  are 
in  constant  use  for  flushing  out  26f  miles  of  the  old  sewers  ;  these,  with 
19|  miles  of  new  sewers  built  on  the  improved  principle,  form  a  total  of 
4(5i  miles  of  sewer  in  these  divisions,  which  are  now  periodically  washed 

'?  The  gates  and  side  entrances  to  the  old  sewers  have  also  this  year  been 
put  in  without  any  extra  charge,  as  after  deducting  from  the  cost  of  re- 
moving the  deposit  by  the  old  method,  the  expense  of  the  side  entrances 
and  flushing  gates,  and  of  washing  away  the  deposit,  and  keeping  the 
sewers  clear  to  this  time,  the  difference  in  favour  of  the  Commission  is 
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above  300/.,  with  the  advantage  of  the  apparatus  being  fixed  to  keep  them  Mr,  ko^c.e. 

elC"  The  facilities  afforded  by  the  side  entrances  for  cleansing  old  gully- 
shoots  into  the  sewers  during  the  last  year  has  been  the  means  of  saving 
above  200/.  in  the  article  of  paving  round  the  gully-holes  ;  and  the  paving 
saved  by  washing  away  the  deposit  from  the  sewers  instead  of  breaking 
up,  as  before,  the  pavement  and  roads  would  have  cost  above  250/.  to 
reinstate. 

"  Had  the  sewers  which  have  been  washed  out  during  the  last  year  been 
cleansed  in  the  old  manner  by  opening  the  streets  in  various  places,  bring- 
ing up  the  foul  and  obnoxious  deposit  to  the  surface,  allowing  the  same  to 
remain  in  the  streets  until  carted  away,  and  also  the  whole  of  the  gully- 
holes,  there  would  have  been  upwards  of  1600  openings  required  in  the 
streets,  all  of  which  have  been  rendered  unnecessary  by  the  improved 
method  of  cleansing,  and  the  obstructions  and  nuisance  consequent 
thereon  avoided. 

"  There  have  been  542  gully-holes,  and  12,292  feet  of  gully  and  shoot 
formed  during  the  year  1843  upon  the  improved  plan  ;  the  saving  in  the 
expense  upon  this  is  above  1800/. 

"  The  saving  in  the  542  new  gully-grates,  by  using  the  improved  plan, 
has  been  above  350/. 

"  The  expenditure  of  above  150/.  has  been  avoided  by  the  present  method 
adopted  for  cleansing  old  gully-holes  and  shoots. 

"  The  improvement  in  the  form  and  construction  of  new  sewers  has,  in 
the  past  year,  produced  a  saving  of  2289/.  in  a  length  of  13,508  feet  of 
sewer. 

"  In  the  22,590  feet  of  new  sewer  built  by  contract  in  1843,  the  intro- 
duction of  side  entrances  in  lieu  of  man-holes  for  cleansing  has  effected  a. 
saving  of  1711/.,  exclusive  of  the  advantage  of  having  flushing  gates  fixed 
where  deemed  necessary  for  washing  out  the  sewer. 

"  On  18,248  feet  of  new  sewers  built  by  individuals  upon  petition,  a 
saving  of  1027/.  has  been  effected  by  introducing  side  entrances  in  lieu  of 
man-holes  for  cleansing;  this  is  also  exclusive  of  the  flushing  gates  fixed 
thereto. 

The  gross  sum  expended  in  building  public  sewers  has  been  fur- 
nished to  the  Board  by  the  clerks  to  the  Commissioners  of  Sewers>. 
and  amounts  to  about  20,000/.  The  amount  expended  during 
the  past  year  in  the  building  of  sewers  by  private  individuals  may 
be  stated  at  about  12,000/.,  the  length  being  18,248  feet.  These 
sewers  were  built  according  to  the  regulations  of  the  Commis- 
sioners of  Sewers,  and  under  the  superintendence  of  their 
officers. 

In  your  report  to  the  Court,  made  in  the  month  of  January, 
1843,  you  stated  that — 

"  The  sewers  of  the  Holborn  and  Finsbury  divisions  have  of  necessity 
been  adapted  to  such  outlets  as  the  other  districts  respectively  afforded  ; 
and  these  having  formerly  been  put  in  without  a  due  regard  to  an  extended 
drainage,  the  sewers  of  your  Commission  have  not  had  the  benefit  of  the 
best  fall  that  could  have  been  obtained.  Of  late  \  cars,  many  ot  the  outlets 
have  been  lowered  in  the  adjoining  districts  ;  but  to  alter  the  existing 
sewers  of  these  divisions  would  require  the  rebuilding  of  323,766  feet  of 
sewer,  at  an  expense  of  about  200,000/.,  exclusive  of  the  cost  of  connecting 
the  sewers  where  the  cutting  would  be  deep,  and  the  existing  surface  and 
house  drainage,  which  would  make  the  total  amount  of  cost  nearly  a 
quarter  of  a  million." 
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r.  Ron,  c.e.  What,  proportion  of  this  expense  might  have  been  avoided  if  a 
proper  survey  had  been  made,  and  the  works  executed  under  one 

management  ?  Had  a  survey  been  made  some  centuries  back 

with  reference  to  the  proper  drainage  of  the  district  in  and  around 
London,  and  the  now  existing  sewers  built  according  to  the  levels 
so  ascertained,  none  of  the  expense  here  stated  as  requisite  to  lower 
existing  sewers  to  the  right  level  would  have  been  needed  ;  nor 
woidd  the  direct  cost  of  putting  in  the  existing  sewers  to  the  proper 
level  have  much  exceeded  the  actual  cost,  the  difference  being  only 
in  the  extra  depth  of  digging ;  whilst  that  difference  has  been 
more  than  counterbalanced  by  the  expense  of  cleansing,  created  by 
the  want  of  proper  levels  being  universally  used  from  the  lowest 
outlets. 

At  Eton,  were  the  measures  proposed  complete  by  arrangements 
for  the  cleansing  of  the  houses  by  supplies  of  water  laid  on  in  the 
houses,  the  removal  of  all  cesspools,  and  the  prevention  of  the 
permeation  of  the  substratum  by  decomposing  refuse  and  its  con- 
veyance in  closed  drains  to  properly  trapped  sewers  ?  Yes,  the 

arrangements  proposed  were  complete,  for  the  premises  belonging 
to  the  College,  and  those  immediately  in  connexion  therewith  ;  but 
the  town  itself  was  not  subject  to  the  same  authority,  and  has  not 
at  present  decided  on  having  the  benefit  of  house  draining  and 
cleansing. 

What  is  {he  boundary  of  that  district  which  you-  describe  as 

connected  with  the  College?  As  distinguished  from  the  town, 

I  should  describe  it  as  the  part  generally  known  as  "  College,"  or 
within  "bounds,"  extending  from  Barnes  Pool  Bridge  on  the  south 
to  Spier's-corner  on  the  north,  and  on  the  west  bounded  by  a  line 
drawn  from  the  extremities  of  Keate's-lane  and  Angelo's-lane, 
including,  of  course,  all  the  collegiate  buildings  down  to  the 
river. 

In  what  condition  did  you  find  that  part  of  Eton  with  respect  to 
drainage  and  sewerage?  The  college  has  a  good  sewer  pro- 
vided, as  I  before  stated,  with  flushing  apparatus  regularly  used. 
The  collegiate  buildings  on  the  south  drain  to  a  covered  sewer 
passing  from  Barnes  Pool  Bridge  towards  the  river.  Many  of  the 
houses  on  the  west  side  have  drains  into  a  small  covered  sewer 
which  empties  into  the  Timberhalls  Meadow;  a  few  houses  have 
connexion  only  with  cesspools,  well  secured  from  effluvia  by  traps 
and  water-closets.  The  cesspools  are  cleared  out  during  vacations. 
Altogether,  in  this  portion,  great  care  has  been  taken  to  keep 
everything  as  clean  and  salubrious  as  possible  ;  and  works  are  in 
progress  to  supersede  the  cesspools,  and  to  form  a  complete  and 
efficient  sewerage  and  house  drainage,  with  an  ample  supply  of 
water  for  (lushing  the  whole. 

What  is  the  general  state  of  the  drainage  in  and  around  the 

town?  The  drainage  of  nearly  the  whole  of  this  part  is  in  the 

most  imperfect  state.    Some  of  the  houses  drain  into  cesspools. 
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others  into  drains  which  empty  into  open  ditches,  along  which  Mr.Roe.c.E. 
there  is  no  run  of  water,  except  during  floods,  which  occur  perhaps 
once  a-year.  The  open  ditches  on  the  west  side  have  their  outlets 
by  covered  sewers  across  the  main  street  to  the  east  side  thereof 
into  another  open  ditch.  Into  this  latter  ditch  a  considerable 
portion  of  the  property  on  the  east  side  of  the  main  street  also 
drains.  This  open  ditch,  when  I  saw  it,  had  no  perceivable  out- 
let. The  sewage  of  this  portion  of  the  town  therefore  stands  in 
open  ditches  ;  and,  unless  when  a  flood  arises  and  pours  its  waters 
into  them  from  the  west,  the  filth  from  privies,  pigsties,  and 
slaughter- houses  stagnates,  and  the  foul  water  is  left  to  soak 
away  through  the  gravelly  soil  or  evaporate  in  the  air. 

Did  you  find  that  advantage  has  generally  been  taken  of  the 
facility  of  obtaining  water  from  the  river  to  carry  off  all  impu- 
rities as  rapidly  as  they  are  created  ?  In  the  College  part,  as  I 

have  stated,  but  not  in  the  town. 

You  state  that  Eton  is  liable  to  periodical  floods  ;  did  you  find 
that  the  inhabitants  relied  on  the  effect  of  these  floods  to  free  them 
of  the  filth  that  collects  beween  the  periods  of  their  recurrence  ? 

 In  the  town  it  would  appear  so,  from  the  general  state  of  the 

drainage  and  the  neglect  of  the  outlets. 

Although  such  a  periodical  flushing  may  have  the  effect  of 
cleansing  the  ditches  and  some  of  the  drains,  and  so  far  diluting 
the  soil  in  the  privies  that  the  nuisance  of  the  stench  arising  from 
them  may  be  lessened,  will  it  not  have  the  effect,  when  the  founda- 
tions and  cellars  of  the  houses  are  flooded,  as  is  the  case  at  Eton, 
of  impregnating  the  whole  of  the  subsoil  with  that  filth,  and  will 
it  not  remain  after  the  water  has  subsided,  constantly  poisoning 

the  atmosphere  ?  From  the  state  of  the  town  drainage  already 

described,  those  evils  undoubtedly  take  place  there  ;  but  the  col- 
lege, kept  clean  and  standing  on  higher  ground  than  the  town, 
does  not  suffer  with  it  by  the  floods  ;  and  the  hollow  from  Barnes 
Pool  Bridge  to  the  river,  along  which  and  by  the  sewer  in  that 
line  there  is  a  continual  flow  of  water,  prevents  the  subsoil  from 
being  impregnated  by  the  filth  of  the  town. 

It  the  public  possessed  a  proper  degree  of  intelligence  on  these 
subjects,  would  you  expect  to  find  such  a  system  advocated  in  pre- 
ference to  a  regular  flushing  of  the  main  sewers  by  supplies  of 
water  from  the  river,  and  the  introduction  of  house-drains  with  an 
adequate  supply  of  water  ?  Certainly  not. 

From  whence  do  the  houses  get  their  supply  of  water  in  Eton  ? 
 Some  from  wells,  and  others  from  the  river  by  the  water- 
works, which  are  situated  near  the  Weir. 

Are  the  houses  in  College  generally  supplied  with  water  from 
I  he  waterworks;  and  are  they  also  furnished  with  water-closets  ? 

Yes,  generally  so  supplied  with  water  ;  and  all,  1  believe,  have 
water-closets. 

W  hat  measures  recommended  by  you  are  now  in  progress  for 


176  Application  of  Sewer-water  to  Irrigation. 

Mr.itoe.c.E.  improving  the  drainage,  as  far  as  the  College  is  concerned?  

Contracts  are  about  to  be  entered  into  for  lines  of  new  sewer 
(where  none  exist)  in  every  portion  of  that  part  north  of  Barnes 
Pool  Bridge ;  also  for  drains  to  every  house  to  connect  with  the 
water-closets,  having  proper  traps,  and  including  works  for  an 
ample  supply  of  water  to  flush  the  same  regularly. 

Did  you  in  your  plans  for  the  improvement  of  the  several 
places  where  you  were  consulted  for  measures  of  sanatory  im- 
provement so  direct  them  as  to  facilitate  the  application  of  the 
sewage  water,  or  other  refuse  to  agricultural  production,  by  irri- 
gation or  otherwise?  Yes  ;  but  at  Eton  I  did  not.  recommend  its 

use  in  the  immediate  neighbourhood,  because  the  meadows  in  the 
vicinity  of  the  college  are  used  as  play- grounds  by  the  scholars, 
or  for  recreation  by  the  inhabitants.  I  stated  my  opinion  of  the 
great  value  of  the  sewer  water  for  irrigation,  and  recommended 
that  the  sewers  should  be  so  constructed  that  the  contents  might,  at 
another  opportunity  be  carried  to  a  distance,  where  the  same 
reasons  against  its  use  would  not  obtain.  At  Derby,  I  strongly 
recommended  that  it  should  be  applied.  My  opinion  is,  that  if 
the  sewer  water  were  properly  applied  there,  it  would  pay  the 
expenses  of  the  sanatory  improvement  of  the  town.  I  stated  in 
my  report  that — ■ 

"  Whenever  the  Commissioners  may  determine  to  commence  operations 
for  the  profitable  application  of  the  sewer  refuse,  the  common  run  of  water 
in  the  brook  might  be  conveyed  to  near  the  outlet  at  small  expense,  and  in 
such  manner  as  to  derive  its  full  power  to  be  used  in  raising  the  foul  sewer- 
age to  a  level,  whence  it  could  be  conveved  in  pipes  to  the  different  meadows 
for  irrigation  ;  and  when  not  required  for  this  work,  it  would  pass  to  the 
mill-tail  by  the  main  line.    As  some  power  would  be  required  to  raise  the 
foul  sewerage  for  irrigation,  and  Mr.  Frost,  who  is  a  very  competent  judge, 
considers  Messrs.  Evans'  right  to  the  Brookwater  as  worth  about  500/., this 
would  be  the  cheapest  mode  of  obtaining  lifting  power ;   and  Ant  hony 
Radford  Strutt,  Esq.,  in  his  letter  to  Mr.  Frost,  strongly  recommenas  the 
purchase  of  this  water-right.    The  flood-waters  can  be  passed  off  without 
such  purchase  taking  place;  but  on  the  grounds  of  public  health  and 
utility,  I  would  call  the  attention  of  the  Commissioners  to  the  subject.  1  he 
profitable  application  of  the  filth  from  the  sewers  is  a  point  which  has  not 
received  the  general  consideration  due  to  it;  for,  until  Mr.  Chadwick,  m  hi* 
'Report  to  the  Poor  Law  Commissioners,  on  the  Sanatory  Condition  of  1  he 
Population  of  Great  Britain,'  drew  public  attention  to  the  subject,  little 
had  been  said  or  thought  of  it.    In  the  case  of  Edinburgh,  the  increase 
of  the  value  of  poor  lands  thus  irrigated  is  shown  to  have  been  from 
30s.  to  161,  and  in  some  cases  to  20/.  per  acre;  other  lands  once  let 
for  405.  to  50.9.  per  acre  now  let  for  very  high  sums.    It  is  true  that  the 
inhabitants  around  those  meadows  object  to  it  as  offensive ;  the  value,  how- 
ever, of  the  irrigation  is  seen  by  the  parties  interested  m  about  300  acres  or 
land,  estimating  the  compensation  that  would  induce  them  to  discontinue 
the  practice  at  the  sura  of  150,000/.    In  the  case  of  Derby,  the  refuse  may 
be  conveved  by  pipes  to  the  meadows  below  the  town,  where  no  such  objec- 
tion could  arise ;  and  the  residue  not  used  in  irrigation  would  pass,  without 
raisins  into  tanks  situate  at  a  distance  on  the  banks  of  the  canal,  which  offers 
a  ready  and  cheap  means  for  conveying  the  solid  portions  to  distant  places 
for  manure.    Captain  Vetch,  an  experienced  engineer,  states  in  his  Report 
on  die  Drainage  of  Leeds,  'that  from  the  researches  in  agricultural  che- 
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mistry,  and  from  the  usages  of  other  countries,  the  value  of  the  manure  fur 
each  person  in  a  town,  may  be  safely  estimated  at  10s.  per  annum.'  The 
population  of  Derby  is  about  35,000 ;  of  this  population,  about  two-thirds 
could  drain  to  the  proposed  sewers ;  the  value  of  the  manure  to  he  conveyed 
to  the  sewers,  if  proper  water-closets  were  adopted,  would,  therefore,  be  about 
ll,0OoV.  per  annum.  It  is  not,  however,  to  be  expected,  that  the  manure 
would  be  immediately  applied,  so  as  to  produce  its  full  value  ;  still,  if  it  be 
admitted  that  in  a  few  years  it  would  reach  one-fifth  of  its  value,  or  2200/. 
a-vear  (and  this  it  might  by  irrigation  alone),  it  would  be  bad  policy  to  allow 
so'much  fertilizing  matter  to  be  sent  to  the  river,  where  it  is  lost  to  every 
good  purpose  as  regards  the  town  of  Derby.  At  those  periods  when  irriga- 
tion was  suspended,  the  foul  water  would  pass  into  tanks  formed  to  receive 
it  where  the  more  solid  portions  would  precipitate,  and  afterwards  be  taken 
out  and  boated  away  for  use  as  manure.  Mr.  Smith,  of  Deanston,  and 
other  authorities  on  drainage  and  irrigation,  consider  the  application  of 
sewer  refuse  by  irrigation  as  the  most  productive  mode  of  distributing  the 
manure.  The  contractor  for  the  soil  from  privies  and  cesspools  in  Paris 
pays  to  the  Municipality  the  sum  of  22,000/.  for  the  right  to  use  it  for  the 
present  year.  The  cost  of  mill-house  and  machinery  to  raise  the  sewer-water 
for  irrigation,  with  iron  pipes  to  convey  it  half  a  mile  below  the  town,  with 
a  sewer  and  tanks  for  receiving  it  when  not  used  in  irrigation,  with  com- 
pensation for  land,  &c,  would  not  exceed  4500/.,  including  the  sewer  to 
convey  the  brook-water  to  the  wheel,  if  the  right  to  it  is  purchased  from 
Messrs.  Evans.  Forming  the  meadows  for  irrigation  would  cost  about  bl.  or 
6/.  per  acre.  The  annual  cost  of  attendance  to  the  sewer-water  would  be 
trifling." 

From  your  present  experience  of  the  area  of  local  jurisdictions 
and  powers,  and  of  measures  commenced  by  local  authorities,  and 
carried  on  by  them,  do  you  conceive  that,  with  any  powers,  however 
adequate,  which  the  legislature  might  give,  that  economical  and 
efficient  combined  sanatory  measures  could  be  expected  to  be 
carried  out  without  aid  or  guidance  from  a  disinterested  and  other- 
wise competent  authority  ?  The  town  of  Derby  affords  an 

example  that  they  could  not.  In  that  town,  although  as  an  intel- 
ligent and  highly  respectable  inhabitant  states  to  me,  all  agree  in 
the  great  want  of  drainage,  yet  the  only  work  at  present  decided 
upon  is  a  part  of  what  I  recommended,  and  which  part,  when 
carried  out  by  itself,  will,  perhaps,  do  as  much  harm  as  good,  (as 
I  have  stated  in  my  report  to  them),  tending  to  lessen  the  height 
of  the  flood-water  in  one  part  of  the  town,  and  to  raise  the  height 
thereof  in  another  part ;  the  additional  outlet  required  and  sug- 
gested not  being  noticed  in  the  works  at  present  proposed  to  be 
done.  The  only  objection  I  heard  to  the  whole  plan  was  the 
amount  of  immediate  expenditure.  An  influential  member  of  the 
local  commission  states  in  a  letter  to  me,  "  Every  one  admits  the 
efficiency  of  your  plan,  even  the  opposers  of  its  adoption."  The 
letters  from  the  town  to  me  state,  that  divided  as  the  existing 
authorities  are  in  parties  who  distrust  and  obstruct  each  other,  it 
is  impossible  for  them  in  their  present  condition  to  carry  out  any 
large  measure,  although  so  greatly  needed,  some  of  the  most 
intelligent  inhabitants  have  urged  the  necessity  of  a  distinct  local 
body,  specially  constituted  for  the  care  of  the  drainage  and  sewage, 
vol.  11.  N 
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Mr. uoe.c.E.  anc|  for  sanatory  improvements  "independently,"  as  one  letter 
states  to  me,  "of  all  other  objects."  In  this  view  I  entirely  agree. 
The  application  of  the  sewage  of  that  town  to  agriculture  would 
require  an  extension  of  jurisdiction  beyond  their  present  boundaries. 
I  am  fully  convinced  that  no  efficient  relief  can  be  given  to  any 
districts  of  the  towns,  especially  the  poorer  districts,  without  the 
exercise  of  a  powerful  discretionary  authority,  competent  to  give 
instruct  ions,  as  well  as  to  compel  the  adoption  of  proper  measures. 

Since  you  were  last  examined,  have  you  made  any  further  expe- 
riments in  flushing  with  a  view  to  carrying  off  the  contents  of  your 
sewers  through  the  adjoining  districts,  on  which  you  are  dependent 

for  an  outlet  ?  Since  that  time  I  have  had  an  opportunity  of 

trying  experiments  on  a  more  extended  scale  than  before.  The 
particulars  and  results  are  embodied  in  the  accompanying  report 
lately  made  to  the  Commissioners  of  the  Holborn  and  Finsbury 
Divisions : — 

'•The  surveyor  respectfully  begs  to  lay  before  the  Commissioners  the  result 
of  the  inquiry  '  as  to  whether  the  Hushing  of  the  Finsbury  sewers  through 
the  Tower  Hamlets  sewers  would  cause  a  deposit  from  the  former  to  lodge  in 

the  latter.'  . 

"The  inquiry  arose  in  the  following  manner,  viz.:— Your  Commission 
some  years  back  constructed  a  new  sewer  in  Goldsmith's-row,  Shoreditch. 
Prior  to  lettino-  the  contract  you  directed  me  to  apply  to  Mr.  Beek,  the  sur- 
veyor of  the  Tower  Hamlets,  to  learn  at  what  depth  a  proposed  outlet  sewer 
by  that  Commission  would  be  brought  up  Warner-place  to  the  junction  of 
the  two  Commissions ;  the  reply  stated  a  depth  of  14  feet  6  inches;  and 
your  sewer  in  Goldsmith's-row  was  put  in  accordingly.    As,  however  the 
then  existing  outlet  (an  open  sewer)  was  several  feet  above  the  level  ot  the 
sewer  put  in  Goldsmith's-row,  and  as  the  outlet  in  Warner-place  was  not 
built  for  several  years,  an  accumulation  of  foul  deposit  obtained  in  Gold- 
smith's-row sewer,  which  it  was  considered  necessary  to  remove  when  the 
new  outlet  was  brought  up;  an  order  was  therefore  given  that  men  should 
flush  the  same  away.    Before  the  flushing  began,  the  Commissioners  ot 
the  Tower  Hamlets  wrote  to  your  Board,  requesting  to  be  informed  when 
the  flushing  would  take  place,  and  Mr.  Unwin,  their  clerk  told  me  that  the 
request  was  made  with  a  view  'to  ascertain  what  deposit  from  your  sewers 
might  be  washed  into  and  lodge  in  the  Tower  Hamlets  sewer  Openings 
were  made  to  ascertain  the  depth  of  the  existing  deposits  m  both  lines  of 
sewer,  and  three  men  were  then  set  to  flush  out  the  Goldsmi  h  s-row  sewer 
with  wood  dams,  &c,  which  they  accomplished  in  three  and  a  halfdftys, 
1he  quantity  of  deposit  in  which  sewer  measured  55  cube  yar4s,anj  a Hie 
former  cost  of  such  work  would  amount  to  18/.  1 5s  lOrf.    When  the  sewei 
had  been  washed  out,  and  a  number  of  flushes  of  water  sent  through  the 
Tower  Hamlets  sewer  to  insure  the  passage  of  the  deposit,  I  mote  to  Mr. 
Beek  to  inform  him,  and  to  say  that  on  the  Tuesday  tollo^ng  t^ 
intended  to  try  what  effect  a  flush  of  water  from  the  Fmsbury  sewei  would 
have  upon  the  Tower  Hamlets  sewer  on  the  east  side  of  the  Regent  s  Canal 
culvert  at  Rhodeswell  Common,  a  distance  of  two  miles  and  three  furlongs 
from  the  Finsbury  flushing  gate.    The  means  used,  and  the  results  were  as 
follows  viz.:  several  square  boxes  (which  we  have  before  used  in  experi- 
ments of  this  nature),  each  holding  one  cube  foot  of  water,  were  taken  on 
£fc  occasion.    Some  of  these  were  filled  from  the  common  run  of  water  at 
ho  h  ends  before  the  flush  was  let  off,  others  were  filled  with  the  water  after 
the  flush  had  reached  the  lower  end.    After  allowing  the  turbid  water  to 
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clear  itself  by  precipitation,  I  ascertained  the  relative  amount  of  the  pre-  Mr.  lloe.CE 
cipitate ;  the  following  are  the  results  and  particulars  : — 

"  Distance  of  sewer  at  Rhodeswell  Common  from  the  Finsbury  flushing 
wate  in  the  Hackney-road,  2  miles  and  3  furlongs. 

"  Height  of  flushing  gate,  4  feet. 

"  Quantity  of  water  headed  up  for  one  flush,  26,605  cube  feet. 

"  Time  required  for  head  to  rise  varies  from  6  to  24  hours. 

"  Proportion  of  decomposed  animal  and  vegetable  matter,  and  detritus 

from  streets  and  roads  held  in  mechanical  suspension :  — 
"  1st.  In  the  water  used  for  the  flush  .  .  .  .  1  in  810 
"  2nd.  In  the  common  run  of  water  at  Rhodeswell 

Common  before  the  flush  was  let  off  .  .  .  1  in  540 
"  3rd.  The  proportion  of  matter  in  the  water  when 
the  flush  was  at  the  highest  at  Rhodeswell 
Common  carried  away  by  the  united  action  of 
the  weight,  velocity,  and  volume  of  the  flush- 
water  added  to  the  common  run  of  water  .  .  1  iu  80. 
"  The  sectional  area  occupied  by  the  common  run 

of  water  at  Rhodeswell  Common  was   .    .    .    3  ft.  l£  inches. 
"  The  sectional  area  occupied  by  the  united  waters 
of  the  flush  and  common  run  at  the  same  point, 

was   5  ft.  1  inch. 

"  The  velocity  of  the  current  of  the  common  run 
of  water  at  Rhodeswell  Common  before  the 

Hush  9  5 J  ft.  in  1  min. 

"  The  velocity  of  the  current  when  the  flush  was 

passing  Rhodeswell  Common  114  ft.  in  1  min. 

"  The  effect  of  the  flush  began  to  be  felt  at  Rhodeswell  Common  in 
1  hour  after  the  head  was  let  off  in  the  Hackney-road,  showing  a  velocity 
of  209  feet  in  1  minute  in  the  covered  sewer.  For  42  minutes  the  height  of 
water  from  the  flush  gradually  increased  until  it  reached  the  highest  point, 
and  it  continued  at  that  point  for  13  minutes,  when  it  gradually  decreased, 
and  in  3  hours'  time  from  the  effect  being  first  felt  the  flush  ceased  to  ope- 
rate at  Rhodeswell  Common. 

"  After  deducting  the  amount  of  matter  held  in  mechanical  suspension  by 
the  Hush  of  water  before  let  off,  and  that  in  the  common  run  of-  water  at 
Rhodeswell  Common  before  the  flush  reached  it,  there  remains  the  quantity 
of  21  cube  yards  of  matter  passed  from  the  Tower  Hamlets  sewers  by  the 
Use  of  this  one  flush. 

"  One  of  your  honourable  Board  then  suggested  that  experiments  should 
be  made  with  bricks  to  see  what  distance  the  flush-water  would  affect  them. 
This  was  afcordingly  done,  first  with  brickbats  and  then  with  bricks.  After 
the  first  Hush  had  passed,  the  bat  nearest  the  gate  was  found  to  have  gone 
261  feet,  and  the  furthest  529  feet.  By  the  second  flush  the  foremost  had 
reached  1170  feet  from  the  gate,  and  the  hindermost,  with  one  exception, 
670  feet.  After  the  third  flush  the  whole  were  found  to  have  passed  a  dis- 
tance of  1300  feet  from  the  gate.  With  the  whole  bricks  we  had  time  only 
f»r  two  flushes.  After  the  first  flush  the  nearest  brick  was  248  feet  from 
the  gate,  and  the  furthest  was  760  feet  distance.  The  second  flush  moved 
the  whole  of  the  bricks,  the  foremost  160  feet  further,  and  the  hindermost 
40  feet. 

"  The  lime  was  now  come  when  the  holes  were  to  be  opened  for  taking 
the  depths  of  the  deposit  again  ;  the  result  of  which  shows  that  Hushing 
horn  the  Finsbury  sewers  through  the  Tower  Hamlets  sewers  does  not 
increase  the  amount  of  deposit  in  the  latter,  but  the  contrary  ;  and  the  result 
ol  the  particulars  taken  at  Rhodeswell  Common  evidence  the  fact,  that  the 
extraordinary  head  of  flush-water  of  the  Finsbury  sewer  in  Hackney-road  is 
beneficially  felt  through  the  whole  of  the  2  miles  and  A  furlongs  of  the 
•lower  Hamlets  sewer,  and  doubtless  thence  to  the  river  Thames." 

N  2 
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I  should  state  that  I  propose  to  continue  these  experiments,  if 
I  can  obtain  the  concurrence  of  the  Commissioners  for  the  Tower 
Hamlets,  to  whose  surveyor,  Mr.  Beek,  an  application  has  been 
made  for  that  purpose. 


T.  L.  Donaldson,  THOMAS  LEVERTON  DONALDSON,  Esq.,  examined. 

Esq. 

You  are  chairman  of  the  Westminster  Commission  of  Sewers  ? 
— — I  am. 

How  long  have  you  held  that  office  ?  About  eight  years. 

I  have  been  a  Commissioner  twenty-seven  years. 

Over  what  district  does  your  commission  extend  ?  It  extends 

from  Temple  Bar  to  Fulham,  and  from  the  river  Thames  to 
Hampstead,  including  part  of  Hampstead. 

Have  the  goodness  to  state  what  parishes  it  includes?  Mary- 

lebone,  Paddington,  Kensington,  Chelsea,  and  a  small  part  of  Ful- 
ham,  part  of  St.  Pancras,  Bloomsbury,  and  St.  Giles's,  and  all  the 
parishes  of  the  city  of  Westminster,  including  St.  George's  Han- 
over-square, and  St.  James's;  in  all  20  parishes,  containing  60,000 
assessable  premises.  It  was  first  limited  to  the  city  of  Westmin- 
ster, and  then  part  of  the  county  of  Middlesex  was  added  to  it. 
They  are  called  the  Commissions  of  Sewers  for  Westminster  and 
part  of  the  County  of  Middlesex. 

Has  the  extent  of  the  jurisdiction  of  the  Commission  been  the 

same  ever  since  you  have  been  connected  with  it?  It  has. 

Does  it  include  the  parish  of  Hampton?  No;  the  general 

Commission  goes  up  to  Teddington,  but  the  active  jurisdiction  of 
the  Commission  is  confined  as  I  have  stated.  We  have  never  ex- 
tended the  jurisdiction  to  Hampton.  A  series  of  plans  has,  how- 
ever, been  laid  down  of  the  whole  of  the  north  bank  of  the  Thames, 
from  the  Temple  to  Hampton,  which  shows  the  Trinity  datum, 
and  the  highest  and  lowest  tide-level,  and  many  minute  particulars, 
up  to  the  Fulham  town-meadows. 

Why  do  you  limit  your  operations  to  Fulham  ?  There  is  a 

special  Act  as  to  part  of  Fulham,  enabling  us  to  levy  rates  for 
works  on  sewers  communicating  with  the  Thames  beyond  the  two 
miles'  limit. 

What  is  the  date  of  the  Act  of  Parliament  limiting  the  extent 

of  your  jurisdiction?  Under  the  Act.  of  Henry  VIII.,  the 

Crown  issues  a  Commission,,  including  a  larger  sphere  of  duty ; 
but  we  have  confined  it  to  the  limits  I  have  just  mentioned.  The 
Commissioners  used  to  rate  much  farther  ;  but  in  1769,  an  action 
was  brought  to  try  their  right,  and  a  point  of  law  being  reserved, 
the  judges  unanimously  decided,  in  1770,  that  their  jurisdiction 
did  not  extend  beyond  two  miles  from  the  City  of  London  over 
sewers  in  which  there  is  neither  flow  of  tide  nor  passage  of  boats. 
The  Court  decided  to  apply  to  Parliament  for  additional  powers 
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and  jurisdiction,  and  appointed  a  special  committee  for  the  pur-  T> L-  ^s°°aUUon' 
pose  of  drawing  a  bill ;  but  great  opposition  having  been  raised, 
the  committee  was  dissolved. 

What  number  of  Commissioners  generally  attend  the  meetings  ? 

 About  30  from  first  to  last.    They  come  in  ;  some  stay  an 

hour  or  two,  and  some  stay  during  the  whole  proceedings. 

How  often  do  the  Commissioners  hold  their  meetings  ?  The 

appointed  meetings  of  the  Court  are  twice  in  the  month.  There 
are  besides  four  views  by  the  Commissioners,  and  other  occasional 
meetings  by  adjournment,  to  get  through  any  arrears  of  busi- 
ness. 

Do  the  same  persons  generally  come  ?  The  same  Commis- 
sioners generally  attend ;  and  occasionally  some  come  in  who  have 
not  attended  for  some  time. 

Are  all  questions  relative  to  the  construction  of  the  sewers 
decided  at  those  meetings  ?  Yes  ;  by  the  Commissioners  pre- 
sent. They  have  the  report  of  our  surveyors  on  any  point,  and 
then  they  discuss  that  report. 

The  Commission  is  nominated  by  the  Crown?  Yes. 

How  are  the  vacancies  filled  up?  By  the  Lord  Chancellor 

putting  in  the  names. 

Gentlemen  are  recommended  probably  ?  The  last  time  the 

Commission  was  renewed,  on  the  accession  of  the  Queen,  the 
Lord  Chancellor  himself  filled  up  the  vacancies. 

What  is  the  usual  course?  Formerly  the  number  who  died 

off  were  allowed  to  be  named  by  the  Commissioners,  and  they  sub- 
mitted the  names  to  the  Lord  Chancellor ;  he  then  added  such 
other  names  as  he  thought  fit ;  or,  if  he  chose,  he  struck  out  some 
of  the  names. 

The  general  course  was  to  add  those  whom  the  Commissioners 

had  recommended  ?  Yes ;  but  that  has  not  been  the  case  for 

many  years. 

How  long  is  it  since  that  has  been  altered?  1  dare  say  a 

dozen  or  fifteen  years. 

You  have  had  27  years'  experience  of  the  district  ?  Yes. 

On  what  scale  is  the  collective  plan  ?  The  engraved  plan  is 

eight  inches  to  the  mile,  and  the  larger  district  plans  20  to  25 
inches  to  the  mile. 

Are  your  levels  marked  upon  those  plans  referable  to  any 

datum  level  ?  We  take  the  Trinity  datum,  as  high  as  the  tide 

flows. 

Have  you  any  plans,  with  levels,  referable  to  that  to  show  the 

depth  of  the  sewers  ?  Yes ;   we  have  a  book,  and  several 

volumes  of  plans,  showing  the  depth  of  the  sewers  in  different 
streets. 

It  is  not  on  the  plan  itself?  It  is  on  the  sections.    We  have  a 

vast  number  of  plans  and  sections,  showing  the  depth  at  which  the 
sewers  have  been  worked. 
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T-  L-  Donaldson,     Always  referable  to  the  datum?  No,  not  always,  for  the 

Trinity  mark  loses  itself  in  the  rising  ground. 

Is  it  referable  to  the  Trinity  datum  on  the  ground  rising  above 

it  ?  As  far  as  it  is  applicable  it  is  on  the  Trinity  datum. 

Should  you  think  a  system  of  contour  lines  desirable  on  a 
map,  so  as  to  give  you  a  view  of  your  whole  district  as  to  levels, 

contour  lines  being  lines  of  equal  altitude  ?  We  have  not  got 

those. 

Would  you  consider  that  such  lines  would  be  useful  in  giving  a 
general  view  of  the  whole  district  ?  They  might  be  useful. 

What  are  the  falls  of  your  line  of  sewers?  The  main  sewers 

vary. 

What  would  you  consider  a  good  fall  ? — ■ — I  think  5  inches  in 
100  feet  would  be  a  good  fall. 

In  what  manner  do  you  bring  your  sewers  into  contact  with  the 
main  sewers  ?  Either  by  cants  or  by  circles. 

Is  there  any  general  system  followed  in  carrying  your  sewers 
through  a  district?  Yes. 

Are  they  all  referable  to  some  previously  digested  plan,  or 
merely  as  the  occasion  may  arise  1  A  great  deal  of  our  sewer- 
age is  old,  and  therefore  we  are  obliged  to  provide  for  the  exigen- 
cies of  any  particular  part  according  to  the  existing  sewerage, 
which  we  have  endeavoured  within  the  last  40  or  50  years  to 
improve  by  deepening  and  altering  the  lines. 

Is  that  always  with  reference  to  any  arranged  plan  for  the  whole 
district?  To  the  existing  capabilities  it  is  always. 

Those  capabilities  have  been  made  effective,  and  the  plans  laid 
down  with  reference  to  them  ?  Yes. 

Those  plans  are  carried  out  ?  Yes ;  but  circumstances  from 

time  to  time  arise,  materially  to  influence  the  capabilities  of  the 
district ;  for  instance,  the  removal  of  London  Bridge  has  had  the 
most  beneficial  influence  upon  the  drainage  of  the  Westminster 
Commission ;  the  greater  depth  to  which  the  tide  falls  is  a  very 
important  circumstance,  and  has  enabled  us  to  lower  the  sewers 
in  many  parts,  which  previously  we  could  not  effect. 

What  are  the  sections  of  the  sewers  which  you  have  adopted  ? 
 Upright  sides,  a  semicircular  arch,  and  a  curved  invert. 

What  thickness  of  walls  do  you  employ?  14  inches  the 

upright  walls,  and  9  inches  the  rest. 

What  mode  do  you  adopt  for  cleaning  your  sewers  ?  Where 

the  matter  has  become  stagnant,  it  is  raised  to  the  surface  of  the 
ground,  and  carried  away  by  carts ;  but  that  arises  for  the  most 
part  in  the  old  sewers  of  imperfect  construction,  where  they  are 
decayed,  or  the  bottom  has  formed  a  sort  of  hog's  back.  Where 
the  bottom  is  of  a  circular  form,  the  same  opening  and  cleansing  is 
not  required. 

Can  you  state  the  extent  of  sewers  now  cleansed  by  hand  ?  

I  cannot  at  the  present  moment. 
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What  does  the  cleansing  cost  per  annum?  About  1000Z.  t. fa  Donaidsoa, 

a"  Do  you  find  that  the  flat-bottomed  drains  require  cleansing  the 
rtjost  ?____Yes ;  and  those  which  have  an  imperfect  fall. 

What  is  the  amount  of  your  fall?  Sometimes  an  inch  or 

two  in  100  feet,  and  sometimes  less  ;  then  it  is  apt  to  clog  up  m  the 

b°Doyou  apprehend  that  a  flat-bottomed  drain  is  more  likely  to 

cloo-  up,  than  one  which  is  circular?  A  flat-bottomed  sewer  is 

almost  certain  to  clog  up.    We  have  not  built  any  for  50  years. 

Do  you  not  apprehend  that  a  simicircular  invert  is  much  better 
than  a  flat-bottomed  dram?  Decidedly. 

Do  you  think  a  semicircular  is  better  than  a  curved  invert  f  ■ 

No  ■  I  think  not.  The  object  is  to  drive  the  filthy  matter  from 
the  bottom,  and  you  do  that  just  as  much  by  a  segment  as  a  semi- 
circle, at  least  almost  to  the  same  extent.  There  is  this  practical 
inconvenience  in  a  semicircle,  that  in  the  examination  of  the  sewers 
the  men  working  in  them  are  impeded  in  their  operations. 

In  your  opinion  your  curve,  the  segmental  curve,  is  as  effectual 
as  a  semicircle  ?  All  things  considered,  I  think  for  practical  pur- 
poses it  is  much  the  best.  We  find  that  the  ordinary  current  of 
water  in  the  sewers  does  not  rise  above  the  inverts.  There  is  no 
solid  soil  of  human  excrement,  or  vegetable,  or  animal  matter,  for 
when  it  gets  to  the  water  it  is  converted  immediately  in  a  fluid 
state,  and  if  not  allowed  to  stagnate,— it  passes  down  with  the 
current. 

So  that  the  refuse  or  silt  cau  never  rise  above  the  invert?  It 

seldom  rises  above  the  invert,  there  is  such  a  body  of  water,  when 
the  water  is  on  for  the  supply  of  the  houses,  that  the  impetuosity 
of  the  current  is  very  great. 

That  does  not  apply  to  the  sweepings  in  the  streets?  No; 

those  are  very  heavy  and  very  difficult  to  get  away.  But  the 
Macadamized  streets  are  not  generally  adopted  in  London,  and  we 
find  in  most  instances  that  the  showers  will  cleanse  our  sewers  to 
a  great  extent,  and  carry  the  whole  down  to  the  river. 

You  consider  that  a  great  body  of  water  driven  suddenly  through 
your  sewers  would  clear  them  out?  Yes. 

That  being  the  principle  of  what  is  called  flushing,  do  you  not 

conceive  that  would  be  necessarily  productive  of  good  effects  ?  

My  opinion  is,  that  the  sewers  ought  to  be  so  constructed  as  to 
require  no  artificial  relief  of  that  sort. 

Wherein  does  the  effect  of  flushing  by  a  storm  differ  from  arti- 
ficial means?— By  storms,  the  whole  length  of  not  only  the 
main  or  conduit  sewers,  but  also  the  minor  sewers  and  drains,  is 
cleared  from  all  obstructions,  and  that  enables  all  deposits  to  puss 
rapidly  oft'. 

You  introduce  a  great  volume  of  water,  and  discharge  it  suddenly  ? 
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'•OonaMson,  A  great  body  of  water  often  fills  three-fourths  of  the  sewer, 

and  goes  right  down  to  the  river ;  but  in  the  flushing  system  I 
apprehend  you  only  carry  down  the  contents  of  the  sewers  with 
the  water  a  certain  distance,  and  that  effort  must  he  renewed  from 
time  to  time  at  various  points,  and  you  have  again  and  again  to 
overcome  the  vis  inertia?  of  heavy  matter. 

Is  not  the  principle  the  same  ;  a  volume  of  water  introduced, 
discharged  suddenly,  and  made  to  act  upon  the  sewer ;  the  same 

in  the  case  of  a  storm  as  in  the  case  of  any  artificial  means  ?  j 

No;  for  the  operation  of  the  storm  is  the  same  from  the  beginning 
to  the  end,  generally  spreading  over  a  large  extent  of  surface; 
whereas  flushing  is  only  partial,  and  at  stated  intervals,  merely 
shifting  from  place  to  place,  without  carrying  the  soil  from  the 
sewers  into  the  river  by  one  operation. 

Would  not  it  depend  on  the  volume  of  water  introduced  at  a 
time.    If  the  volume  of  water  was  large,  would  it  not  produce  the 

same  effect  as  the  same  quantity  introduced  in  any  other  way?  

I  think  that  stopping  the  efflux  of  the  water  for  a  time  is  a  great 
obstruction  to  it. 

Admitting  the  flushing  system  to  extend  according  to  the  volume 

introduced,  is  not  the  principle  the  same  ?  The  principle  is  the 

same,  except  that  an  obstruction  arises  at  intervals. 

If  by  any  means,  without  reference  to  any  particular  apparatus, 
large  quantities  of  water  could  be  introduced,  would  not  they  re- 
move obstructions  arising  from  the  matter  in  the  drain?  

Doubtless  they  would,  for  we  find  that  the  showers  cleanse  our 
sewers  to  that  extent;  but  I  would  not  have  any  flushing  apparatus 
— I  consider  it  unnecessary. 

Would  it  not  be  to  a  greater  degree  than  by  the  slow  percola- 
tion of  water  ?  It  might  have  a  greater  effect. 

How  would  you  make  the  sewer  most  efficient  by  your  system  ? 
By  making  a  curved  invert  and  a  sufficient  fall. 

What  do  you  consider  a  sufficient  fall  for  a  sewer  to  deliver 
itself?  1  think  5  inches  in  100  feet  will  relieve  the  main  lines. 

In  many  instances  you  might  not  be  able  to  get  that  fall?  1 

think  if  our  levels  are  well  formed  we  may  always  get  that. 

Do  you  in  the  main  or  the  collateral  sewers? — — Not  in  the 
collateral  sewers;  our  main  lines  we  carry  up  at  the  greatest 
depths;  we  may  be  20  feet  below  the  surface  of  the  ground.  In 
the  collateral  sewers  the  same  depth  may  not  be  required  for  the 
drainage  of  the  houses,  and  we  may  therefore  allow  a  much  more 
rapid  fall  in  those  parts  where  it  is  generally  the  most  requisite. 
V.      Would  it  not  be  as  a  general  priuciple  desirable  to  introduce  a 

-*lume  of  water  where  the  falls  are  inconsiderable?  Certainly, 

^nas  not  enough  fall  to  carry  off  the  matter,  it  is  desirable, 
^^plume  of  water  is  introduced  suddenly,  is  not  more 

'  *han  could  be  done  by  a  continuous  current  ?  « 

jlS  by  a  large  continuous  body. 
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A  storm  of  rain  does  not  supply  a  continuous  body  ?  A  T- L-  Donaldson, 

storm  of  rain  extends  over  the  whole  surface  where  it  falls,  and  is 
continuous  from  being  carried  through  every  description  of  channel, 
pipes,  gullies,  drains,  and  sewers,  from  its  very  commencement  down 
to  the  river. 

The  question  refers  to  an  apparatus  or  contrivance  to  carry  out 
that  principle  ?  1  am  not  speaking  of  the  apparatus.  I  appre- 
hend, with  a  flushing  apparatus  of  the  best,  construction,  its  opera- 
tion will  only  go  to  a  certain  extent,  about  1000  feet. 

The  question  assumes,  that  you  want  to  remove  something  in 
the  sewer  which  cannot,  be  accomplished  by  any  other  means  except 

that  of  taking  it  out  by  hand  ?  1  cannot  speak  as  to  any  other 

i  mode  of  doing  that. 

Would  you  not  consider  that  some  arrangement,  by  which  a 
volume  of  water  could  be  introduced  into  the  sewers,  and  that 
effect  produced,  must  be  cheaper  than  taking  it  out  by  the  present 
■  mode  by  hand,  independent  of  the  disturbance  of  the  surface  of  the 

-  street?  1  do  not  know  that  it  would  be  cheaper,  for  I  consider 

I  that  the  body  of  water  required  would  be  attended  with  a  very 
c  great  expense,  and  when  most  required,  as  in  the  summer,  would 
:  not  be  procurable. 

Have  you  frequently  complaints  with   regard  to  the  ema- 
nations arising  from  the  sewers?  We  have  complaints  occa- 
sionally. 

From  the  sewers  with  the  inverts  at  the  bottom,  and  also  the  old 
sewers  ?  Yes. 

Do  not  those  offensive  exhalations  indicate  that  there  are  putrid 

a  accumulations  in  the  sewers  ?  No ;  it  is  found  frequently,  where 

the  exhalations  are  complained  of,  that  they  arise  from  the  drains 
of  houses. 

Have  you  gully-holes  in  your  sewers  ?  Yes. 

Are  not  the  exhalations  from  those  offensive  ?  They  are 

-  sometimes. 

They  are  from  the  main  sewers  ?  Yes. 

All  those  emanations  must  indicate  that  there  is  putrid  matter 

in  these  sewers  ?  Yes,  frequently  3  but  there  are  other  sources 

of  objectionable  smell  which  are  not  putrescent. 

Then  the  present  mode  does  not  relieve  you  altogether  from 
those  exhalations?  No,  nor  will  any  system. 

Would  any  mode  which  would  prevent  that  be  an  improvement 

on  our  method  ?  1  cannot  say  that,  for  I  do  not  think  trapping, 

lor  instance,  would  be  a  good  mode. 

The  question  refers  to  the  removal  of  the  source  of  the  emana- 
tions? Any  system  that  would  improve  the  sewer  is  of  course 

desirable. 

You  had  been  a  Commissioner  for  a  good  many  years  before  you 

were  Chairman?  Yes. 

Do  you  consider  that  one  of  the  objects  of  the  Commission  of 
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T. l. Donaldson,  Sewers  is  that  of  providing  for  the  health  of  the  district?— — 
Es<1'       Decidedly  that  is  one  of  our  main  objects,  but  the  general  law 
of  sewers  does  not  contemplate   that,  nor  give  us  powers  to 
effect  it. 

Do  you  know  anything  of  a  Report  in  1832  made  to  the  Local 
Board  of  Health  of  the  united  parishes  of  St.  Margaret  and  St. 
John  the  Evangelist,  Westminster,  at  the  time  the  cholera  was 
raging?     It  states,  "  That  by  far  the  greater  portion  of  these 
parishes  is  either  without  any  common  sewers  at  all,  or  that, 
where  they  exist,  they  are,  from  dilapidation  or  other  causes, 
wholly  inefficient  to  the  extent ;  that  '  it  is  dreaded  some  serious 
evils  will  arise :'  the  reports  set  forth  that  all  the  endeavours  of  the 
inhabitants  to  keep  their  vicinity  clean  and  wholesome  are  frustrated 
for  want  of  drainage,  there  being  no  common  sewers,  and  this  not 
rarely  in  crowded  neighbourhoods,  and  public  streets  respectably 
peopled.   As  examples  in  proof,  we  may  instance  Strutton-ground, 
the  line  of  way  from  the  centre  of  Lower  Westminster  to  Vauxhall, 
some  small  part  of  which,  indeed,  a  sewer  is  said  to  traverse,  its 
channel  lying  so  far  above  the  level  of  the  floors  of  the  basement 
stories  of  the  houses,  that  they  are  constantly  occupied  by  standing 
water,  holding  in  solution  the  most  disgusting  and  hurtful  impuri- 
ties, of  which  the  greater  part  is  without  a  common  sewer.  The 
following  is  the  judgment  of  the  visiting  committee  : — '  In  Strutton- 
ground  we  found  the  cellars  deeply  covered  with  offensive  matter 
issuing  from  the  neighbouring  soil,  and  there  are  no  means  of  re- 
moving  it  except  by  pumping  during  the  night,  which  the  magis-  f 
trates  have  forbidden;  we  are  of  opinion  that  if  some  decided 
measures  be  not  taken  to  remove  the  nuisance  in  this  street,  that  a  ^ 
contagious  fever  of  no  ordinary  malignity  is  likely  to  be  produced.' 
In  York-street  and  a  part  of  James-street,  through  which  the 
direct  way  from  Westminster  Abbey  to  Buckingham  Palace  lies, 
there  is  no  common  sewer,  the  privies  are  therefore  disgorged  info 
cesspools,  which  receive  also  the  refuse  water  of  the  houses,  and  the 
mixture  is  therefore  pumped  or  carried  into  the  street.    Occa-  j 
sionally  this  refuse  water  collects  for  a  length  of  time  in  small  i 
drains  or  wells  which  also  communicate  more  or  less  with  the  ces 
pools,  becoming  very  offensive  and  the  subject  of  general  com-  : 
plaint.    In  lower  neighbourhoods,  where  the  inhabitants  happen 
to  be  of  a  class  that  cannot  meet  the  expense  of  carting  away  the 
accumulations  in  these  cesspools,  having  either  none  or  no  effective 
drainage  or  sewerage,  they  empty  the  overplus  of  whatever  may 
happen  to  consist  in  the  street  gutters  at  night,  whence,  as  m  \  ork- 
street,  it  runs  to  the  nearest  grating,  out  of  which  is  emitted  an 
effluvia  as  powerful  as  it  is  disgusting  and  dangerous.  In  Roches- 
ter-row and  the  streets,  &c,  on  the  south  or  south-western  side  of 
Vauxhall-road,  the  stagnant  ditches  appear  to  be  the  universal  re- 
ceptacles, and  from  these  unfavourable  states  of  atmosphere  there 
can  be  little  doubt  but  that  miasma  of  the  most  deleterious  nature 
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-issues ;  from  the  same  cause,  the  total  want  of  drainage,  the  fluids  t.  l.  Donaldson, 
which  soak  out  of  and  through  large  dung-heaps  where  horses  and  Esq* 
cows  are  kept,  the  site  of  which  happens  to  be  low,  either  stagnate 
on  the  surrounding  surface  or  are  carried  out  into  soils  to  be  added 
to  the  other  noisome  contents  of  the  open  street  gutters ;  unmixed 
soil,  in  fact,  has  been  observed  stagnating  in  ruinous  and  badly- 
constructed  drains,  open  for  many  feet  together,  to  be  at  length 
absorbed  by  the  surrounding  earth,  or  to  find  its  way  into  the 
deepest  cf  the  adjacent  cellars.  Such  is  affirmed  by  its  occupants 
to  be  the  case  round  two  sides  of  the  house  No.  1,  "Vauxhall 
Briclge-road,  who  also  complains  of  having,  with  the  rest  of  the 
neighbours,  for  six  years  paid  sewer-rates  without  having  ever 
received  any  benefit."  Then  they  go  on  to  state  other  evils  of  the 
same  nature  with  respect  to  a  cow-house  situated  in  Buckingham- 
yard.    Is  this  a  representation  of  the  case  at  present,  or  have  any 

Efforts  been  made  to  remedy  those  evils  ?  Many  of  those  evils 

yh&ve  been  remedied  by  the  building  of  sewers  since  that  period  ; 
others  we  are  unable  to  repair.  Had  we  the  proper  powers  they 
would  be  remedied.  W e  are  very  anxious  to  have  powers  to  enable 
.-as  to  meet  such  exigencies. 

The  Report  on  Metropolitan  Improvements  was  in  1838 :  what 

ias  been  done  with  respect  to  those  districts  since  that  time  ?  . 

^A.  great  deal  of  sewage  has  been  done  by  private  individuals ;  and 
tthe  Court  has  done  much,  of  which  the  various  occupants  of  houses 
aave  been  enabled  to  avail  themselves.    We  are  unable  to  build 
sewers  in  new  lines.    We  cannot  do  that,  unless  we  can  call  it  a 
diversion  of  an  old  sewer. 

You  conceive  you  have  not  power  to  build  a  new  sewer,  how- 
ever conducive  to  the  state  of  the  health  of  the  district?  We 

conceive  that  we  have  not;  but  we  have  an  idea  of  doing  a  great 
I  deal  in  Westminster,  which  has  been  hitherto  stopped  in  conse- 
quence of  our  not  knowing  the  nature  of  the  extensive  alterations 
which  are  to  lake  place  in  that  part. 
You  consider  that  you  have  not  power  to  make  a  new  sewer, 

however  much  it  may  be  called  for  ?-  Not  in  a  new  line,  unless 

under  the  circumstances  above  mentioned. 

Have  you  power  to  compel  the  inhabitants  to  communicate  with 

a  sewer  if  it  is  made?  No. 

You  have  not,  then,  the  principal  powers  necessary  to  obtain 

'  the  benefit  of  a  sewer  to  a  neighbourhood  ?  Not  in  many 

instances. 

Are  not  those  two  the  most  important  powers  for  that  purpose  ? 
-They  are  certainly  two  important  powers. 

■Do  you  know  the  district  of  Orchard-street  and  St.  Ann- street ; 
anct  are  you  cognizant  of  the  condition  of  the  sewers  in  that  neigh- 
bourhood? There  is  a  sewer  along  Orchard-street,  500  feet  of 

which  was  rebuilt  in  1832;  and  another  500  feet  in  New  Tothill- 
street  and  New-way,  running  out  of  Orchard-street,  in  the  same 
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T.  l.  Donaldson,  year :  300  feet  of  sewer  were  also  built  in  St.  Ann-street  about! 
Esc1,       the  same  time,  as  a  diversion  of  the  old  sewerage,  which  passed  L 
under  houses. 

Is  there  any  sewer  in  the  neighbourhood  of  the  courts  in  the 

district   round    Orchard- street?  No    regular    and  efficient 

sewerage. 

Tot  hill-street  is  also  in  a  very  indifferent  state,  is  it  not  ?  There 

is  a  sewer,  though  an  old  one,  the  whole  length  of  Tothill- street  J 
We  are  contemplating  doing  a  great  deal  there,  but  cannot  proceed 
till  we  are  aware  of  the  plans  for  the  improvements  about  to  take 
place. 

Are  there  any  new  sewers  made  in  that  district?  1  know, 

that  there  have  been  new  sewers  made  there,  but  I  cannot  point 
them  out.  Upon  the  Report  being  made  in  1832,  the  Court 
thought  themselves  justified  in  exceeding  the  powers  of  the  law! 
and  they  built  a  long  line  of  sewer  in  some  parts  of  that  district: 
1000  feet  were  rebuilt  along  Dean-street  and  Great  Smith-street 
at  that  time,  besides  the  sewers  in  Orchard-street  and  the  neigh-; 
bourhood  ;  and  between  1824  and  1827  the  outfall  sewer  in  Wood-) 
street  and  Little  Peter-street  was  deepened  and  enlarged  ford 
length  of  1200  feet,  and  400  feet  diverted  along  Little  College4 
street  and  Millbank-street. 

Is  there  any  sewer  in  New  Pye-street?  There  is  no  regulan 

sewer  along  the  street,  but  the  houses  are  drained  into  an  old 
sewer,  which  crosses  the  street.  I 

Perkins-street,  or  Rents,  and  Old  Pye-street,  in  which  the! 

paving  and  cleansing  are  in  a  most  miserable  condition?  B 

have  been  through  that  district  lately,  but  whether  I  went  through 
those  precise  streets  I  cannot  tell.  About  1000  feet  of  sewer  werd 
built  along  Old  Pye-street,  including  the  300  feet  built  in  StJ 
Ann-street  in  the  year  1832,  and  about  100  feet  in  continuatiot 
thereof  to  the  centre  of  Strutton-ground,  were  built  in  1838;  anc 
in  1840  about  2300  feet  of  sewer  was  deepened  and  enlarged,  as 
an  outfall  sewer,  in  the  Horseferry-road,  and  several  hundred  feet' 
of  collateral  sewers  were  built. 

It  has  been  the  object  of  the  Commission  to  carry  out  such  a 
system  of  sewers  as  shall  relieve  the  district  ?  Certainly. 

Is  not  this  district,  and  has  it  not  for  a  long  time  been,  a  mosfe 
miserable  district?  Yes. 

Where  are  the  sewers  in  this  district  ?  1  must  refer  to  the 

surveyor  for  their  particular  situation. 

In  Brevvers'-row,  just  across  the  road,  the  sewer  is  stated  to  bej 

choked  completely  up  ?  1  think  there  must  be  some  mistake 

about  that. 

The  houses  are  below  the  level,  and  therefore  require  a  better 
drainage.    Do  you  know  Paradise-row?  1  do  not  know  its 

situation.  .    .     ,         ,  ,       ,    i  i 

"  Paradise-row  ;  filthy,  no  courts  in  it ;  houses  below  the  level; 


Applications  for  Additional  Powers. 


189 


npaved,  loaded  with  refuse  ;  no  sewer  carried  down  the  whole  of  T.  L,  DomiWson 
hat  populous  district ;"  and  yet  there  is  one  in  Artillery-row,  close  Es<i- 

3  it?  Yes,  there  is  one  in  Artillery-row. 

How  comes  this  not  to  be  remedied,  if  you  are  aware  of  it  ?  

because  we  have  no  power  to  build  a  sewer,  if  there  be  not  one 
lready. 

:  Have  you  applied  for  additional  powers?  Yes;  at  the  time 

f  the  Bill  before  Parliament,  two  years  ago,  the  want  of  powers 
;as  mentioned. 

'  Will  you  refer  to  any  memorial  the  Court  of  Sewers  in  West- 
minster have  made  for  new  powers?  It  is  in  evidence  before 

le  Committee  of  the  House  of  Commons  in  1834,  and  is  referred 

i>  in  that  Report;  and  about  two  or  three  years  ago  there  was  a 
memorial  presented  to  Lord  John  Russell  and  Lord  Normanby 

a  this  subject. 

The  people  have  been  suffering  for  many  years  in  consequence 
F  the  state  of  the  sewers,  and  the  Commissioners  wish  to  know 
Svhat  is  the  date  of  any  memorial  on  the  subject  by  the  Commis- 

roners?  The  date  does  not  occur  to  me;  I  will  furnish  it  to 

le  Commissioners. 

'  Were  there  ever  any  resolutions  passed  by  the  Commissioners, 
Mating  that  they  had  a  deficiency  of  the  powers  requisite  for  the 
[frrying  out  their  drainage  in  this  populous  district,  and  requesting 
Additional  powers?  1  stated  that  there  was  a  representation 

nder  the  resolution  of  the  Court,  and  that  the  chairman  presented. 

•  to  Lord  John  Russell  and  Lord  Normanby  on  the  subject  two 

•  three  years  ago. 

1  Have  the  goodness  to  supply  the  Commissioners  with  copies  of 
iy  resolutions  passed  by  your  Commissioners  respecting  your 
ant  of  powers,  and  any  memorial  founded  on  their  resolutions, 
any  such  exist  ?  Certainly. 

1  Have  the  goodness  to  state  what  are  the  powers  which  you  feel 

ie  Commission  is  in  need  of  to  give  that  efficiency  ?  They  are 

:ry  few,  and  were  embodied  in  that  document  which  was  presented 
I  Lord  Normanby,  and  a  copy  of  which  is  already  before  this 
■ommission. 

I  You  have  spoken  of  several  districts  that  are  in  a  bad  condition  : 
5  you  know  Frontage-row,  where  they  are  laying  new  sewers,  at 
ie  back  of  Lady  Dacre's  gardens,  in  which  the  filth  is  thrown  out 
to  a  heap,  with  a  puddle  running  in  front  of  the  houses,  sending 

™i  a  most  dreadful  stench?  That  part  of  Westminster  is 

!I7  deficient  in  sewage;  we  are  contemplating  a  good  deal, 
lt  have  been  impeded  of  late  years  by  the  proposed  alterations 
resefaSe         — W°  karc%  know  novv  to  carry  tnem  out  at 

Do  you  allude  to  the  line  of  street  which  has  been  contemplated 

eiween  Westminster  Abbey  and  Grosvenor-place  ?  Yes,  which 

ouw  remove  a  great  many  of  those  evils. 
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T. L. Donaldson,     You  would  wish  to  carry  your  main  sewer  down  that  street? 

Esq?  It  would  be  very  desirable. 

Do  you  mean  to  wait  till  that  street  is  made  before  you  make  a 
sewer?_ — No;  but  that  being  contemplated,  it  would  not  be 
desirable  to  make  a  sewer  in  that  line,  which  might  eventually  be 
useless.  We  have  received  information  from  the  Woods  and 
Forests  of  the  measures  taken  by  them.  In  the  neighbourhood  oi 
Buckingham  Palace  the  property  has  been  bought  up,  in  order  tc 
make  very  considerable  alterations. 

There  is  another  part,  called  Goodman-green,  in  which  there  arc 
no  drains  of  any  sort,  the  earth  heaped  up  above  the  level  of  the 
houses,  and  where  a  fever  prevails  constantly.  Do  you  know  Pro- 
vidence-row, which  is  a  very  filthy  row  ?  1  would  beg  to  suggest 

that  the  surveyor  would  give  much  more  accurate  information  upon 
these  points  than  I  can.    I  pretty  well  know  the  localities  of  the 
district,  but  Westminster  is  composed  of  so  many  small  streets  and 
obscure  alleys,  that  I  am  not  aware  of  each  particular  place. 
You  are  not  aware  of  the  places  referred  to  being  m  the  state 

described  ?  Not  as  the  names  are  given  me. 

There  is,  close  at  the  back  of  the  Great  Bridewell  of  West- 
minster,  a  very  populous  district,  and  which  appears  to  be  totally 
neglected.  Seeing  the  state  of  that,  aud  hearing  complaints,  the 
Commissioners  naturally  inquire  of  you,  as  chairman  of  the  Com-: 

missioners  of  Sewers,  what  is  about  to  be  done  there?  We  are 

buildincr  sewers,  and  have  lately  ordered  sewers  to  some  amount 
to  be  built  from  Buckingham  Palace  all  the  way  round  to  the 
present  sewers,  for  the  purpose  of  diverting  a  continuous  curreir 
from  the  King's  Scholars'  Pond  sewer. 

In  your  district  there  appears  to  have  been  no  new  sewer  mad 

within  a  very  long  period  ?  That  is  incorrect ;  but  the  surveyo 

can  o-ive  the  best  information  on  that  point. 

Do  you  know  Webber-street,  on  the  other  side  of  the  Bridewell 
,  No 

Do  you  know  a  large  open  sewer,  40  or  50  feet  in  length,  witl 

stagnant  water  in  it?  As  I  have,  said,  I  am  not  aware  ol  th. 

particular  localities.  I  know  the  general  bearing  of  the  place, 
clo  not  know  such  a  street  as  Webber-street ;  perhaps  VVillow-stree 
is  referred  to.  There  is  an  open  sewer  there,  respecting  wind. 
Uiere  has  been  a  long  question  before  the  Court.  Andrew  Mann: 
the  proprietor  of  the  land,  and  the  parish  could  not  agree  aboul 
the  open  ditch,  but  there  is  a  regular  sewer  in  the  street. 

In  passing  through  Mr-  Elliot's  brewery  you  enter  into  Castle: 
lane,  very  near  the  Palace,  which  has  several  side  courts,  wine 

appear  to  be  in  a  most  filthy  state,  and  without  drainage  I  

In  a  most  lamentable  stale  certainly.  We  have  no  power  to  gt 
there.  The  landlords  have  done  nothing  for  them,  and  we  hav 
no  power  to  compel  them. 

Is  the  Strand  in  your  district?  \ es,  all  of  it. 
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Are  you  aware  of  the  form  of  the  main  sewer  which  runs  down  t.  l  Donaldson, 

the  Strand  ?  Our  usual  form.  Es(i- 

"With  an  invert  at  the  bottom  ?  Yes. 

You  consider  that  that  form  is  capable  of  cleansing  itself?  

Yes. 

The  evidence  of  Mr.  Leonard,  surgeon,  medical  officer  of  St. 
Martin's  parish,  is  to  the  following  effect :— "  What  are  the  effects 

of  accumulation  of  refuse  in  the  sewers  of  your  district  ?  The 

effects  are  very  serious,  giving  rise  to  typhus,  and  a  typhoid  cha- 
racter to  other  diseases.  There  are  times  when  the  effluvia  rising 
through  the  gratings  in  the  streets  are  most  offensive,  not  only  to 
the  neighbours,  but  to  the  public  walking  the  streets.  This  is  most 
perceptible  after  a  shower  of  rain,  just  sufficient  to  damp  the  de- 
composing matter,  or  when  the  wind  blows  directly  from  the  river 
up  the  sewers.    I  know  several  silversmiths  and  dealers  in  plated 

(  goods  in  the  Strand  and  other  parts  of  my  district,  who  are  seriously 
affected  in  their  business  by  the  evolution  of  immense  quantities  of 
sulphuretted  hydrogen  gas,  which  completely  blackens  their  goods ; 
and  there  are  some  parts  of  my  district  in  which  fever  is  always 
more  or  less  present  from  this  cause  :  indeed  some  houses  are  pecu- 
liarly subject  to  it."  The  next  question  to  the  same  gentleman 
is,  "  Is  there  alarge  portion  of  your  district,  in  which  they  have 
only  privies  or  cesspools,  which  do  not  communicate  with  the 
sewers?  There  is  no  sewer  in  Long-acre,  except  a  small  barrel- 
drain  from  Conduit-court  to  St.  Martin's  lane.  Some  of  the  cess- 
pools are  very  large,  and  receive  the  refuse  from  several  houses. 
One  receives  from  five  houses,  and  the  drains  running  into  it  pass 
under  workshops,  rendering  it  almost  impossible  for  the  men  to 
stand  to  their  work.  I  know  one  house  in  which  there  is  a  cesspool 
below  the  kitchen  floor,  near  the  fireplace,  and  another  in  the  back 

■  kitchen.  There  was  one  emptied  at  No.  51  about  two  years  ago, 
and  32  cartloads  of  soil  were  taken  from  it.  '  An  immense  cesspool 
also  receives  the  refuse  from  all  the  houses  in  Long-acre,  from  the 
corner  of  Leg-alley  to  James-street,  being  Nos.  35  to  43  inclusive, 
and  in  James-street,  Nos.  18  to  21  inclusive— in  all  twelve  houses, 
it  is  of  very  great  content,  and  not  only  occupies  the  whole  area  of 
a  large  backyard,  but  is  four  feet  undei  some  extensive  workshops  ; 
and  the  corner  of  a  house  is  founded  upon  part  of  the  arching  of 
it.  When  last  opened,  carls  were  employed  constantly  for  a  week 
to  remove  the  soil ;  at  the  end  of  that  time  rods  were  passed  down, 
but  as  no  solid  bottom  was  found,  they  were  compelled  to  give  over 
m  task  of  clearing  it  out,  and  it  was  closed  up  again.  At  the  end 
a  Castle-street,  nearest  Drury-lane,  a  great  nuisance  also  exists, 
almost  every  morning  the  soil  being  obliged  to  be  cleaned  out  into 
nh\\a  T}  5  U1  Drui7-lanc  there  are  houses  from  which  they  are 
uugeu  to  pump  the  foul  water  into  the  channel  in  the  street  every 
v,o  or  three  nights.  The  sewer  is  in  Castle-street,  Long-acre,  oh 
6  °ne  Slde>  and  W  James-street,  Covent  Garden,  upon  the  other.  The 
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T.L.Do„anison,  houses  m  the  several  courts  in  Bedfordbury  are  badly  drained." 

Usq.  y        much  SO.  .  . 

"  Those  also  in  part  of  Rose-street  and  Angel-court ;  in  the  latter 
is  a  public  privy,  which  is  horribly  offensive.    Some  houses  in 
Tavlor's-buildings  are  also  very  offensive  ;  there  is  another  public 
privy,  I  believe,  there.    There  are  several  houses  in  my  district 
which  are  scarcely  tenantable  from  drains  passing  under  the  floors, 
which  are  only  covered  with  timber.     I  have  sometimes  been 
obho-ed  to  leave  them  to  breathe.    In  Broad-court  Cross-court, 
Duke's-court,  Martlett  and  Crown-courts,  there  _  are  houses  which 
at  times  are  very  offensive,  from  foetid  odours  arising  from  cesspc^ 
and  drains."    You  have  stated  that  the  main  sewer  in  the  street 
is  formed  according  to  your  construction— a  construction  which 
you  consider  capable  of  cleansing  itself.  The  evidence ,  here sUih* 
that  the  effluvia  arising  from  that  sewer  is  very  offen^ve  and^| 
much  injury  to  trade,  and  is  injurious  to  health     Aie  '^y 

to  believe  those  statements  are  not  correct  ?-  1  should  think  t  fa* 

cannot  be  correct  to  that  extent,  and  that  they  must  ^  ovei-stated 
I  am  of  opinion  that  some  of  the  injurious  effects  alluded  to  by  the 
goldsmiths  must  arise  from  the  use  of  gas-lights. 
°  You  are  probably  aware  that  the  public  are  often  annoy ed by 
emanations  from  the  sewer  into  the  street  ?— I  «  th* 
from  some  of  the  gratings  of  the  sewers  an  unpleasant  effluvia  may 

occasionally  arise.  ,  •  . 

The  sewers  in  the  Strand,  you  state  are  formed  o  nyom  m 

m-oved  plan  ?  That  depends  upon  the  part  of  the  Stiand,  lai  ge 

PS  the  sewerage  having  bin  rebuilt 

or  two.  If  a  complaint  were  made  to  us  we  should  tell  teen 
whether  it  arises  from  the  sewers  or  the  drains;  they  are  of  ei 
ml  d  up  on  with  the  other  by  persons  not  acquainted  with  J 
Xct.  P  As  to  this  complaint  of  Long-acre,  it  is  a  crying  gr ievanc( 

^Mr^^^^  to  lay 

the  sewers  on  their  estate.    We  cannot  get  them  to  do  o  *r 
have  applied  to  them  when  complaints  reached  us  and  J  » 
treated  them  to  send  their  surveyor  to  confe h  us  ^taUhoug 
they  receive  an  enormous  ren  al  from  that  chstnct,  they  wi u 
•    J  n        v  •         nc  tliP  spvious  evils  of  which  %\e  na\e  10  lulu 
SSi* -  in  the  Report  on^oore 

^XbfeSe^ 

Sewe  ^  stuld  have  the  power  not  only  of  making  the  main  sewe* 
buT  the  collateral  sewers,  or  compelling  the  mhabxtants  to  do  it 

_Yes  •  I  refer  to  the  sewers,  not  the  drains. 
"Wodd  it  not  be  also  desirable  that  the  Commissioners  shoul 
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have  the  power  of  carrying  drains  to  the  houses?  If  the  power  T.  l.  Donaldson. 

were  given  to  them  they  would,  of  course,  carry  it  into  effect.    I  Ksq" 
think  it  might  be  desirable  that  we  should  carry  them  up  to  the 
curb,  not  going  into  the  houses  or  vaults. 

It  appears  in  your  Return,  that  you  paid  607/.  for  casting  old 
sewers,  1336/.  for  cleansing,  and  515/.  for  gully  sewerage,  making 
a  total  of  2458/.  in  1842  ?  That  was  a  heavy  year. 

You  say,  by  degrees,  by  altering  the  shape  of  your  drains,  and 
getting  a  better  fall,  you  hope  to  be  able  to  do  away  with  a  great 

deal  of  that  ?  Yes ;  but  the  cleansing  the  gullies  will,  I  think, 

remain  about  the  same. 

Would  it  not  be  desirable  to  adopt  a  form  by  which  the  gullies 
should  clear  themselves  ?  1  do  not  think  that  can  be. 

Having  no  cesspools?  We  have  no  cesspools  to  our  gullies. 

A  sewer  with  a  good  fall  should  hardly  require  cleansing  ?  . 

■We  find  they  do  accumulate;  we  have  an  18-inch  barrel-drain, 
ind  still  have  an  accumulation  of  matter. 

If  a  sufficient  supply  of  water,  from  whatever  source  derived, 
cvould  cleanse  those  sewers,  you  would  say  that  that  would  be 

7ery  desirable  ?  Certainly.    It  would  depend  upon  the  expense 

)f  procuring  the  water. 

Do  you  think  that  that  body  of  water  would  carry  away  not 

>nly  the  soil,  but  also  the  scrapings  of  the  roads  ?  1  am  not 

orepared  to  say  that  it  would  ;  but  I  think  the  usual  showers  in 
he  streets  will  do  that. 

How  are  your  flaps  constructed;  have  they  the  power  of 

hutting  back  the  water  from  the  river?  They  are  simple  iron 

•laps,  hung  so  as  to  keep  shut  while  the  water  was  not  passing  out. 

Might  not  a  dog's  head,  or  some  obstruction,  prevent  their 

)eing  closed  ?  Sometimes  even  a  slighter  obstruction  may  pre- 

ent  it.  J  r 

And  then  the  water  enters  ?  Yes. 

Do  you  not  consider  that  that  flap  is  susceptible  of  great  im- 

>rovement  ?  We  have  directed  our  attention  to  it,  and  shall  be 

lappy  to  see  any  improvement  adopted. 

Is  there  any  register  kept  as  to  the  state  of  the  tide  and  the  in- 
luence  of  certain  heights  of  the  water  ?  Yes. 

Are  there  not  districts  in  which  there  are  arrangements  made 
si-  putting  down  valves  as  the  water  rises,  and  lifting  them  as  it 

n  'N0 '  We  ^aVe  notmng  but  those  flaps. 

Do  you  think  it  would  be  safe  to  trust  to  those  flaps  in  places 
mere  it  might  be  an  object  of  great  importance  that  water  should 

ever,  by  any  chance, enter?  We  have  no  other  means  of  doing 

we  use  double  flaps  occasionally. 

Do  you  know  the  average  depth  of  the  sewers  in  ihe  neighbour- 
'°od  ot  the  Houses  of  Parliament  ?  No. 

w  ?uy°U  consider  that  they  are  generally  clean  ?  1  imagine 

idt  they  are  pretty  well.  6 
VOL.  II. 
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t.l.  Do^usou.     Do  you  know  how  often  they  are  inspected  ?_— They  are  in- 
Esq-        spected  whenever  there  are  complaints. 

Are  you  aware  of  the  atmosphere,  which  exhales  from  1  hose 

sewers  in  Charles-slreet,  Duke-street,  or  Palace-yard?  -Wtlf» 

I  go  near  them,  I  see  whether  there  is  any  cause  to  complain  ;  it 
so  I  immediately  send  an  officer  to  inspect  them. 

Can  you  state  how  recently  those  in  Charles-street  or  Duke- 
street  have  been  examined,  or  whether  there  is  any  system  of  exa- 
mination ?  There  is  no  system  of  periodical  examination  ot  the 

covered  collateral  sewers.    There  are  four  surveys  by  the  Com- 
missioners of  main  lines  of  sewers  every  year. 

There  is  no  systematic  inspection  of  the  collateral  sewers  '.-  

It  would  be  impossible,  and  it  is  unnecessary  unless  there  is  a 

C°  AreTou  not  aware  that  they  might  be  in  an  extremely  offensive 
state  before  the  poor  people  will  take  the  trouble  of  complaining? 

 Certainly.  _•. '    .    ,        w  I 

What  course  of  inspection  is  there  over  the  district  (  -vvej 
have  a  surveyor,  an  assistant  surveyor,  and  three  clerks  ot  thej 
works;  not  enough  certainly:  we  have  about  140  miles  of  sewers 
and  it  would  be  impossible  for  us  to  have  a  regular  periodical 

inspection  of  them  all.    u'&S 

Have  you  any  open  sewers  in  the  district  ?  Yes,  we  have  U 

™  How  are  they  cleansed?  There  is  a  man  appointed  on  each 

line  ;  he  goes  up  and  down  it  daily,  and  casts,  where  necessary. 
In  passing  those  open  sewers,  is  the  smell  offensive?  borne- 

tllXlGS  i  i 

If  there  is  anything  in  them,  is  it  offensive  in  warm  weathers 

 Yes  ;  we  are  getting  a  system  of  inverts  in  all  the  open  dram* 

in  the  rural  district!,  to  which  I  beg  to  call  the  special  attention  o 
this  Commission.  •  .  ,  , 

Have  VQU  frequently  complaints  of  sewers  being  stopped  up 

 Yes  •  on  a  complaint  being  made,  it  is  entered  m  a  book  kep 

on  purpose;  and  immediately  the  first  officer  who  comes  in  is  sen 
down  to  see  into  it,  if  it  requires  immediate  attention  1 1  not  vM 
the  clerks  of  the  works  come  in  the  evening,  they  take  out  the  com 
plaints  which  are  in  their  respective  districts  and  are  bound  « 
make  reports  to  the  surveyors  upon  the  complaints ;;  or  one  • 
surveyors  visits  the  spots  himself.  It  often  turns  out  that  the  defeci 
is  not  in  the  sewers,  but  in  the  private  drams. 

Can  the  surveyor  effect,  an  alteration  without  consulting  tfi 

Board?  He  can  if  it  be  urgent :  he  can  clean  a  sewer  imme 

diately;  he  can  remove  the  nuisance. 

What  is  the  amount,  of  the  rates?  It  varies  from  20,000, 

to  30,000/.  a-year.  ,     f  ?  yPe 

It  is  laid  upon  the  whole  district  by  a  pound  rate  ( — -Yes 
Are  there  any  exemptions?  Yes,  there  are:  the  palace 
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are  exempted  ;  the  Houses  of  Parliament,  the  Courts  of  Law,  and  T&smdiy* 
churches  are  exempted,  because  we  cannot  enforce  the  rate  on  K"'' 
them. 

Are  the  poor  people's  houses,  which  have  no  sewers  at  all,  ex- 
empted ?  No. 

Are  they  not  paying  for  the  laying  down  of  sewers  from  which 

they  receive  no  advantage  ?  We  assess  all  persons  within  the 

level  or  district  receiving  benefit,  or  avoiding  damage ;  it  is  not 
necessary,  according  to  the  frequent  decisions  upon  the  law  of 
3e#ers,  that  there  should  be  an  immediate  advantage.  The  levy 
for  the  sewers  is  for  the  works  on  the  district,  not  on  those  imme- 
diately connected  with  the  tenement.  If  the  party  does  not  get  an 
■.immediate  benefit  to  his  house,  still  he  derives  benefit  from  the 
general  sewage  of  the  district. 
Can  you  state  what  proportion  of  the  houses  on  which  the  rate 

-s  made  receive  no  advantage  from  it?  No:  all  the  houses 

lot  immediately  draining  into  the  sewers,  of  course,  are  not  receiv- 
ng  direct  advantage;  but  the  reason  is  this— they  pay  for  the 
Maintaining  the  sewers  which  are  already  built.    If  we  build  a 
etew  sewer  in  front  of  their  house,  then  they  pay  so  much  for  the 
privilege  of  entering  it,  but  no  higher  rates  on  that,  account. 

Are  they  altogether  satisfied  with  vour  reason?  Not  always. 

We  say  that  if  the  landlords  had  done  their  duty,  and  built  a 
rawer,  rhey  would  have  been  charged  no  more,  and  would  have 
[derived  a  direct  benefit. 

Were  you  aware  that  in  the  year  1834  a  Mr.  Peter  Fuller  pre- 
sented a  petition  to  Parliament  against  the  state  of  your  sewers,  in 
Much  he  endeavoured  to  show  I  hat.  very  much  disease  and  death 

•irose  from  the  state  of  your  sewers  ?  1  was  not  aware  of  that. 

You  are  not  aware  whether  any  means   have  been  taken  to 

•emedy  the  evils  complained  of  by  Mr.  Fuller?  Those  then 

Drought  forward  have  been  examined  into  :  we  have  considered  all 
he  points  referred  to  in  the  Evidence  before  the  Committee  of 
iod4,  and,  as  far  as  possible,  we  remedied  them. 

Mr.  Fuller  states,  that  nine  cases  out  of  ten  of  great  fever  aro«e 
n  the  houses  near  the  gully-holes,  showing  that  the  gully-hole 

nust  be  in  a  bad  state.  1  should  question  that ;  there  may  be 

nstances  in  which  a  foetid  smell  may  arise  from  the  gully-hole 
mi  think  a  great  deal  of  that  evidence  is  very  ideal,  and  many 
)t  the  suggestions  very  fanciful. 

Do  you  think  the  gully-holes  are  not  nuisances?  1  think  if 

fcaSe  ^        °f  ^  8'uUy"h°leS  altog«*er  it  would  be  very 
Have  you  been  in  the  lower  parts  of  Westminster,  and  not  found 
t  in  ,n  illeveiT  °ne  of  them?— No;  I  have  found 

•hroueh  th  H1  CVeVy  0n°-    1  always  make  a  Point  in  §'oinS 

mell-      1    freets  t0  Perceive  whether  there  is  any  disagreeable 
>  incl  wherever  there  is,  I  call  the  attention  of  the  surveyor 

o  2 
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T.L.Donaidsou.toit,  and  direct  him  to  examine  the  sewer.  There  are  various 
Estl"  circumstances  which  give  rise  to  smells  in  sewers;  for  instance,  it 
one  is  not  connected  with  another  at  the  end;  and  I  have  sug- 
gested to  the  attention  of  our  Commissioners  the  importance  of  the 
connection  between  every  one  of  our  sewers,  so  as  to  produce  an 
equable  circulation  of  the  air  throughout  . 

Would  you  consider  it  desirable  to  discharge  the  foul  air  by  a 

s\iaft?  I  do  not  know  whether  that  is  practicable. 

Is  it  not  the  case  that  wherever  the  tide  has  attained  a  certain 
altitude,  every  gully-hole  in  Westminster  below  the  level  of  the 

tide,  immediately  begins  to  discharge  upwards?  It  is  very  pos- 

sible ;  I  am  not  aware  of  that. 

Must  it  not  necessarily  be  so  when  the  sewers  are  below  the 
level  of  the  river  ?  If  the  water  pours  down  to  the  sewers,  and  the 
stwers  1 ave no  exit  to  the  river,  from  the  tide  being  up,  the  air 
?hus  displaced  must  necessarily  find  its  exit  through  the  gully- 
h0  eS  ?_LYes  s  and  if  it  were  distributed  equally,  I  do  not  imagine 
there  would  be  any  great  evil  in  that.  There  would  be,  at  the; 
same  rime,  a  great  quantity  of  water,  so  that,  of  course,  there  would, 
not  be  the  same  intensity  of  smell. 

Do  not  vou  think  it  would  be  desirable  to  diminish  the  expense 

of  constructing  your  sewers  as  much  as  possible  ?  If  you  can 

ensure  equal  capacity,  equal  solidity,  and  equal  convenience  of 

aCHas  there  never  been  an  instance  of  one  of  your  upright  sides 
Fai^byp'esJL  from  without?  Yes;  if  it  is  not  properly 

constructed  and  properly  filled  in.  =imerintendence 
This  is  a  plan  of  sewer,  constructed  under  the  supenntenaence 
of  your  Lnsurveyor,  at  Notting-hill-(^  same  being  shown  tc 

tl  mtness).    Did  not  that  fail  ?  That  was  from  an  error  p 

the  buuder  We  have  very  good  evidence  upon  that  subject: 
and  I  should  very  much  desire "that  our  clerk  of  the  works  shoulc 
be  eiS  It  was  an  error  of  the  builder  our  own  co^ 
offered  to  build  it,  and  to  guarantee  its  durability.  He  has  bun 
Sn  150  yards/ at  a  much  greater  depth  and  under  similar  cirj 
cumstances,  sewers  that  have  never  failed.  ?__No  .  tbi 

Was  not  the  ground  much  drier  where  he  ^uilt  ?-— No  tni 
sewer  was  re-built  under  the  same  circumstances  with  the  oti  c, 

To  what  do  you  attribute  the  failure  of  that  sewer  ?— It  *  a 
not  proper  y  strutted.    There  was  altogether  insufficient  strutnn; 

and^S,  for  directly  the  ground,  f^^^S't 
opened,  it  colted  in,  and  therefore  required  extraoidina.j  pre 

CaW°asSthe  shape  of  the  sewer  sufficient  to  support  itself  withoj 
strmting  7— It  was  capable  of  supporting  itself  when  properl 

^That  was  built  three  times,  was  it  -t?— That  was  ^ 
twice  :  we  soon  found  the  man  was  doing  it  badly.    It  was  suc 
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gested  that  he  had  taken  his  contract  too  low,  and  was  scamping  t.  L.  Donaldson, 
it  •  and  we  put  a  clerk  of  the  works  upon  it  day  and  night,  and  he  sq" 
made  them  build  the  sewer,  as  it  is  now  standing.    I  will  furnish 
a  copy  of  the  evidence  taken  by  the  Court  on  the  matter  ;  but  I  am 
very  anxious  that  the  Commissioners  should  themselves  examine 
our  officers  and  contractors  on  the  subject. 

Do  you  consider  that  a  straight  side  is  as  much  equal  to  sustain 

pressure  as  a  curved  side  ?  'Yes;  built  with  brick. 

You  think  a  curved  side  has  no  greater  power  to  sustain  pressure  ? 

-  .  No,  for  the  difference  of  form  is  made  up  of  soft  mortar. 

Have  you  not  had  objections  made  to  the  charge  for  the  com- 
munication from  the  side  drains  into  the  sewer? — Rarely,  for  we 
only  charge  that  which  it  costs  us. 

What  is  the  amount  you  charge  for  the  ring  and  the  first  three 

feet  ?  The  charge  is  10,?.  6d.  for  the  ring  where  one  is  not 

already  inserted,  and  10^.  6c/.  or  1 2s.  6c/.  for  the  three  feet  of  drain 
nearest  to  the  sewer. 
Are  there  not  frequently  objections  made  by  the  owners  of  the 

humbler  dwellings  to  the  expense  of  it?  1  am  not  aware  of 

iany. 

Have  you  ever  contemplated  any  mode  in  which  that  might  be 

made  in  a  less  expensive  form,  or  of  less  expensive  materials  ?  

We  have,  and  we  think  it  cannot  effectually  be  done  for  less. 

You  think  it  is  necessary  to  make  the  charge  you  at  present 
make  for  the  first  three  feet  and  the  ring  coming  into  the  sewer? 
 Yes. 

Do  you  think  that  if  any  less  expensive  mode,  which  would  not  be 
disadvantageous  to  your  sewer,  could  be  suggested,  that  would  be 

advantageous  to  your  district  ?  It  woidd  be  advantageous  to  the 

poor  and  the  rich  too ;  the  poor  do  not  make  the  drains,  but  the 
landlords. 

Have  you  not  poor  landlords  who  own  those  houses  in  many 
instances?  We  have,  of  course,  in  some  instances. 

The  price  of  the  sewer  seems  the  same  whether  for  the  poor  or 

the, rich?  Yes;  taking  the  average,  the  cost  of  a  sewer  is  a 

trifle  in  comparison  to  that  of  a  house.  Taking  the  ordinary  ex- 
pense of  a  house  in  London  at  500?.,  and  the  frontage  at  21  feet  as 
an  average,  the  Court  charges  them  for  laying  a  drain  into  a  sewer 
built  by  the  district,  10s.  a  foot;  that  is,  10/.  10s.  on  a  house  which 
has  cost  500/.  building. 

Take  the  case  of  a  poorer  tenement  which  has  cost  60Z.,  with  a 
frontage  of  16  feet?— They  would  be  charged  about  6Z.  or  8/. 

Then  there  is  the  communication  from  the  house  to  the  sewer 

besides  that?  Yes;  but  that  is  not  charged  when  we  build  the 

sewer. 

Is  the  charge  the  same  taking  one  house  with  another?  In 

some  houses  they  have  a  larger  drain  than  in  others. 

The  charge  on  a  house  of  500/.  a-year,  and  the  charge  on  a 
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.  l.  Donaldson,  house  of  5/.  a- year  is  the  same?  Of  course;  because  it  is  for 

a*       the  work  done  for  which  we  charge. 

The  charge  for  the  opening  to  cleanse  away  the  foul  water  is  the 
same  for  a  house  of  the  smallest,  as  for  one  of  the  largest  class  ? 

 It  is  for  the  work  done.    The  question  is  not  the  value  of  the 

house  at  all ;  we  merely  charge  them  for  the  work  done,  and  we 
should  not  be  justified  in  doing  otherwise. 

And  the  work  done  must  always  be  done  in  the  same  way  ?  

Yes,  it  is  done  in  the  cheapest  way  for  all. 

No  less  expensive  mode  for  the  poor  man's  house  has  been  sug- 

ge^ted  than  that  practised  for  the  rich  man's  house?  No;  no 

other  mode  has  been  suggested. 

Have  you  tried  any  smaller  drain  ? — We  have  tried  all  sizes  ; 
they  cannot  be  less  than  nine  inches  in  brick  to  make  sound 

work.  :  . 

Have  you  seen  any  burnt  earthenware-pipe,  glazed  inside,  ot  a 

less  size  than  nine  inches  ?  Yes,  but  then  the  saving  would  not 

be  worthy  of  consideration ;  there  must  be  a  risk  at  all  events  in 
using  them. 

What  is  the  cost  per  running  foot  of  your  second-class  sewer  '. 

 I  think  19s. ;  we  have  taken  a  medium  charge  to  the  houses 

on  each  side  of  a  sewer  of  10*.  a  foot ;  but  the  second  size  is  rather 
the  exception  than  the  rule.    It  appears  to  me  extremely  desirable 
that,  where  there  are  no  sewers  existing,  the  Commissioners  of. 
Sewers  should  have  the  power  to  build  them,  and  to  compel  the 
parties  to  drain  into  them.    I  am  of  opinion  that  it  would  be  very 
fust  if  one- fifth  of  the  cost  of  building  the  sewers  were  to  be  borne 
by  the  district  on  account  of  the  dead  lengths,  and  various  other 
circumstances,  and  the  advantage  of  a  complete  system  of  sewers! 
to  the  public  generally,  and  that  four-fifths  of  the  expense  of  build- 
in  a-  the  sewer  should  be  borne  equally  by  the  parties  on  each  side 
ofthe  sewer.    The  outlay  might  be  realized  in  five  years;  I  thmk 
five  years  is  quite  sufficient,  for  if  you  take  a  house  which  costs 
500/.,  that  would  be  only  fen  guineas,  and  two  guineas  a-year 
mi<rht  then  be  paid  for  the  construction  of  the  sewer,  so  as  to 
liquidate  it  in  five  years.    Lord  Normanby,  in  his  Bill,  had  pro- 
vided that  the  parties  should  pay  according  to  their  respective 
interests— it  was  adjusted  according  to  their  interests,  that  a  tenant 
having  an  unexpired  term  of  seven  years  should  recover  the  whole 
from  his  landlord;  a  tenant  of  14  years  should  pay  four-fifths; 
one  of  21  years  three-fifths  ;  of  20  years  two-fifths,  and  so  on  ;  the 
landlords  to  pay  the  remainder.    By  that  means  the  whole  could 
be  repaid— the  "tenant  paying  it  in  the  first  instance,  in  five  equal 
proportions,   and  deducting  it.  from  his  rent  as  so  much  paid 
for  the  landlords.    That  appears  a  very  simple  system,  and  ft 
would  not  be  at  all  burdensome  to  the  parties. 

Will  not  it  be  very  hard  upon  the  tenant  to  make  him  advance 
that  money  in  the  first  instance?  He  would  pay  only  the  two 
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cruineas  per  annum,  if  it  is  a  house  of  large  construction,  and  he  T.L.Do^idson 
would  tender  the  receipt  for  that  as  part  of  his  rent. 
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APPLICATIONS  to  PARLIAMENT,  &c,  for  increased  Powers. 

In  1770,  Application  appears  to  have  been  made  for  increased  powers  and 
jurisdiction,  and  to  have  failed  in  consequence  of  the  serious 
opposition  raised. 
The  Minutes  of  the  Court,  and  also  of  the  Special  Committee 
appointed,  the  Bills,  Petitions,  Opinions  of  the  Crown-law-' 
yers,  &c,  are  very  long. 

I  In  1807,    The  subject  was  asrain  taken  upland  a  Special  Committee  ap- 
pointed, the  Minutes  of  which  are  also  long. 
Ultimately  a  Bill  was  introduced  into  Parliament,  and  the  Act 
47th  George  III.,  cap.  vii.,  was  obtained. 

Lin  1812,  A  Special  Committee  was  again  appointed,  and  an  application 
mude  to  Parliament  for  the  purchase  of  a  Court  House,  and 
for  enlarging  the  powers  of  the  Commissioners,  and  the  Act 
52nd  George  III.,  cap.  xlviii.,  was  procured. 

I  In  1832,  A  draft  of  a  Bill  appears  to  have  been  drawn,  but  no  steps  taken 
thereon. 

I  In  1834,    The  attention  of  the  Parliamentary  Committee  was  called  to  the 

want  of  powers.  (See  p.  251.) 
I  In  1837,  A.  Special  Court  was  called  to  consider  a  Resolution  that  a 
1  13  March,  Special  Committee  should  be  appointed  to  draw  up  a  Memo- 
rial to  the  Secretary  of  State  requesting  further  powers,  which 
was  withdrawn  in  consequence  of  the  introduction  of  Mr. 
Ward's  Bill. 

In  1839,  The  Suveyors  in  reporting  upon  Dr.  Southwood  Smith's  Fever 
Report  observed,  "  that  while  the  powers  of  the  Commis- 
sioners continue  to  be  limited  as  at  present,  the  evils  which 
are  obvious  must  remain  without  a  remedy."  A  copy  of  the 
Report  was  forwarded  to  the  Secretary  of  Stale. 
'  In  1840,  A  series  of  Resolutions,  showing  the  powers  required,  was  drawn 
up  by  the  Chairmen  of  the  several  Commissions,  and  was 
forwarded  to  the  Secretary  of  State  by  order  of  the  respective 
Courts. 

In  1841,  It  was  resolved  that  this  Court  fully  acquiesces  in  the  necessity 
of  legislation  to  carry  out  the  objects  contemplated  by  Lord 
Nbrmahby's  Bill,  intituled  "  An  Act  for  the  better  Drainage 
and  Improvement  of  Buildings  in  large  Towns  and  Villages  ;" 
but  it  is  of  opinion  that  the  subject  should  be  divided  into 
two  or  more  Acts,  confining  the  sewerage  to  the  Commis- 
sioners of  Sewers. 
That  it  is  the  opinion  of  this  Court,  that  additional  power  should 
be  given  to  Commissions  of  Sewers,  whereby  authority  may 
be  given  to  compel  all  owners  or  occupiers  of  lands,  tene- 
ments, and  hereditaments,  to  drain  their  property  into  the 
sewers,  by  and  under  the  order  of  the  Commissioners  of 
Sewers,  and  under  the  superintendence  of  the  surveyors  and 
officers  of  the  Commissioners. 
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L.  DonuWwL  That  it  is  essential  <o  the  carrying  out  of  the  objects  of  Lord 

Ksq"  Normanby's  Bill  before  us,  that  the  Commissioners  of  Sewers 

should  have  power  to  make  new  sewers,  where  no  sewers 
exist  (and  where  a  jury  shall  find  them  to  be  necessary),  at 
the  cost  of  Ihe  owners  of  the  adjoining  property,  in  case  such 
owners  should  fail  to  do  so  themselves  ;  such  new  sewers  to 
be  afterwards  maintained  at  the  cost  of  the  district. 
These  resolutions  were  forwarded  to  Lord  Normanby,  and  a  de- 
putation waited  upon  his  Lordship  on  the  subject. 
In  1842,    It  was  resolved  that  the  Chairman  do  confer  with  the  Chairmen 
of  the  other  Metropolitan  Commissions  of  Sewers,  with  the 
view  of  their  forming  a  deputation  from  the  several  Courts 
to  wait  upon  Her  Majesty's  Principal  Secretary  of  State  for 
the  Home  Department,  in  order  to  urge  upon  the  attention 
of  Her  Majesty's  Government  the  importance  of  some  early 
legislative  enactment,  calculated  to  effect  the  more  efficient 
sewerage  of  the  Metropolis,  as  contemplated  in  the  Bill  in- 
troduced by  Lord  Normanby. 
Sir  James  Graham  stated,  that  he  had  a  Bill  in  preparation 
upon  the  subject,  and  declined  to  receive  the  deputation  for 
the  present. 

The  Court  have  frequently  had  occasion  to  address  Parliament 
or  Ihe  Secretary  of  State  upon  the  subject  of  the  invasion  of 
their  powers  by  the  promoters  of  private  and  other  Bills, 
and  each  Session  much  time  is  consumed  in  watching  the 
proceedings  upon  Bills  before  the  House.  In  1837  a  deputa- 
tion waited  upon  the  Home  Secretary,  praying  the  assistance 
of  the  Government  upon  this  subject. 
July,  1843.  Thos.  L.  Donaldson,  Chairman. 
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Sewers'  Office  for  Westminster,  &c— Extract  from  the  Orders  of 

Court,  3rd  March,  1843. 

The  surveyors  reported,  from  the  Book  of  Informations,  that  on  the  25th 
February  five  feet  of  the  north  wall  of  sewer,  being  built  by  Jacob  Con- 
nop  on  the  south  side  of  Ladbroke-square,  Not  ting-hill,  had  bulged  in  an 
inch  and  a  quarter,  in  consequence  of  the  water  percolating  through  the 
bank  after  the  rain  and  thaw  on  Sunday  and  Monday  previous,  the  ground 
not  being  sufficiently  strutted.  That  on  the  23rd  February  the  said  wall 
was  found  to  have  been  gradually  forced  over,  until  the  width  of  the  sewer 
was  reduced  from  2  feet  6  inches  to  2  feet  3  inches ;  and  that  on  the  3rd 
March  instant,  Ihe  last  12  feet  of  sewer  built  opposite  Ladbroke-terrace  did 
not  keep  its  shape,  in  consequence  of  the  improper  mode  of  strutting  the 

SrAnd*Mr.  Connop,  and  his  surveyor,  Mr.  John  Stevens,  having  been 
called  into  Court,  the  following  letter  was  read  :— 

«'  To  the  Honourable  the  Commissioners  of  Sewers  for  the  Westminster 

Division,  &c. 

**  GrKNTLEMEN 

"  I  recently  petitioned  and  obtained  the  permission  of  your  Honour- 
able Court  to  construct  a  sewer  at  Notting-hill.  in  a  new  square  now 
building  by  me,  and  intended  to  be  called  Ladbroke-square.  During  the 
progress  of  its  construction  it  failed,  as  you  are  already  informed;  since 
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then  it  has  been  reconstructed,  and  has  again,  as  I  understand,  failed.  T.  l.  Donaldson, 
Bein°-  unacquainted  practically  with  these  matters,  I  have  obtained  the  sq" 
best  Information  in  my  power  as  to  the  cause  of  failure,  but  find  such 
authorities  as  I  have  been  able  to  consult  at  variance.  I  am,  therefore, 
desirous  of  trying  whether  an  altered  form  of  sewer  may  not  succeed 
better;  the  more  especially  that  I  am  suffering  the  greatest  possible  in- 
convenience, as  well  as  loss,  by  the  delay.  I  therefore  request  the  permis- 
sion of  your  Honourable  Board  to  allow  my  surveyor  to  make  such  trial. 

"  I  have  the  honour,  &c. 
"  March  3rd,  1 843."  "  J.  Connop." 

The  surveyors  then  presented  a  "Report,  as  follows  : — 

"  3rd  March,  1843. 

"  In  obedience  to  the  order  of  Court,  on  the  17th  of  the  last  month,  to 
report  on  the  sewer  building  in  Ladbroke-square,  Notting-hill,  by  Mr. 
Connop,  of  No.  28,  Dorset-place,  Marylebone,  we  have  to  observe,  that 
since  the  meeting  of 'the  Court  on  the  17th  of  the  last  month  very  little 
progress  has  been  made  either  in  continuing  the  sewer  in  question  or  in 
taking  up  and  rebuilding  the  defective  portions  thereof ;  and  we  are  appre- 
hensive whether  the  parts  which  have  lately  been  built  will  be  found  to 
withstand  the  lateral  pressure  of  the  banks  any  better  than  the  portion 
which  was  first  built,  owing  to  the  insufficient,  unworkmanlike,  and  inju- 
dicious manner  in  which  the  work  is  proceeded  with,  more  especially  the 
ground-work. 

"  The  persons  who  have  contracted  with  Mr.  Connop  for  building  the 
sewer  in  question  are  by  trade  bricklayers,  and,  as  we  are  informed,  have 
undertaken  to  execute  the  same  for  14*.  per  foot  lineal,  including  digging 
and  filling-in,  brickwork,  and  every  incidental  expense — a  sum  so  little 
above  the  actual  cost  of  the  brickwork  alone,  that  scarcely  any  price  is 
allowed  for  the  digging,  strutting,  and  filling-in  the  ground.  Hence  it 
arises  that  there  is  neither  the  necessary  quantity  or  description  of  mate- 
rials on  the  works  for  properly  strutting  and  securing  the  banks. 

"  In  the  next  place,  the  ground-men  do  not  appear  to  understand  the 
nature  of  the  work,  or  to  use  effectual  means  (with  what  timber  they  have) 
to  secure  the  earth,  either  in  proper  time  or  the  proper  place,  to  prevent 
the  banks  giving  way,  whereby  great  masses  become  detached,  and  act  like 
wedges  against  the  sides  of  the  sewer  before  the  ground  is  sufficiently  filled 
in  over  the  crown  of  the  arch. 

"  The  clayey  ground  through  winch  the  sewer  in  question  is  being 
carried  is  of  such  a  treacherous  nature,  that  more  than  ordinary  precaution 
is  required  by  strutting  for  its  security,  and  which  work,  if  neglected  or 
omitted  to  be  done  well  and  expeditiously,  so  as  to  allow  the  banks  to  slip 
before  the  trench  is  sufficiently  filled  in,  it  is  difficult  to  say  how  far  the 
mischief  to  the  brickwork  may  afterwards  extend,  more  especially  at  this 
season  of  the  year,  when  the  land  is  full  of  water. 

"  Having  requested  Mr.  Bennett  and  Mr.  George  Bird,  the  contractors 
with  the  Commissioners,  to  view  the  place  in  question,  in  order  to  have  the 
advantage  of  their  opinions  as  to  whether  there  are  any  greater  difficulties 
in  the  way  of  the  sewer  being  properly  built  in  that  situation  than  what  are 
occasionally  met  with  in  the  ordinary  business ;  their  reply  was,  lhat  they 
considered  it  only  required  proper  care  and  precaution  to  be  observed  in 
digging  out  and  refilling  the  ground  over  the  sewer  ;  and  that  they  should 
not  hesitate  to  execute  in  a  sound  and  substantial  manner  a  given  length 
of  the  same  sewer,  in  any  spot  where  the  earth  had  not  been  previously 
disturbed,  after  the  rate  of  1 7s.  per  foot  lineal. 

"  "With  respect  to  those  portions  of  the  sewer  which  are  ordered  to  be 
taken  down  and  rebuilt,  we  would  suggest,  in  consequence  of  the  wet  and 
rotten  condition  of  the  ground  along  the  sides  thereof,  the  expediency  of 
allowing  them  to  remain  until,  by  the  advance  of  the  season,  drier  weather 
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T.  l.  Donaldson,  may  be  expected,  when  the  work  may  be  proceeded  with  with  much  less 
Esq-  difficulty  and  expense.  But  at  the  same  time,  if  the  rebuilding  the  de- 
fective parls  should  be  postponed  as  suggested,  we  would  submit  for  the 
consideration  of  the  Court  the  expediency  of  suspending  the  leave  granted 
to  Mr.  Connop  for  building  the  sewer  in  Ladbroke-square  until  the  whole 
of  the  defective  lengths  are  rebuilt  in  a  satisfactory  manner. 

"  John  Dowley,  Surveyor. 

"  William  Dotjll,  Assistant  do." 

And  Mr.  Joseph  Bennett  and  Mr.  George  Bird,  the  contractors  of  the 
Commissioners,  having  been  called  into  Court — 

Mr.  Bennett  stated  that  he  had  seen  the  spot;  that  he  had  executed 
similar  works  ;  that  the  whole  cause  of  failure  was  want  of  judgment  in 
the  builders  of  the  sewer;  that  if  the  ground  had  been  properly  strutted, 
the  accident  would  not  have  occurred ;  that  the  soil  is  peculiar ;  it 
crumbles  when  the  air  meets  it,  and  is  as  bad  as  a  running  sand  when  dis- 
turbed. Considers  that  in  this  case  it  was  not  the  form  of  the  sewer  at  all 
that  was  in  fault;  whatever  form  had  been  used,  it  should  have  been  pro- 
perly strutted,  or  would  have  failed  ;  any  form  would  have  yielded.  Would 
take  any  contract  (with  the  Court),  and  guarantee  the  sewer  for  twelve 
months,  in  a  similar  situation,  where  the  ground  had  not  been  moved. 

Mr.  Bird  confirmed  the  above  ;  and  said  that,  50  feet  off  the  place  where 
the  sewer  had  already  failed,  he  would  build  a  sewer  at  the  same  depth, 
and  guarantee  it  for  one  or  fifty  years,  at  17*.  per  foot  run.  Where  the 
sewer  had  failed,  the  parties  building  it  had  so  strutted  the  ground  as  to 
have  a  tendency  to  act  as  a  wedge  at  the  foot  of  the  sewer. 

Mr.  Bennett  said  that  if  the  parties  went  on  as  at  present,  they  would 
endanger  the  houses  already  built;  they  had  excavated  for  the  private 
drains  from  the  houses  (second-rate  houses)  through  the  treacherous  soil  of 
the  banks  before  they  had  completed  the  trench  for  the  sewer,  and  so  taken 
away  the  power  to  strut  the  sides  of  the  trench  They  have  now  nothing 
secure  to  strut  against. 

Mr.  Bird  confirmed  the  same. 

Mr.  Connop  observed  that  his  surveyor  (Mr.  Stevens)  would  put  down  a 
sewer  in  the  part  that  had  failed,  and  without  struts  in  the  sewer,  where 
the  contractors  declined  to  do  it. 

Mr.  Bird  said  he  would  willingly  do  it  in  the  way  he  supposed  Mr. 
Stevens  would  do  it,  namely,  by  removing  the  weight  off  the  banks. 

Mr.  Stevens  stated  that,  in  his  opinion,  the  soil  was  not  disadvantageous 
when  the  sewer  was  once  properly  built.  He  described  his  ideas  of  the 
pressure  of  the  ground  when  semi-fluid,  as  in  this  case.  He  then  presented 
the  form  he  proposed  to  adopt ;  and  stated  that  he  desired  to  build,  as  an 
experiment,  about  30  feet  of  sewer  in  the  worst  part  of  the  ground  where 
the  sewer  had  failed. 

The  question  was  then  put  from  the  Chair,  whether  Mr.  Connop's  re- 
quest should  be  granted  ;  and,  after  a  long  discussion,  it  was 

Resolved,  nemine  contradicente,  That  the  request  of  Mr.  Connop  be  not 
granted. 

Resolved,  That  the  part  of  the  sewer  which  has  failed  must  be  taken  up 
and  rebuilt,  but  that  Mr.  Connop  have  permission  to  continue  the  sewer 
now  building  on  the  south  side  of  Ladbroke-square,  east  of  Ladbroke- 
terrace. 

Mr.  Connop  was  then  called  into  Court,  and  informed  of  the  decision  of 
the  Court. 
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Mr.  RICHARD  KELSEY,  examined. 
Are  you  surveyor  to  the  Commission  of  Sewers  for  the  City  of  Mr.R.Keisey. 

London  ?  1  am. 

You  have  been  so  for  some  time,  have  you  not  I  bmce  .No- 
vember, 1832.  • 

Are  the  sewers  generally  in  your  Commission  in  a  good  state  f 
 Yes. 

Has  there  been  much  improvement  made  lately  ?-  Since  I 

I  have  been  surveyor  I  have  had  the  construction  of  23,483  yards,  in 
185  different  places,  amounting  to  13  miles  and  603  yards.  In 
the  last  10  years  above  121,000Z.  have  been  expended  in  new 
sewers  (App.  No.  1). 

Are  those  new  sewers,  or  substitutions  for  old  ones?  Almost 

.  all  new,  but  some  of  them  substitutions  for  old  ones. 

Can  you  distinguish  the  new  ones,  and  those  which  were  substi- 
tutions?— I  have  not  distinguished  those,  but  I  can  do  so  if  it  is 
desired.  It  may  possibly  be  a  matter  of  curiosity  that  between 
1756  and  Christmas  1832,  which  is  76  years  from  _  the  time  the 
Commission  commenced  building  sewers  (before  that  time  they  were 
built  by  individuals),  there  were  only  9  miles  and  1038  yards 
built. 

Up  to  1832  there  was  a  great  deficiency  of  sewerage?  There 

was  a  deficiency. 

In  1834  a  Committee  of  the  House  of  Commons  sat  on  the 

sewers  of  the  metropolis,  before  which  you  were  examined?  

Yes. 

Since  which  there  has  been  a  great  improvement?  Yes. 

Have  not  the  Commissioners  altered  their  rules  which  required 
persons  asking  for  sewers  to  contribute  a  portion  of  the  expense  ? 

 1  do  not  know  that  I  can  refer  to  the  exact  time,  for  it  arose 

gradually.  There  was  not  a  distinct  alteration  until  the  present 
year,  when  it  was  determined  that  in  all  cases  the  Commissioners 
would  build .sswers  without  contribution,  but  there  are  several  in- 
stances of  the  Commissioners  having  built  sewers  without  contribu- 

• 

tion  before — for  instance,  the  whole  line  from  Lawrence  Pountney- 
lane  to  Earl-street,  along  the  whole  front  of  the  Thames,  was  built 
without  contribution.  The  Commissioners  consider  it  as  a  base 
line. 

What  was  the  general  rule  previously  ?  To  require  that  the 

parties  should  pay  one-third.  This  alteration  took  place  gradually. 
Very  many  years  back  the  Commissioners  required  two-thirds  to 
be  paid — I  speak  of  50  or  60  years  back — it  was  subsequently 
lowered  to  a  half,  and  then  to  one-third. 

That  has  been  determined  within  the  last  12  months  ?  Yes, 

only  that  for  the  last  three  or  four  years,  in  what  were  considered 
matters  of  moment,  or  where  the  neighbourhood  was  very  poor,  or 
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Mc.n.Keisey.  where  it  was  more  matter  of  public  benefit  than  to  individuals,  they 
took  upon  themselves  the  whole  charge. 

Did  they  take  into  consideration  the  health  of  the  population? 

 Yes ;  in  Bear-alley,  Farringdon-slreet,  there  had  been  a  drain 

in  an  alley  which  had  formerly  communicated  with  Fleet-market, 
but  which  had  been  stopped  up,  and  which  was  considerably  below 
the  level  of  the  public  alley  to  which  it  communicated.  This  was 
a  private  place,  but  tenanted  by  very  poor  people  ;  the  landlord 
appeared  to  have  been  exceedingly  inattentive  ;  the  medical  officer 
of  the  district  called  upon  me  on  the  subject ;  I  took  the  liberty  of 
mentioning  this  to  the  Commissioners,  and  they  ordered  me  to 
make  a  survey  for  a  sewer. 

You  considered  it  a  matter  within  your  duty  to  build  sewers  with 

reference  to  the  health  of  the  people?  Unquestionably. 

Yon  pay  for  the  sewers  by  a  rate  on  the  whole  of  the  City  of 

London  ?  Yes. 

What  rule  do  you  make  with  reference  to  carrying  out  necessary 
improvements,  the  sewer  being  made  at  the  general  expense  of  die 
rate-payers?  Suppose  ihere  are  two  or  three  different  places,  all 
standing  in  need,  do  you  carry  them  on  simultaneously,  or  in  what 

way  do  you  determine  which  to  take  first?  They  are  carried  on 

as  much  simultaneously  as  possible,  according  to  the  means  of 
attending  to  them  on  the  part  of  the  clerks  of  the  works.  A  man 
cannot  attend  to  more  than  two  sewers  at  the  same  time — he  can 
attend  to  two  if  within  a  moderate  distance.  And  also  with  refer- 
ence to  the  interference  with  trade — for  instance,  I  have  to  build  a 
sewer  at  the  lower  end  of  Shoe-lane,  but  I  am  obliged  to  defer  com- 
mencing it  on  account  of  the  trade  of  Fleet-street,  which  would  be 
interfered  with  by  stopping  the  carriage-^  ay. 

Have  you  a  general  plan  of  the  whole  of  the  sewage?  That 

before  the  Commissioners  is  a  general  plan. 

Upon  this  plan,  or  any  other,  is  there  a  mode  by  which  you  can 

state  the  comparative  levels  of  the  district  ?  Not  upon  the  plan. 

Have  you  any  mode  in  which  persons  can  ascertain  that  ?  • 

No ;  but  if  they  come  to  me  I  have  a  memorandum  by  which  I 
find  the  general  levels. 

In  making  this  system  of  sewers,  is  there  any  reference  had  to 
the  general  level  of  the  district,  so  that  main  lines  shall  be  taken 
Up  ? — No  ;  that  has  been  the  object  of  the  Commissioners — for 
instance,  in  deepening  the  sewer  from  London-bridge  to  the 
northern  boundary  of  the  City,  that  has  been  done  with  reference  to 
the  general  advantage  of  the  city,  combining  with  that  the  object 
of  improving  the  county  drainage. 

In  some  of  those  districts  has  there  not  been  great  improvement 
made  lately.    In  the  vicinity  of  Bishopsgate-street,  which  is  a  very 

poor  district,  for  instance?  Yes. 

Till  very  recently  that  populous  district  must  have  been  in  a  very 
neglected  state  ?  Yes ;  it  had  only  surface-drainage. 
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What  was  the  reason  that  populous  district  was  not  attended  to  Mr.  R.  Keisey. 

till  very  recently  ?  The  Commissioners  had  to  work  their  way 

up  from  London-bridge,  so  as  to  be  enabled  to  do  away  with  the 
sewers  of  Moorfields,  which  were  but  just  below  the  former  surface. 
They  could  not  carry  it  forward  in  those  streets  till  they  had  been 
enabled  to  make  a  new  sewer,  for  the  express  purpose  of  lowering 
the  drainage.  m  „ 

In  what  way  can  any  person  ascertain  the  tail  from  a  particular 
district?  1  have  my  book  containing  memoranda  of  the  dif- 
ferent levels  which  have  been  made  throughout ;  it  has  never  been 
marked  upon  the  plan,  with  reference  to  any  definite  point. 

There  bein°-  an  old  sewer  along  Houndsditch,  and  another 
ancient  sewer" along  Bishopsgate-street,  what  is  the  reason  the 
crowded  localities  in  that  neighbourhood  have  not  been  begun  to  be 
drained  until  recently?  One  reason  may  be  that  the  Commis- 
sioners were  desirous  of  not  burdening  the  rates  too  heavily,  having 
to  expend  their  money  over  the  whole  district.  The  next  and 
most  material  was  that  the  body  of  the  land  falls  westward  from 
the  sewer  in  Bishopsgate-street ;  that  being  only  12  feet  deep  at  Sun- 
street,  they  could  not  drain  any  distance  westward  into  Bishops- 
gate-street. The  first  object  was  to  drain  Moorfields,  and  then  to 
improve  Bishopsgate  Ward.  The  sewer  in  Sun-street  is  about 
eight  feet  deep  ;  the  sewer  I  am  now  making,  crossing  Sun-street, 
is  much  lower  (six  feet  nine  inches).  The  Commissioners  were 
willing  some  years  ago  to  build  a  sewer  in  Half  Moon-street, 
intending  to  drain  that  into  Bishopsgate-street,  in  the  best  way  they 
could,  if  the  inhabitants  would  contribute  50Z.,  but  they  would 
not. 

Do  you  think  it  necessary  that  the  Commissioners  should  have 
some  power  to  compel  the  inhabitants  to  contribute  in  such  a  case  as 

that?  1  have  always  felt  that  would  be  a  very  desirable  thing; 

but  now  the  Commissioners  do  it  without  requiring  any  contribu- 
tion. 

You  said  you  had  maps  of  your  district,  on  what  scale  are  they  ? 
 The  large  ones  are  30  feet  to  seven-eighths  of  an  inch. 

Is  this  the  largest  general  map  you  have  ?  No ;  I  have 

another  which  covers  something  like  12  sheets ;  I  cannot  recol- 
lect the  scale. 

On  what  scale  are  the  partial  maps?  30  feet  to  seven- 
eighths  of  an  inch. 

Have  you  any  marked  levels  for  those  drains  ?  No. 

Have  you  any  datum  lhii  from  which  that  is  usually  calculated? 

 No,  they  have  been  generally  taken  from  the  line  of  Lower 

Thames-street  and  Upper  Thames-street,  being  the  lowest 
ground. 

You  have  no  absolute  datum  by  which  you  are  regulated 

throughout  that  district?  No;    the  new  sewers  have  been 

worked  up  generally  from  the  shore  of  the  river.  The  water-bad 
of  the  mouth  of  the  London  Bridge  sewer  is  coincident  with  Trinity 
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Mr.u.  Keisey.  low- water  mark.  They  have  been  worked  from  the  mouth  of  the  I 
ancient  sewers  and  docks,  which  were  often  down  to  the  bed  of  the  I 
river. 

You  have  no  bolt  or  bench  mark  in  any  part  of  your  district,  I 

by  which  to  compare  your  levels  at  any  given  time?  Only  the  I 

mouths  of  the  sewers. 

Have  you  a  bench  marked  in  the  area  of  your  district  to  which 
you  can  refer  the  levels  of  the  sewage  ?  -No,  we  have  not. 

Do  you  think  that  contour  lines  would  be  useful  on  maps  repre-  \ 
senting  the  sewage  of  the  district  ?  Yes,  they  might. 

Have  you  ever  seen  those  laid  down  on  the  Ordnance  maps  ?  r 
 No. 

Do  you  not  think  such  contour  lines  as  have  been  adverted  to  I 

would  enable  you  to  regulate  your  sewers  better  ?  If  the  place  i 

was  about  to  be  drained  they  would,  but  the  sewers  are  in  existence 
from  which  we  work. 

Do  you  not  alter  the  lines  of  your  sewers  ?  They  have  been  \ 

altered. 

Can  you  at  any  given  time  tell  what  exact  height  you  are  above    i  f 

the  mouth  of  any  one  of  your  drains  ?  Only  by  reference  to  the 

rise  of  the  surface. 

Are  you  not  doing  fresh  work  ?  But  our  depths  are  such 

that  there  is  perfect  power  to  drain  the  whole  district.  There  is 
no  part  but  what  is  capable  of  being  drained,  and  winch  will  be 
drained  in  a  very  short  time. 

You  have  no  means  by  maps  or  section  by  which  it  could  be  i 
known  what  is  the  depth  of  your  drain  at  any  particular  point? 

 No ;  I  have  not  that,  as  below  or  above  any  given  line,  be-  • 

cause  it  has  never  been  necessary. 

You  keep  no  account  of  that  ?  No  ;  it  has  never  been  neces-  • 

sary,  and  therefore  it  has  never  been  done ;  but  all  depths  below 
the  surface  are  marked  upon  the  large  maps  in  the  office,  and 
recorded  in  the  book. 

Do  your  books  give  you  the  lines  of  levels  of  different  sewers : 
and  can  you  tell  by  reference  to  any  book  the  level  of  any  particu- 
lar sewer?  No  ;  I  can  only  give  the  depth  under  the  surface, 

and  by  referring  to  the  falling  line,  of  which  I  have  a  memoran- 
dum.   I  could  do  it  by  calculation ;  I  could  not  do  it  off-hand. 

Suppose  you  wished  to  ascertain  the  fall  there  is  between  a  par- 
ticular point  and  the  outlet,  could  you  find  it  by  calculation? 
 Yes. 

Do  any  other  districts  drain  into  yours  ?  The  Holborn  and 

Finsbury,  and  the  Tower  Hamlets,  to  a  very  small  extent. 

What  means  would  you  have,  supposing  they  were  desirftus  to 
construct  a  new  set  of  sewers  to  deliver  into  yours,  to  afford  them 

the  necessary  information?  If  the  surveyors  applied  to  me,  I 

would  give  them  the  depth  of  the  outlet  immediately. 

Would  that  be  from  documents  existing  at  the  office,  or  from 
your  own  personal  information?  From  my  own  personal  in- 
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formation,  and  the  documents  existing  at  the  office.  The  depths  of  Mr.R.  KeUoy, 
all  those  sewers  from  the  outlets  are  recorded  in  the  office. 

But  not  from  any  datum  line  ?  No ;  that  has  never  been 

felt  to  be  necessary.    It  could  be  done. 

The  surface  varies  from  time  to  time?  Yes.    I  think  the 

following  paper  will  hilly  prove  that. 


Statement  of  the  alterations  of  the  surface  of  the  City  of  London. 
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The  plinth  of  Temple  Bar  is  buried  in  accumulation. 

The  east  end  of  Newgate-street  was  lowered  about  12  inches  when  the 
Post-Office  was  built. 

London  Wall  has  in  part  been  raised  above  two  feet  within  the  last  25  years. 

The  Pavement  and  Little  Moorfields  have  been  wholly  re-arranged  within 
the  last  10  years.  • 

All  the  improvements  from  London  Bridge  to  London  Wall  have  largely 
altered  the  surface  of  the  main  line,  and  of  the  adjacent  street. 

The  north  side  of  Holborn-bridge  has  been  raised  about  two  feet. 

Such  occurrences  as  these  might  be  noted  in  some  way,  but  the  insensible 
alterations  are  equally  great,  as,  for  instance, — From  levels  taken  in  1770 
and  1842,  it  appears  that  in  Bishopsgate-street  Without,  at  Bishopsgate 
Churchyard,  the  surface  has  risen  two  feet  two  inches  in  72  years,  but  at 
Spital-square  only  12  inches  in  the  same  time. 

The  result  of  this  examination  of  the  surface  is  confirmed  by  the  depths 
of  the  sewer,  as  originally  built,  and  as  they  now  measure. 

Therefore  it,  would  require  to  be  verified  from  time  to  time? 
— i — Yes ;  it  is  constantly  changing. 

The  relation  between  the  surface  and  the  sewer  is  constantly 

changing?  Yes;  that  would  create  difficulty  as  to  regulating 

by  Trinity  high-water  mark ;  its  surface  is  always  changing. 

A  bench  mark  would  remain?  Yes;  that  could  be  provided 

for  if  it  was  desirable. 

Can  you  tell,  on  inspecting  the  map,  which  way  the  water  falls 
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Mr.K.  Keiaoy.  in  all  the  drains  represented?  1  could  tell,  because  I  know  it; 

but  no  stranger  could  tell.    On  the  large  maps  it  is  marked.  It 
is  not  noticed  here,  because  it  was  felt  it  would  lead  to  confusion. 

Why  would  it  lead  to  confusion?  Because  it  would  be 

making  the  map  more  complex ;  that  is  the  only  reason  it  is  not 
done. 

Would  it  not  give  greater  facility  in  examining  these  maps  to  have 

the  currents  indicated  by  arrows?  It  might  be  done.    It  did 

not  occur  to  me  when  I  made  this,  it  being  for  the  general  use  of 
the  Commissioners. 

What  is  the  rate  of  fall  upon  that  new  sewer  of  which  you  have 

spoken?  It  varies:  some  parts  are  about  half  an  inch  to 

ten  feet. 

Is  there  any  physical  reason  why  that  should  not  be  the  case 

from  the  beginning?  It  might  be  so  ;  but  it  was  not  considered 

necessary  to  get  a  greater  depth  than  would  suffice  for  the  drainage 
of  the  county.  At  the  north  end  of  the  Pavement,  Moorfields, 
the  depth  of  the  main  trunk  is  27  feet. 

You  consider. that  rate  of  fall  a  good  fall?  Yes;  the  water 

runs  from  Moorgate-street  at,  such  a  rate  that  I  cannot  stand 
against  it.  It  all  depends  upon  the  quantity  of  water.  The  same 
fall  with  a  small  quantity  of  water  will  be  sluggish,  when  a  large 
quantity  of  water  makes  a  torrent  of  it. 

Do  you  pay  attention  to  the.  uniformity  of  fall  in  carrying  up 

your  sewers  ?  No ;  we  only  give  the  fall  which  is  requisite  to 

obtain  sufficient  depth  to  provide  for  the  lowest  basement.  I  never 
like  to  be  less  than  12  feet  from  the  surface  at  the  head  of  a  branch 
if  I  can  avoid  it. 

Do  you  find  any  accumulations  in  the  sewers   We  do  nnd 

accumulations,  but  very  little  indeed.  There  were  large  accumu- 
lations in  old  sewers ;  but  generally  speaking,  the  sewers  cleause 

th.GmS6l.VGS . 

Do  any  of  your  sewers  meet  at  right  angles?  Yes;  some  of 

the  old  ones. 

Do  you  endeavour  to  obviate  that  mode  of  meeting  as  much  as 

possible?  Wherever  I  can.    Where  a  small  sewer  joins  with 

a  large  one,  and  it  happens  to  be  a  foot  or  two,  or  more,  above  the 
water-bed  of  the  sewer,  I  do  not  consider  that  it  is  then  a  matter 
of  any  moment  if  it  falls  perpendicularly. 

When  two  sewers  meet,  supposing  the  direction  of  the  main 
sewer  and  the  direction  of  the  tributary  to  be  at  right  angles  to 
one  another,  and  they  must  meet,  how  would  you  arrange  the 

actual  meeting?  The  actual  meeting  may  be  eased  even  it 

they  meet  at  right  angles,  by  curving  the  bottom  of  the  sewer 
downwards,  which  turns  the  water  down  easily. 

Do  you  endeavour  to  obtain  a  current  ot  drainage  from  the 

tributary  into  the  main  drain  in  the  line  of  the  main  drain  ?  

TThe  witness  produced  a  plan  for  the  addition  to  the  City  of 
Edinburgh  from  the  Carlton-hill  to  the  Lmks  of  Lejth,  made  by 
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him,  in  competition,  thirty  years  since,  with  the  suggested  system  Mr.  r.  Keiaey. 
of  sewa°"e;  and  also  a  plan,  made  early  in  1832,  of  the  projected 
sewers  from  London  Bridge  upward  into  Bishopsgate  and  Bread- 
street  Wards,  and  pointed  out  that  there  was  not  a  single  instance 
throughout  of  a  right-angled  junction,  all  being  either  in  acute 
angles  or  in  curves  of  large  radius.] 

Do  you,  in  practice,  in  the  City  of  London,  follow  that  system  ? 
_  1  do. 

Are  you  of  opinion  that  the  only  good  mode  of  connecting  one 
sewer  with  another  is  by  bringing  them  in  curved  lines,  so  as  to 
make  the  line  of  the  current  of  the  collateral  sewer  coincide  as 

much  as  possible  with  that  of  the  main  sewer  ?  It  is  such  a 

common-sense  principle  that  I  only  wonder  that  any  one  can  have 
departed  from  it. 

Do  you  show  upon  this  plan  the  connections  with  the  different 

houses  ?  No. 

Would  it  not  be  advisable  to  do  that? — —It  could  be  done  in 
the  course  of  time,  but  it  would  involve  great  labour.    My  in- 

-  spector  has  a  memorandum  of  every  private  drain.  He  has  a 
memorandum  of  the  outlet  of  every  drain  in  the  City. 

But  inlets  to  these  are  made  under  the  direction  of  the  Com- 
missioners of  Sewers  ?  In  the  new  sewers  they  are,  but  this  is  a 

very  old  line.  The  regulation  of  the  Commissioners  of  late  years 
has  been  this: — finding  that  there  was  a  great  deal  of  difficulty  in 

.  getting  individuals  to  make  the  drains  substantially,  the  Com- 
missioners have  required,  that  their  own  tradesmen  should  be  em- 
ployed to  do  the  whole  up  to  the  front  of  the  house.  Since  that 
plan  was  adopted,  in  1832,  every  drain,  excepting  those  which 
have  been  made  surreptitiously,  has  been  constructed  by  their  own 
workmen. 

What  is  the  charge?  5s.  6d.  a  foot. 

What  is  the  size  ?  1 5  inches. 

If  you  had  a  plan  of  this  kind  marked,  you  would  be  able  to 
state  that  such  and  such  a  drain  had  been  made  surreptitiously  ? 

•  My  inspector  can  do  that  from  his  book.    There  is  no  street 

in  the  whole  City  with  respect  to  which  I  have  not  memoranda 
of  the  surface. 

You  state  that  you  do  not  make  any  drains  at  right  angles 
when  you  can  avoid  it?  Not  generally. 

Would  you  make  any  at  all?  Not  willingly;  except,  for 

instance,  in  Moorgate-street,  where  the  fall  is  very  great. 

Do  not  you  consider  that  even  there  you  would  have  an  accu- 
mulation of  matter  ?  No;  by  curving  the  lip  of  it.  downwards 

you  get  rid  of  that,  and  it  runs  down  the  side ;  indeed  the  current 
w  so  great  that  it  is  impossible  that  anything  can  lodge  :  it  would 
oe  swept  away  immediately. 

What  do  you  consider  a  good  sectional  form  of  sewer  for  a 
main  sewer?  If  you  have  a  semicircular  top.  and  a  semicir- 

VOL.  ii.  p 
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Mr.R.  Keisey.  cular  bottom,  and  straight  sides,  I  think  that  all  the  conditions  of 
a  sewer  are  answered. 

What  are  the  sizes  of  your  main  sewer,  specifying  the  altitude 

and  the  diameter  of  your  semicircles  ?  Our  main  sewers  are 

very  large.  The  London  Bridge  sewer  is  10  feet  by  3  feet,  and 
that  is  oval  at  its  commencement,  and  it.  terminates  at  Moorgate- 
street  8  feet  3  inches  by  6  feet  9  inches. 

Do  you  divide  the  sewers  into  classes  according  to  their  size? 

 No  ;  the  smallest- sized  sewer  that  the  Commissioners  make 

in  a  long  street  is  4  feet  6  inches  by  2  feet  6  inches  on  the  average. 
The  other  sizes  are  5  feet  by  3  feet,  but  there  are  several  consider- 
ably larger  than  that,  where  large  quantities  of  water  are  expected 
to  come  in  from  the  Holborn  and  Finsbury  division.  The  outlet 
I  have  for  the  main  sewer  at  South-place  is  6  feet  6  inches  by  4 
feet  6  inches. 

How  did  you  calculate  the  size  necessary  for  that  outlet  ? —  — 
The  reasons  which  induced  me  to  adopt  that  size  are  contained  in 
the  following  statement  : — 

The  Bishopsgate-street  sewer,  which  receives  the  waters  of  Shoreditch  and 
adjacent  places,  being  5  feet  by  3  feet,  and  opening  into  the  Irongate  sewer, 
which  averages  8  feet  by  3  feet  8  inches,  is  at  times  overcharged,  and  pours 
back  the  upland  waters.  .    ,  „ 

The  sewer  in  Walbrook  and  Dowgate-hill,  which  received  waters  irom 
the  Finsbury  division,  was  built  5  feet  by  3  feet.  It  was  destroyed  in  1821, 
and  the  houses  endangered  by  continual  overcharges  from  the  upland  dis- 

The  ancient  Walbrook,  which,  at  the  most,  drained  the  lands  south  of 
Islington  and  Ball's  Pond,  &c,  must  have  been  much  more  capacious  than 
the  present  Fleet  sewer. 

The  Fleet  sewer,  which  drains  the  hollow  land  south-westward  ot  High- 
eate,  is  18  feet  6  inches  by  12  feet  at  the  mouth,  and  L2  feet  3  inches  by  1 1 
feet  7*  inches  at  the  City  boundary.  This  has  often  been  surcharged ;  and 
only  within  the  last  year,  the  culvert,  so  ably  constructed  at  its  mouth  by 
Mr.  James  Walker,  was  severely  injured  by  the  flood  consequent  upon  a 
thunder-storm.  , 

The  sewer  from  Moorfields  to  Holloway  appears  to  measure  upon  the 
map  about  three  lineal  miles.  In  process  of  time,  and  as  buddings  increase, 
it  may  throw  out  branches  in  all  directions,  and  the  three  miles  may  become 
thirty.  Not  only  all  the  atmospheric  waters  which  may,  upon  an  average, 
fall  within  the  vallev  south-eastward  of  Highgate  (or  at  least  a  large  portion 
of  them),  but  all  the  artificial  supplies  which  the  wants  of  its  yet  iuture 
inhabitants,  as  well  as  of  those  intermediate  between  Islington  and  Moor- 
fields, may  require  will  have  lobe  carried  off  by  the  City  sewers. 

In  anticipation  of  this,  and  knowing  the  disadvantages  attendant  upon 
sewers  of  too  small  capacity,  not  only  has  this  large  sewer  been  provided, 
but  it  has  been  kept  18  inches  deeper  than  the  Wilson-street  sewer,  so  that 
that  may  be  hereafter  deepened  should  circumstances  require  it  ;  and  pre- 
paration'has  also  been  made  for  the  reception  of  an  auxiliary  sewer,  ol  equal 
depth,  at  the  City  boundary  by  Finsbury-place. 

Understanding  Iw  the  term  "  dala  "  ascertained  facts  upon  which  to  raise 
a  calculation,  there  are  none  ;  but  I  think  there  are  sufficient  results  oi 
experience  to  justify  the  precaution  taken  by  me. 

As  some  proof  that  I  am  not  altogether  without  justification,  I beg  to 
observe  that,  since  the  work  was  begun,  Mr.  Roe  has  informed  me  that  the 
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water  has  risen  in  one  of  (he  shafts  in  Wilson-street  7  feet  above  the  crown   Mr.  it.  Kelsey. 
of  the  sewer,  although  the  Eldon-street  sewer  is  5  feet  by  3  feet  2  inches, 
the  London  Wall  Sewer  G  feet  by  4  feet,  and  the  main  trunk  increases 
from  8  feet  3  inches  by  6  feet  9  inches  to  10  feet  by  8  feet  at  its  mouth. 

With  respect  to  the  sizes  of  the  sewers,  you  have  mentioned 

three;  have  you  any  others?  For  courts  and  alleys  3  feet  by 

2  feet  2  inches;  that  is  the  average  dimension:  and  in  proportion 
to  the  number  of  the  houses  I  sometimes  make  them  4  feet  by  2 
i  feet  4  inches. 

You  generally  proportion  the  size  of  the  sewer  or  drain  to  the 

quantity  of  drainage  ?  That  is  the  general  object,  and  the 

maxim  of  the  Commissioners  is  never  to  make  any  sewer  so  small 
as  that  a  man  cannot  get  into  it  easily.  I  laid  before  the  Com- 
missioners, soon  after  I  became  their  surveyor,  a  report  (App. 
!  No.  2),  mentioning  the  dimensions  into  which  the  human  body 
could  be  conveniently  doubled,  which  I  recommended  to  form  the 
smallest  size ;  and  they  were  pleased  to  adopt  that,  and  that  has 

-  since  been  their  practice. 

What  is  the  minimum  size  ?  3  feet  by  2  feet  2  inches. 

The  necessity  for  having  the  sewer  so  large  that  a  man  may 
get  into  it  presupposes  accumulations  in  the  sewer,  which  are 

required  to  be  cleansed  out?  Yes;  in  small  lengths  of  400  or 

500  feet  accumulations  may  occur,  though  it  is  a  long  while  be- 
fore they  do,  which  have  to  be  cleared  out  at  times,  and  at  all 
times  they  will  have  occasion  to  be  examined. 

Have  you  made  any  observations  with  reference  to  the  quantity 
l  of  water  flowing  down  the  sewers  at  any  time  ?  No. 

You  say  that  some  of  your  sewers  are  elliptical,  or  egg-shaped, 
or  oval  ?  'They  are  true  ellipses  some  of  them.  Inclined 

-  sides  have  been  largely  used.    They  were  introduced  by  my  pre- 
decessor prior  to  1823. 

What  is  the  average  cost  of  your  sewer  of  the  size  4  feet  6 
inches  by  2  feet  6  inches  ?  It  varies  much  according  to  the 

•  situation,  according  to  the  depth,  and  according  to  other  circum- 

•  stances,  such  as  the  danger  of  execution. 

What  are  the  dimensions  of  the  brick- work  ?  14  inches  all 

round. 

Do  not  you  think  that  is  heavier  than  necessary  ? — ■ — 'I  do  not 
like  to  trust  anything  else,  I  think  the  Commissioners  of  Sewers 
ought  to  build,  as  it  were,  for  ever.    The  following  is  a — 


Statement  of  Failures  which  have,  apparently,  taken  place  in  consequence 
of  the  insufficient  strength  of  Sewers. 

The  Fleet-street  sewer,  built  in  1668,  and  varying  in  size  from  4  feet  3 
inches  by  2  feet  6  inches  to  4  feet  9  inches  by  3  feet,  and  (as  I  recollect  is 
noted  m  the  record  of  it)  built  with  9-inch  walls  and  14-inch  contrefortes  at 
intervals,  fell  in,  at  three  separate  places,  in  1715,  1725,  and  1739,  and  was 
rebuilt  with  14-inch  walls. 

The  sewer  of  Ludgate-hill  and  street,  built  soon  after  1666,  and  varving 
irom  4  feet  2  inches  by  2  feet  9  inches  to  4  feet  6  inches  by  3  feet,' was 
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Mr.  R.  Kelsey.  repaired,  in  1729,  from  St.  Paul's  Churchyard  down  to  the  Fleet  Ditch, "  the 
great  part  of  the  walls  having  fallen  in  and  the  paved  bottom  washed 
away."    In  1822  it  again  failed,  and  great  part  was  rebuilt  and  enlarged. 

The  sewer  in  Walbrook  fell  in  (1821),  and  a  body  of  earth  8  feet  square 
and  16  feet  high  was  washed  away. 

In  1838  part  of  the  sewer  in  King-street,  Smithfield,  fell  in,  leaving  a 
space  from  the  kerb  on  one  side  home  to  the  wall  of  the  houses  on  the  south- 
east side.  _  A 

The  19th  Charles  II.,  cap  3,  sec.  46  (1667),  the  Act  for  Rebuilding  the 
City  of  London,  now  repealed  as  to  sewers,  directs  that  sewers  5  feet  high 
and  3  feet  wide  shall  have  side  walls  l£  brick  thick,  the  top  arch  1  brick  on 
end  ;  the  bottom  to  be  paved  plain,  and  then  1  brick  on  edge  circular. 

The  ancient  brick  arch  of  the  Walbrook  sewer,  in  Lothbury,  was  l£  brick 
thick,  having  stood  about  four  hundred  years,  until  destroyed  in  1834. 

What  is  the  cost?  The  Commission  take  a  tender  for  the 

whole  work ;  there  is  no  division.  They  do  not  take  it  at  per 
yard,  but  it  is  for  the  whole  work ;  they  take  a  general  tender ; 
the  whole  is  done  for  so  much  money,  which  includes  everything 
that  is  to  be  done. 

Is  it  done  so  in  repairs  ?  In  repairs  it  is  done  by  day-work. 

New  gullies  are  measured  where  it  can  be  done. 

Do  not  you  think  it  would  be  possible,  by  altering  the  shape  of 
those  sewers,  to  make  9-inch  brick -work  answer  where  you  now 
put  14-inch  brick- work;  that  is  to  say,  make  a  cheaper  and  at 

the  same  time  as  strong  a  sewer?  1  think  not.    I  do  not  feel 

myself  justified,  as  an  officer  of  the  Commission,  in  recommending 
them  to  do  that  which,  if  they  went  into  a  court  of  justice,  they 
could  not  justify. 

Do  you  employ  what  is  called  flushing  ?  Never ;  only 

making  a  little  dam,  and  letting  out  the  stuff,  and  flushing  it  off; 
but  we  have  no  apparatus. 

Do  you  think  that  deposits  are  more  liable  to  accumulate  m  a 
sewer  with  a  flat  bottom,  or  in  a  sewer  with  a  curve  of  a  larger 

radius,  than  in  a  sewer  with  a  semicircular  bottom?  1  think 

very  little  indeed  j  it  all  depends  upon  the  quantity  of  water.  It 
you  had  a  sewer  with  a  flat  bottom,  and  plenty  of  water  in  it,  it 
would  wash  it  out.  ■ 

With  the  same  quantity  of  water  going  through  the  two,  whicn 

would  be  most  likely  to  accumulate  deposit  ?  The  flat  bottom 

with  the  same  quantity  of  water. 

What  is  the  usual  size  of  the  drains  that  lead  into  sewers  {  


15  inches  the  least. 

Are  the  materials  of  which  they  are  built  apt  to  become  porous 
in  course  of  time  ?  They  are  good  stock-bricks. 

Do  you  know  practically  whether  water  oozes  through  them,  and 

affects  the  ground  adjacent?  1  think  very  little.indeed  ;  it  might 

possibly  be  the  case 'in  some  very  old  drains  built  of  place-bricks, 
but  not  with  regard  to  any  that  have  been  built  within  my  know- 
ledge, nor  I  believe  any  built  by  respectable  builders. 

Are  any  of  your  drains  exposed  above  the  level  of  the  ground  • 
 No.  • 
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Have  you  noticed  any  such  drains  in  London  ?  No ;  the  only  mi.r,  Keisey. 

ones  I  ever  saw  above  ground  were  those  in  Moorfields  before  it 
was  built  upon,  and  which  were  even  with  the  surface,  because  it 
was  intended  to  raise  the  ground  over  them. 

How  were  they  covered?  With  brick  arches. 

Do  you  know  of  any  open  drains  in  London  that  stand  above  the 
level  of  the  ground  ?  Not  in  the  City. 

The  question  refers  to  drains  of  houses  ?  1  think  I  could 

mention  one  which  has  been  exposed,  but  which  is  covered  by  the 
floor  of  the  basement  story;  that  is  one  that  was  built  by  St. 
Bartholomew's  Hospital  long  before  the  Fire  of  London,  which 
passes  under  the  houses  in  Hosier-lane,  and  that  is  covered  with  the 
floor  of  the  houses,  but  it  is  covered  substantially;  it  is  not  open 
at  all. 

Do  you  happen  to  know  whether  there  is  any  smell  through  the 

-  structure  of  the  drain  ?  Not  through  the  drain  itself;  but  unfor- 
tunately that  sewer  being  exceedingly  ancient,  and  being  built  over 
by  very  old  houses,  has  been  exceedingly  ill-used,  so  much  so,  that 
in  endeavouring  to  rout  out  all  the  sewers,  in  order  to  make  a  plan, 
we  found  part  of  a  bedstead  in  that  sewer,  and  we  have  even  found 
dead  bodies,  or  at  least  coffins,  in  sewers.  In  one  which  passed 
under  a  churchyard  we  found  that  it  had  been  used  for  sepulture; 
that  they  had  broken  into  the  sewer  and  put  bodies  in  it. 

Who  do  you  imagine  had  done  so?  The  sexton  or  somebody, 

•  surreptitiously.  The  sewer  passed  through  the  graveyard ;  that 
was  the  case  of  the  old  town-ditch :  and  there  is  another,  a  private 
sewer,  which  was  only  discovered  by  having  permission  from  St. 

!  Paul's  Cathedral  to  turn  the  surface-water  into  one  of  their  drains. 

1  It  was  discovered  that  they  had  buried  the  beadle  of  the  parish  in 
the  sewer.  Perhaps,  being  dry,  it  was  supposed  to  be  an  old  vault, 
and  in  all  probability  was  a  mistake;  but  in  Cripplegate  church- 
yard my  inspector  discovered  in  his  explorations  that  the  sewer  had 
been  broken  in, — two  ledgers  (i.e.  flat  tombstones)  placed  upright 
at  each  end,  and  some  six  or  seven  coffins  deposited — some  flat,  some 
endways.    They  were  immediately  removed,  and  the  sewer  made 

.  good. 

Do  you  happen  to  know  any  drain  which,  covered  only  by  the 
floor  of  the  house,  appears  to  be  sound  and  well  made,  but  through 
which  offensive  evaporations  pass  ?  No ;  I  have  no  knowledge 

Do  you  think  the  ordinary  cement  would  prevent  the  passage  of 
effluvia?—- — That  would  be  my  impression. 

You  have  stated  that  in  some  instances  the  drain  passes  through 
a  churchyard;  have  you  observed  or  smelt,  in  passing  through  the 
churchyard,  a  peculiarly  disgusting  smell  from  the  emanations 

ram  the  churchyard?  Not  that  I  have  observed.    We  have 

P  that  g°  through  churchyards,  but  it  has  never  been  complained 
01.  1  have  not  perceived  anything ;  but  I  am  a  very  incompetent 
witness  upon  this  subject,  for  I  cannot  smell. 
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Mr.  r.  Kehey.      Is  there  a  drainage  from  the  churchyard  into  your  sewers;  from 
the  surface-water  percolating  the  ground  and  then  going  imo  the 

sewers  ?  1  do  not  imagine  that  there  is. 

Do  you  cleanse  some  of  your  drains  by  hand  ?  Yes,  the 

whole. 

What  is  the  annual  cost?  The  accounts  are  made  out  halt- 
yearly.  I  have  extracts  from  them,  from  which  it  appears  that 
they  amount,  upon  an  average,  to  469Z.  a-year.  But  that  I  must 
beg  leave  to  explain  to  the  Commissioners,  because  it  is  a  matter 
of  great  moment  as  regards  this  inquiry.  This  cost  has  arisen  frora 
the  circumstance  of  the  Commission  having  directed  a  plan  to  be 
made.  It  was  necessary  that  all  the  ancient  sewers  should  be 
explored  Many  of  them  were  found  completely  choked  up ;  no 
one  could  tell  how  long ;  and  before  the  men  could  pass  through 
they  were  obliged  to  be  cleared  out.  They  are  now  made  clear, 
and  probably  it  will  not  cost  one-third  of  this  in  future  years. 

Has  it  been  469Z.  each  year?  The  whole  has  cost  46S9Z.  m 

ten  years  ;  but  it  is  very  probable  that  they  will  not  cost,  one-third 
of  the  money  hereafter. 

What  is  the  contract  price  per  yard  for  cleansing  the  sewer  I — — 
About  3*.  Ual. ;  and  cartage,  which  is  4*.  2d.  upon  the  average, 

the  double  load.  . 

That  is  to  say,  6s.  per  yard?  Yes;  and  to  this  the  cost  of 

opening  the  man-holes  and  fencing  in  and  watching  has  to  be  added. 
The  quantity  has  been  15,143  yards  in  the  ten  years. 

Have  you  any  account  of  the  expense  previous  to  the  last  ten 
years  ?  No,  1  have  none ;  the  account  was  not  kept  so  syste- 
matically as  to  enable  me  to  state  it. 

Have  you  no  account  from  which  you  can  find  what  the  expense 

of  cleansing  the  drains  was  previous  to  those  ten  years?  JNo; 

the  cleansing  and  repairing  were  blended  together. 

You  have  stated  that  there  are  a  few  accumulations  m  the  sewers. 
Within  the  last  few  months  there  has  been  a  great  deal  of  evidence 
taken  from  medical  officers,  and  your  attention  is  requested  to  the 
following  statement  in  the  evidence  of  Mr.  Thomas  Abrahams,  a 
suro-eon     He  is  asked,  "  Are  you  aware  that  decomposing  matter 
is  allowed  to  accumulate  in  them?"— He  says,  "  1  es  5  very  recently 
thev  took  up  the  refuse  hi  our  street,  Old  Broad-street ;  it  smelt 
very  badly,  and  it  was  black  and  horribly  filthy."    He  is  asked, 
'<  How  loner  before  had  the  sewer  been  cleansed  ? — I  do  not  know; 
I  do  not  remember  its  having  been  cleansed  before  the  last  Sep- 
tember since  I  have  been  there,  which  is  about  nine  years.— Do 
you  remember  to  have  perceived  the  smell  from  the  sewers  betore 
the  last  September?— Yes;  there  is  a  gully-hole  near  my  own 
house  from  which  there  was  constantly  an  orlensive  smell :  it  is 
muchworse  after  a  thaw  in  winter,  or  a  shower  of  rain  m  summer. 
\  neighbour,  living  two  doors  from  me,  being  more  annoyed  by  it 
than  I  made  great  efforts,  and  at  length  succeeded  m  getting  it 
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trapped;  and  I  have  not  since  perceived  any  smell  from  it,  though  Mr. r. Kcisev, 
I  observe  it  now  in  other  places.  The  gully-holes  are  trapped 
now  in  most  of  the  respectable  streets,  but  in  the  bye  and  poor 
streets  they  are  not  trapped."  He  is  then  asked,  "  From  the  evi- 
dence which  has  come  before  you,  have  you  any  doubt  that  the 
existing  state  of  sewers  in  the  City  is  the  latent  cause  of  much 
disease  and  death?— I  have  not  the  least  doubt  of  it  in  the  world. 
.  A  great  deal  of  active  disease,  which  creeps  on  gradually  and 
insidiously,  may  be  traced  to  that  cause."    Do  you  consider  that  a 

correct  account  ?  1  think  I  can  explain  that.    Last  September 

the  Commissioners  were  about  to  repave  Broad-street,  and  they 
always  take  advantage  of  the  repavement  of  a  street  to  trap  the 
gullies;  and  when  the  gullies  had  to  be  trapped,  the  sewer  was 
cleansed  out,  as  a  matter  of  course,  to  commence  with. 

It  might  not  have  been  cleansed  for  nine  years  before?  

No. 

Mr.  Henry  Blenkarne,  a  surgeon  in  the  City  of  London  Union, 
is  asked,  "  Are  you  aware  that  in  respect  to  sewerage  it  is  the 
practice  to  allow  deposits  to  accumulate  in  the  sewers,  and  then, 
when  the  private  drains  are  stopped  up,  to  open  the  sewer  and' get 
out  the  deposit  by  means  of  buckets,  and  remove  it  in  carts  ?  Yes, 
am. — Have  you  seen  any  illness  result  from  this  practice?  I 
cannot  state  a  case,  though  I  have  no  doubt  of  its  highly  injurious 
effects ;  but  can  decidedly  speak  to  illness  arising  from  the  accu- 
mulations.   The  illness  is  just  the  same  as  from  cesspools  ;  a  low 
depressing  nervous  fever,  most  like  that  which  is  described  to  be 
the  form  of  the  jungle-fever.    In  November  or  December  last  they 
were  taking  up  the  deposits  from  the  sewers  near  Broken  Wharf, 
■  in  Upper  Thames-street ;  the  stench  from  it  was  quite  sufficient  to 
have  produced  any  fever ;  it  was  not  within  my  district,  and  I  do 
not  know  what  were  the  effects.     Fortunately  there  was  clear 
weather,  and  the  wind  blew  towards  the  river. — Have  you  any 
doubt  that  the  removal  of  such  refuse,  as  well  as  the  accumulation, 
must  be  attended  with  danger  to  life  ?    Yes ;  if  any  person  in  a 
state  of  mental  or  bodily  depression  were  exposed  to  such  an  in- 
fluence it  would  produce  low  fever,  it  would  be  dangerous  in  pro- 
portion as  it  was  stagnant. — In  passing  through  the  City,  have  you 
been  assailed  with  smells  from  gully-holes  ?    Only  yesterday,  in 
passing  through  the  City,  the  smells  from  many  of  the  gully-holes 
were  very  offensive  ;  and  several  medical  friends  agree  with  me  in 
attributing  extremely  prejudicial  consequences  as  arising  from  this 

cause."  The  Commission  have  no  sewer  at  Broken  Wharf ;  I 

do  not  know  what  particular  sewer  it  refers  to.  The  sewer  in 
Thames-street  has  been  occasionally  obstructed  by  floating  sub- 
stances washed  there  by  the  river,  and  occasionally  the  head-water 
has  not  been  sufficient  to  cleanse  it. 

Have  you  any  doubt  as  to  the  accuracy  of  these  statements? 
 1  never  for  a  moment  doubt  the  truth  of  any  statements  made 
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Mr.  li.  Keisey.  by  a  respectable  man  ;  and  as  to  the  matters  of  opinion,  upon  those 
1  am  not  competent  to  form  any  judgment. 

Dr.  Wray,  another  medical  officer  of  the  West  London  Union, 
is  asked,  "'Do  the  sewers  often  emit  offensive  effluvia?  Very 
often,  even  in  the  large  public  streets.    I  was  standing  the  other 
day  at  a  snuff  shop  in  Fleet-street,  when  the  effluvia  from  the  gully- 
hole  of  the  sewer  was  so  bad  that  it  was  scarcely  endurable.  The 
people  in  the  shop  could,  not  remain  there  without  shutting  the 
door. — Is  there  no  cleansing  the  sewers?    Yes;  there  is  much 
cleansing  going  on.    For  example;  the  other  day  the  sewers  were 
cleansed  in  Water-lane  by  taking  off  the  top  and  removing  the 
deposit  by  buckets,  and  carting  it  away.    They  have  been  putting 
a  new  sewer  in  Water-lane,  Shoe-lane,  Fetter-lane,  and  Chancery- 
lane,  all  in  my  district.— Effluvia,  however,  still  escapes  from  the 
main  sewers  into  the  streets  ?    Yes,  it  does ;  and  that  is  perhaps 
as  bad  for  the  public  as  the  other  is  to  the  poor.    At  the  present 
moment  there  is  a  great  deal  of  fever  in  the  neighbourhood."  He 
is  then  asked,  "  Does  the  state  of  filth,  and  the  effluvia  caused  by 
defective  sewerage,  by  cesspools  or  privies,  and  decomposing  refuse 
kept  in  dust-bins,  powerfully  affect  the  health  of  the  population  ?" 
 He  says,  "  Yes,  it  does.    It  always  occasions  a  state  of  depres- 
sion that'  renders  persons  more  liable  to  be  acted  upon  by  other 
poisons,  even  if  it  be  not  the  actual  cause  of  it.    The  line  of  habita- 
tions badly  cleansed,  and  in  this  condition,  almost  formed  the  line 
of  cholera  cases.    From  some  of  these  places,  such  as  Plough- 
court,  Fetter-lane;  Plumtree-court,  Shoe-lane;  Robinhood-court, 
Shoe-lane;  Water-lane,  Fleet-street;  Lombard-street,  in  Bouverie- 
street;   Silver-street,  also  leading  from  Bouverie-street ;  Field- 
lane,  Union-court,  Plough-court,  Holborn-hill,  we  have  still  con- 
stantly fever  cases.    All  these  places  are  distinguished  by  filth 
and  want  of  drainage,  and  proper  washing.    Nine-tenths  of  the 
diseases  come  from  these  filthy  places."    Is  that  a  correct  state- 
ment ?  I  think  it  is  rather  overcharged.    There  are  places  as 

to  which  I  can  explain  whether  they  are  drained  or  not.  Lombard- 
street  in  Bouverie-street,  has  a  drainage  which  is  not  very  good ; 
it  was  built  by  the  person  who  built  Serjeant's-inn.  Union-court, 
Holborn,  is  in  this  situation,  that  the  whole  of  the  broad  part  is 
occupied  by  vaults,  and  there  would  be  considerable  difficulty  in 
getting  a  sewer  through  it.  Plough-court,  part  of  Plumtree-court, 
and  Robinhood-court,  have  old  but  shallow  drainage  ;  Water-lane 
has  a  new  sewer  throughout. 

With  respect  to  the  district  near  St.  Botolph's,  Bishopsgate.  you 
have  been  making  some  considerable  improvements  in  the  drainage 

there,  and  in  Half  Moon-street  and  that  neighbourhood?  Yes, 

upon  the  representation  of  Mr.  Porter ;  immediately  he  complained 
of  it  to  Mr.  Tagg,  who  is  one  of  the  Commissioners,  and  the  thing 
was  taken  up  directly.  . 

How  long  ago  was  that?  Last  year,  when  it  was  mentioned, 
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and  the  Commissioners  took  the  first  opportunity  of  driving  a  new  Mr.  r.  KeUey. 

sewer  there ;  they  commenced  the  work  in  November,  1842. 

.   Have  you  yourself  visited  those  places,  and  do  you  know  their 

state?  -Yes.  .  •  j 

Have  you  for  ten  years  past,  from  time  to  time,  visited  those 

districts,  so  as  to  be  acquainted  with  them  ?  Yes,  and  I  have 

taken  plans  of  them  all.  \ 

ire  you  not  aware  that  those  districts  had  been  very  much 
neglected,  and  that  at  present  they  are  in  a  very  bad  state,  and 
have  been  so  for  many  years  past  ?  They  have  ;  and  I  men- 
tioned before  the  reason,  that  they  wanted  an  outlet. 

Do  you  know  these  places,  Thompson's-court,  Thompson's- 
rents,  Baker's-court,  Providence-place,  and  Campions-buildings, 
where  it  is  stated  fever  prevails  nearly  the  whole  year  round,  and 
that  it  also  prevails  very  much  in  Blyth's-buildings,  Lamb-alley, 
Dunnings-alley,  Sweet-Apple-court.,  Montague-court,  Artillery- 
lane,  Rose-alley,  and  Catharine-wheel-alley;  it  is  stated  that, 
«  These  places,  all  of  which  are  badly  drained,  and  not  regularly 
,  cleansed,  are  seldom  without  fever  for  any  length  of  time."  Have 

you  any  doubt  that  that  is  the  fact?  It  is  not  quite  the  fact. 

Baker's-court  has  a  drainage  into  an  ancient  sewer,  so  has  Thomp- 
son's-rents  and  Green-dragon-yard. 

Is  the  drainage  in  Baker's-court  good  ?  1  cannot  tell;  it  is  a 

private  drainage. 

Then  you  do  not  take  cognizance  of  that  stale  of  the  drainage 

in  Baker's-court?  Not  in  private  drainage:  the  drains  run 

through  private  houses. 

What  is  the  state  of  the  sewer  there?  The  sewer  is  shallow, 

but  it  is  large  enough  for  me  to  pass  through.  The  Commission 
have  repaired  and  cleansed  the  whole  line,  and  rebuilt  part. 

That  sewer  was  amply  sufficient  for  the  drainage  of  those 
houses  ?  Yes ;  but  it  was  only  about  seven  feet  deep. 

There  is  not  a  drain  down  the  court?  There  is  not  a  drain 

through  the  court,  but  only  from  the  houses. 

What  state  is  the  gully  in  ?  -I  have  no  reason  to  believe 

that  it  is  other  than  open.  The  Commissioners  are  gradually 
going  on  trapping  the  whole  of  them. 

Are  you  cognizant  that  the  people  at  the  next  door  to  it  cannot 
open  their  windows  on  account  of  the  stench  that  comes  from  it  ? 
 1  do  not  know  that. 

Do  not  you  or  your  sub-inspector  from  time  to  time  look  at  the 

state  of  those  things?  No;  unless  circumstances  lead  us  to 

them. 

You  have  had  no  complaints  ?  No  ;  if  any  complaint  is  made, 

it  is  remedied  at  once. 

If  you  had  received  a  complaint  it  would  have  been  remedied  ? 
 Yes ;  if  the  parties  would  take  the  trouble  to  come  to  Guild- 
hall it  would  be  remedied. 
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Mr. B.Keiwy.      Is  not  it  your  duty  as  inspector  to  go  and  inspect  it?  There 

are  above  50  miles  of  public  street,  above  1000  distinct  places,  and 
above  .35  miles  of  sewer  in  the  City  :  it  is  obviously  impossible  to 
know  everything  at  all  times  respecting  them. 

Do  you  know  Thompson's-rents  ?  Yes. 

Is  there  any  drainage  there?  The  same  kind  of  drainage. 

The  sewer  passes  under  the  privy. 

Have  you  had  occasion  to  inspect  Thompson's-rents  ?  Only 

the  cleansing  of  the  sewer. 

Do  you  know  whether  it  is  in  a  clean  and  decent  state,  or  the 

contrary  ?  The  inner  court  may  not  be  in  a  clean  and  decent 

state,  but  it  is  a  private  place,  and  the  Commission  would  be  tres- 
passers in  going  into  it.  They  have  nothing  but  the  drainage, 
which  has  existed  countless  years  before  the  houses  were  built,  it 
having  been  one  of  the  rills  which  fed  the  W  alb  rook.  The  Com- 
missioners are  now  constructing  a  sewer  along  Half  Moon-street, 
and  they  ha  ve  provided  branches  for  entering  those  points.  These 
are  in  process  of  execution. 

With  respect  to  Blyth's-buildings,  Lamb-alley,  Dunning's- 
alley,  Sweet-Apple-court,  and  so  on,  which  are  stated  to  be  all 
very  badly  drained,  and  not  regularly  cleansed,  and  seldom 
without  fever  for  any  length  of  time  ;  those  are  populous  districts  ; 
what  is  the  reason  that  no  drainage  has  been  made  into  those 

districts  till  last  year  ?  There  was  not  depth  enough  in  the 

sewer  in  some  places  to  drain  them.  In  Lamb-alley  you  go  four 
or  five  feet  down  from  Sun-street. 

What  is  the  reason  that  you  have  not  made  any  sewer  into 

those  populous  places?  The  Commission  were  not  able  to  do 

it ;  it  is  only  within  the  last  few  months  that  they  have  obtained 
permission  to  pass  through  some  private  property  belonging  to 
0     St.  Bartholomew's  Hospital,  which  enabled  them  to  make  this 
improvement. 

The.  fact  is  that,  those  populous  districts  are  not  drained  ?  

Parts  of  them  were  imperfectly  drained,  and  the  men  are  now  at 
work  building  sewers  in  them. 

You  have  made  a  drain  along  Sun-street  ?  There  is  a  sewer 

through  Sun-street. 

How  long  has  that  been  made  ?  Forty  or  fifty  years. 

In  Half  Moon-street  what  has  been  done? — — In  Half  Moon- 
street  the  Commission  are  now  at  work  building  a  sewer.  There 
was  a  short  length  of  sewer  at  the  east  end. 

You  are  aware  that  all  that  part  is  extremely  filthy  and  dirty. 

and  that  the  surface-water  lodges  in  everv  direction  about  it  ?  

1  am  quite  aware  of  that,  and  I  have  been  doing  everything  I  could 
to  carry  the  improvement  into  effect. 

Are  the  draining  and  cleansing  of  that  neighbourhood  under  the 
jurisdiction  of  the  City?  They  are. 

You  are  aware  that  they  are  in  a  very  bad  state?  1  am 
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aware  of  that.  But  the  Commission  are  now  labouring  under  a  Mr.  11.  Keisey. 
difficulty.  They  have  been  desirous  of  introducing  the  sweeping- 
machine,  and  they  agreed  to  give  1400/.  a-year  more  for  having 
it  done  by  the  machine  than  they  would  have  to  pay  for  having  it 
done  by  hand-labour.  Gore,  the  contractor,  offered  to  cleanse  the 
whole  "City,  by  hand,  for  3200/.,  and  to  do  it  with  Whitworth's 
machine  for  1400/.  more,  which  would  amount  to  4600/.  From 
this  has  to  be  deducted  400/.  for  the  collection  of  ashes  from  the 
houses  (technically  "  Dusting"),  reducing  the  total  cost  to  4200/. 
The  Commission  agreed  to  give  the  large  sum  of  1400/.  more, 
hoping  the  machine  would  sweep  ths  streets  more  effectually. 
The  courts  and  alleys  must,  however,  still  be  swept  by  hand. 
Messrs.  Whitworth  themselves  offered  to  do  the  cleansing  for 
6500/.  An  offer  was  also  made  by  Dodd  to  pay  for  the  dusting 
600/.,  which  would  have  reduced  the  whole  cost  to  5900/.  They 
subsequently  offered  to  do  the  work  at  Gore's  price,  undertaking 
to  find  a  man  who  would  cleanse  the  courts  for  the  dust;  but 
ultimately  it  was  arranged  that  Gore  should  do  the  work,  and  they 
supply  him  with  eight  machines. 

Can  you  state  the  number  of  men  employed  in  cleansing  the 

surface  ?  1  have  learnt  that  67  men  are  generally  employed  in 

that  work,  exclusive  of  the  masters  and  foremen,  and  also  of  the 
men  employed  in  collecting  dust. 

You  have  stated  that  there  are  50  miles  of  streets,  and  it  is 
stated  that  the  carriage-ways  amount  to  354,250  square  yards, 
and  that  the  inaccessible  courts  and  alleys  amount  to  150,900 
square  yards  ?  Yes,  I  believe  that  is  correct. 

Making  a  total  of  505,150  square  yards  to  be  swept  for  the 

surface  cleansing  of  the  streets?  The  main  streets  are  cleansed 

every  day ;  the  others  are  cleansed  twice  a-week,  or  three  times 
a-week ;  and  all  the  courts  and  alleys  ought  to  be  cleansed  twice 
a-week. 

Are  you  certain  that  that  is  done  ?  No,  I  am  not  certain 

that  it  is.  It  is  the  inspector's  duty  to  see  to  it;  but  I  have  faci- 
litated Mr.  Whitworth's  views  as  much  as  possible,  because  I  am 
desirous  of  seeing  it  better  done  than  it  ever  has  been. 

W hat  is  the  contract  price  for  cleansing  those?  4200/.,  the 

party  taking  the  dust  from  the  houses. 

Ought  they  to  go  once  a-week  to  take  away  the"dust  ?  They 

;  go  when  they  are  called. 

Does  your  inspector  go  from  time  to  time  to  see  whether  there 

are  any  complaints  among  the  inhabitants  upon  that  subject  ?  

Yes ;  it  is  his  business  to  do  it.  The  inspector  of  that  district  is 
a  very  active  and  very  intelligent  officer.  There  is  more  difficulty 
in  getting  those  people  to  be  clean  than  you  can  conceive. 

But  it  is  the  duty  of  the  inspector  to  see  that  the  contractor 

sweeps  and  cleanses  those  places?  Yes;  but  if  the  inspector 

stands  over  the  men  and  sees  a  court  cleansed  out,  within  half  an 
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Mr.  r.  Keisey.  }lour  after  half  a  cartload  of  dirt  will  be  brought  out  by  the  inha- 
bitants, and  put  down  in  it. 

If  the  inspector  has  not  enforced  the  cleansing  of  it  from  month 
to  month  he  has  omitted  to  do  his  duty  ?  No  question  about  it. 

The  question  is  that  those  places  are  seldom  or  never  visited 
by  the  scavenger? — — If  the  meanest  inhabitant  of  the  almshouses 
in  Gingerbread-court  were  to  come  to  Guildhall  any  day  and 
make  a  complaint,  it  would  be  attended  to. 

How  do  you  account  for  those  places  being  in  such  a  filthy 

condition  at  the  present  time  ?  1  cannot  account  for  it  beyond 

the  filthiness  of  the  people. 

The  question  is  with  reference  to  those  places  being  unswept 
and  apparently  uncleaned  from  time  to  time,  the  surface  draining 

being  in  the  worst  possible  condition?  There  may  be  a  reason 

for  the  state  of  the  surface.  The  Inspector  of  Pavements  was 
perfectly  cognizant  of  the  Commissioners  intending  to  make  a 
sewer  there,  and  it  was  not  worth  while  to  repair  the  pavement 
twice  over. 

Here  is  Catherine- Wheel-alley,  and  Widegate-alley,  and  other 
places  in  that  neighbourhood.  Are  you  aware  of  a  great  deal  of 
defective  drainage  in  those  places?  Yes;  and  I  have  instruc- 
tions from  the  Commissioners,  as  soon  as  I  am  able,  to  make  a 
sewer  in  Catherine- Wheel-alley,  and  Widegate-alley,  and  Ar- 
tillery-street. The  two  last  have  for  years  had  some  obscure 
private  drainage. 

And  Rose-alley  ?  Rose-alley  is  partially  drained,  not  by  a 

public  sewer,  but  there  is  a  drain  running  under  the  whole  of  the 
houses  at  the  west  end. 

You  are  aware  that  the  sewerage  and  drainage  are  in  a  very  de- 
fective condition  ?  1  am  aware  of  it.    I  have  called  the  attention 

of  the  Commissioners  to  it.  They  have  ordered  me  to  build  sewers 
in  them ;  and  I  am  to  do  the  same  with  respect  to  Gravel-lane, 
Stoney-lane,  and  Duke's-place. 

Are  you  aware  that  that  being  the  poorest  and  most  destitute 
portion  of  the  district  nothing  has  been  done  in  the  way  of  drainage  ? 
 1  am  aware  of  that. 

Has  not  the  surface-drainage  also  been  neglected  ?  1  he 

surface-drainage  has  always  been  attended  to. 

You  say  that  at  present  attention  is  paid  to  it,  and  it  will  be 
remedied  ?  It  is  ordered  to  be  done. 

You  know  these  places  yourself?  Yes. 

You  know  that  they  are  very  miserable  and  dirty  places  ?  

Yes. 

Do  you  know  that  fever  is  constantly  prevalent  in  some  of  those 
places?  I  do  not  know  it  as  a  fact,  but  I  can  quite  believe  that 

it  would  be  so.  .  .« 

Have  you  in  passing  into  them  yourself  perceived  offensiV* 
smells  from  the  privies  and  so  on  constantly  coming  out?  No, 
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I  cannot  smell,  but  I  know  it  is  bad,  and  I  have  been  desirous  of  Mr.  K.  Keisey. 

doinc  everything  that.  I  could  for  those  poor  neighbourhoods.  I 

may  mention  one  circumstance  which  I  think  will  exonerate  the 

Commissioners  from  any  suspicion  of  having  a  feeling  in  favour  of 

rich  neighbourhoods, — that  before  I  became  their  officer,  and 

before  they  had  a  new  and  deep  outlet  into  the  Thames,  the  north 

of  Cheapside  was  much  better  drained  than  anything  south,  because 

that  was  the  worst  and  poorest  neighbourhood,  and  they  had 

turned  their  attention  to  that  first. 

You  cleanse  the  drains  at  present  by  hand.    Do  not  you  think 
it  would  be  possible  to  avoid  cleansing  them  by  hand  by  scouring 

them  by  water?  lam  looking  to  that  experiment  with  some 

i  anxiety;  it  is  now  being  tried  in  the  Tower  Hamlets,  and  we  shall 
then  ascertain  whether  it  will  do. 

You  are  at  present  in  the  habit  of  damming  up  heads  of  water, 

and  using  them  to  scour?  Yes,  occasionally. 

They  would  not  only  scour  the  main  sewers,  but  also  the  col- 
lateral sewers  ?  The  main  sewers  would  not  want  cleansing; 

the  current  is  such  that  they  hardly  ever  collect  any  deposit,  except 
where  there  is  a  little  hollow,  and  that  I  am  now  curing.    As  a  proof 
how  little  need  be  done  in  a  main  sewer,  1  may  remark  that  that 
*  which  crosses  Smithfield  was  actually  forgotten  by  the  residents; 
i.and  when  I  mentioned  it  to  the  Deputy,  who  had  lived  in  Smith- 
field  a  large  portion  of  his  life,  he  told  me  that  he  knew  nothing 
itabout  it.    It  had  been  built  about  70  years,  and  no  one  of  the  in- 
habitants ever  knew  it  to  be  cleansed. 

You  make  the  following  statement  in  your  Report,  page  49  : — 
"  There  is  a  wide  difference  between  that  which  is  so  fluid  as 
.rairly  and  honestly  to  flow  through  the  gratings  and  that  which 
iias  to  be  forced  down  by  brooms  or  broom-handles ;  a  practice 
interdicted,  and,  as  I  take  it,  notwithstanding  the  new  light  which 
is  striving  to  blind  us,  very  wisely  interdicted  by  the  Legislature." 

■is  that,  an  objection  to  the  flushing  system  ?  Not  an  objection 

•to  the  flushing  system,  but  an  objection  to  turning  the  whole  filth 
Df  the  streets  into  the  sewers ;  for  it  has  been  recommended  that  all 
:he  filth  of  the  streets  should  be  washed  down  the  gullies  into  the 
sewers,  and  so  into  the  river. 

Have  you  paid  attention  to  the  force  of  the  water  in  carrying 
iway  substances  in  suspension,  and  the  hydraulic  principles  on 
which  the  practice  of  flushing  is  founded?  1  have  read  state- 
ments in  books,  which  I  dare  say  are  perfectly  correct;  but  I  am 
exceedingly  doubtful  if  you  can  get  a  stream  of  water  in  a  sewer  to 
sweep  away  angular  sand.  It  cakes  down  when  the  sewer  has 
c»een  lor  some  time  not  cleansed,  though  it  has  had  a  large  run  of 
water  over  it,  and  we  are  obliged  to  get  pickaxes  to  divide  it. 

Has  been  stated  that  drains  containing  the  sweepings  from 
lacaitamized  roads  nine  inches  deep  have  been  swept  by  flushing  ? 
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Mr.  r.  Keisey.  1  must  say  that  I  doubt  it.    If  the  stuff  of  Macadamized 

roads  be  clay,  a  large  portion  of  it  will  go ;  it  is  only  the  harder 
parts,  as  the  quartz,  that  would  remain,  all  the  detritus  of  the 
felspar  will  go  away.  It  is,  in  fact,  a  clay,  which  can  to  some  ex- 
tent be  held  in  suspension  in  water. 

Then  what  do  you  fear  being  swept  from  the  roads  into  the 

sewers  ?  The  gravel  and  stones.    I  find  bricks ;  I  find  even 

paving-stones  in  the  sewers. 

Is  that  a  general  thing? — ^-It  is  to  a  much  larger  extent  than 
would  be  supposed. 

Supposing,  upon  experiment,  it  should  be  found  that  the  flush- 
ing system  is  beneficial,  you  would  have  no  objection  to  adopt  it? 
_T_None  at  all.  The  Commissioners  would  be  glad  to  adopt 
anything  that  is  found  beneficial. 

Your  sewers  are  made  of  the  size  for  a  man  to  go  up.  That  is 
for  the  purpose  of  removing  deposits  which  may  take  place.  Sup- 
posing the  flushing  system  should  be  found  effectual,  will  it  not 
enable  you  to  make  sewers  of  a  smaller  size  than  a  man  can  get 

up,  and  at  a  cheaper  rate  ?  No ;  they  would  still  have  to  pass 

through  the  sewers  occasionally  to  examine  them ;  for  example,  to 
examine  whether  the  sewer  has  been  injured  by  any  person  break- 
ing a  drain  into  it.  You  must  have  it  large  enough  for  a  person 
to  pass  through. 

You  do  not  contemplate  that  for  the  purpose  of  draining  alleys 
or  small  streets  it  will  be  possible  to  have  any  drain  less  than  a 

man  can  pass  up?  1  think  they  ought  not  to  be  less. 

Then  if  other  engineers  and  surveyors  are  of  that  opinion,  you 

think  they  are  wrong  ?  Either  they  are  wrong,  or  I  am  wrong. 

You  might  require  the  sewers  so  large  that  it.  would  be  neces- 
sary to  have  man-holes  in  order  to  go  down  and  cleanse  them?  ft 

A  gully-shoot  and  a  man-hole  are  in  the  City  identical.  My 
stench -traps  are  so  large  that  we  can  occasionally  take  up  the 
grating,  and  a  man  goes  down,  without  opening  the  street,  into  I 
the  sewer. 

What  is  the  cost  of  making  a  junction  from  a  house  into  the 

sewer?  The  whole  cost  of  the  drain  from  the  house  to  the 

sewer  is  5s.  6d.  per  foot. 

How  much  does  that  come  to  upon  the  average?  It  depends 

upon  the  width  of  the  street. 

Do  you  consider  that  it  is  necessary  to  have  the  dram  as  large 

as  15  inches?  1  should  be  very  sorry,  in  any  little  property  1 

possessed,  to  make  anything  less  than  that.  My  predecessor  had 
a  court  of  houses,  and  he  built  a  drain  12  inches  wide,  and  at  one 
part  it  was  nearly  two  feet  six  inches  deep ;  at  the  upper  end  it 
was  shallower ;  and  it  was  placed  immediately  under  the  water- 
butts  at  the  back  of  the  houses,  passing  through  the  cesspools  and 
the  privies,  and  constructed  so  that,  by  fair  usage,  it.  ought  to  have 
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remained  untouched  for  50  years  ;  but  it  was  constantly  obstructed  Mr.  R.  Keisey. 
by  the  carelessness  and  wantonness  of  the  inhabitants.    At  one 
time  I  found  actually  a  butter-firkin  purposely  stuck  in  the  drain 
to  stop  it.    That  shows  how  requisite  it  is  to  have  a  large  drain. 

You  do  not  think  a  nine-inch  barrel-drain  or  a  twelve-inch  barrel- 
drain  would  be  sufficient  ?  It  would  not  be.    I  should  not  be 

satisfied  with  it  myself. 

You  think  they  should  not  be  less  than  15  inches?  Yes.  I 

mean  outside  the  house.    It  is  a  very  old  regulation  of  the  Com- 
missioners. 

And  that  rule  applies  equally  to  large  houses  and  to  small  ?  

Yes ;  I  should  say  more  to  a  small  house,  because  the  drain  is 
more  likely  to  be  ill  used. 

Then  the  expense  of  5Z.  or  61.  for  communication  between  the 
sewer  and  the  house  is  the  same  in  a  small  house  as  in  a  large  ? 

 It  would  be  if  the  length  was  the  same,  but  generally  the 

length  is  much  less.    Many  drains  cost  less  than  21. 

You  think  that,  upon  consideration  of  the  whole  subject,  it  will  not 
do  to  have  them  of  nine  inches,  or  any  smaller  diameter  than  fifteen 

nches?  .Not  in  the  street;  not  under  the  public  way. 

Are  you  not  aware  that  the  expense  thrown  upon  the  in- 
habitants of  those  poorer  class  of  houses  is  one  reason  that  prevents 

heir  communication  with  the  drains?  1  doubt  it  very  much. 

You  do  not  think  the  expense  is  the  objection  ?  1  do  not  think 

n;hat  is  the  objection,  except  that  some  persons  do  not  like  to  spend 
sixpence  upon  anything ;  but  a  man  with  proper  feeling  would 
tfever  regard  that  expense. 

You  have  never  contemplated  the  communication  between  the 

minks  and  those  smaller  sewers  bsing  made  by  vitrified  pipes?  

vNo.    If  there  was  an  obstruction  in  such  a  pipe,  the  difficulty 
■vould  be  in  cleansing  it.    If  they  were  made  larger  they  might 
-succeed.    They  might  be  made  15  inches  in  diameter  for  cross 
drains  under  the  street. 
Have  you  had  any  suggestions  for  making  them  of  that  material  ? 
-None  at  all. 


Do  you  think  they  would  succeed?  They  would  succeed  if 

fiey  would  come  to  a  less  price  for  the  same  size. 

You  think  the  small  diameter  of  four  or  five  inches  would  not 
3e  sufficient  ?  No ;  half  a  brick  would  stop  it. 

Supposing  they  were  well  supplied  with  water  and  had  a  proper 
nclinatioii,  you  think  they  would  not  be  sufficient  ?    ■   -No ;  be- 
cause in  poor  houses  you  can  never  keep  them  free  from  coals 
•inders,  bottles,  broken  pots,  and  all  kinds  of  hard  rubbish. 

Supposing  there  was  a  stench-trap  at  the  top  of  them  over  the 

Jrain,  do  you  think  that  would  be  sufficient?  Yes,  it  might; 

out  the  people  would  wrench  away  the  grating  directly.    In  former 
ays,  When  it  was  considered  illegal  for  night-soil  to  come  into  the 
>ewers,  the  Commissioners  always  required  a  fine  grate  to  be  at 
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Mr.n.KeUey.-  the  head  of  the  drain;  but  of  late  years,  since  the  introduction  of 
water-closets,  they  have  not  been  rigid  in  that  rule,  and  nltn  oi 
every  kind  comes  into  the  sewers. 

You  have  no  power  of  compelling  the  inhabitants  ot  houses 
adjacent  to  sewers  to  communicate  with  the  sewers  ?-— None. 
Do  vou  think  that  some  such  power  properly  guarded  would  be 

advantageous  for  the  health  of  the  district?  1  have  thought  a 

o-reat  deal  upon  that  subject,  and  it  appears  to  me  if  landlords 
were  obliged  to  have  drains  carried  from  the  sewer  to  the  front  o 
the  houses  it  would  be  an  exceedingly  good  thing,  but  that  it 
would  be  very  obnoxious  for  public  officers  to  break  into  a  private 
house  and  to  make  drains  for  them.  In  cases  where  I  have  been 
asked  my  opinion,  I  have  advised  the  landlord  to  build  the  dram 
outside  the  house  and  the  lessee  those  inside  it.  Both  have  been 
pleased  with  the  suggestion,  and  have  acted  upon  it. 

Would  not  it  be  desirable  to  have  the  power  of  compelling  it  to 

be  done?-  It  would  be  desirable. 

Do  not  you  think  that  there  should  be  some  regulation  that 
cesspools  should  not  be  sunk  below  the  level  of  the  common-sewer? 

 I  do  not  think  that  it  would  be  desirable.  ^ 

It  was  an  old  rule  that  the  night-soil  should  not  be  Discharged 

into  the  sewers,  was  it  not?  Yes. 

It  is  now,  to  a  certain  extent,  acted  upon  except  that  the  water- 
closets  discharge  themselves  into  the  sewers  ?  1  believe  they  all 

d0Doathe  privies  go  into  the  sewers?  Yes;  the  drain  from  the 

privy  flows  into  the  sewers.  .  .  ? 

Do  not  you  consider  it  desirable  that  every  privy  should  do  it  I 

 Yes  ...  , 

That  there  should  be  drains  running  from  the  privies  into  the 

cesspools?  Yes;  but  then  you  would  want  a  catch-pit  at  die 

head  of  the  drain  to  prevent  other  matter  going  in 

But  it  would  be  desirable  that  the  contents  of  the  drains  should 

go  into  the  sewer? — Yes.  ,:'     .    tVla  _mai 

To  what  extent  do  those  materials  accumulate  in  the  small 

drains  ?  To  a  large  extent. 

Pottery-ware  anAottles?  Yes,  and  coals  and  refuse; 

fact,  all  the  refuse  of  the  house  is  thrown  down  the  privy  ,  that  13 
the  commonest  thing  that  can  be  „ 

Is  that  where  there  is  an  ash-pit  provided?— \es,  it  always 
is  so  among  poor  people,  and  even  among  the  servants  ot  the 

piCDo  you  not  think  it  would  be  practicable  to  use  a ^  grating  that 

would  prevent  all  that?  You  might  have  a  grating  at  the  tag 

of  he  drain  to  prevent  it  running  into  the  sewer;  bu  you  could 
not  preyent  the  head  of  the  drain  being  filled  up  by  those  peopte. 
it  s  nol  the  father  and  mother  merely,  but.  all  the  children,  wta 
throw  everything  clown  the  privies  as  a  matter  of  course. 
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Just  now  you  mentioned  in  your  evidence  that  a  certain  sum  per  Mr.' ft.  keUey. 
annum  for  the  last  10  years  had  been  expended;  and  you  said 
that  some  of  the  cost  was  for  searching1  out  the  sewers;  do  you 

mean  by  that,  the  discovery  of  sewers  not  previously  known  ?  

Yes.  In  searching  out  sewers  that  were  not  previously  known,  or 
had  been  made  before  the  last  70  or  80  years,  previous  to  which 
private  individuals  made  them,  and  the  Commissioners  had  no 
control  over  them.  They  were  frequently  carried  under  property 
in  various  ways ;  and  the  plans  made  by  one  of  their  officers  many 
years  ago  not  having  been  preserved,  or  having  been  accidentally 
lost,  possibly  at  the  time  when  a  fire  at  Guildhall  destroyed  some 
of  their  books,  their  existence  was  not  known. 

As  you  are  now  carrying  out  a  minute  inquiry,  do  you  consider 
that  there  are  sewers  unknown  in  that  district  ?  1  should  appre- 
hend but  very  few,  if  any. 

Then  you  consider  that  there  may  be  some?  It  is  just 

possible.    1  am  speaking  of  a  thing  which  I  do  not  know,  but  it 
may  happen. 

In  the  city  of  London,  the  paving  and  so  forth  is  under  the 
same  authority  as  the  sewage  ?  Yes. 

Do  you  find  a  great  convenience  in  that,  in  being  able  to  con- 
sult with  each  other  as  to  breaking  up  the  streets?  Yes,  it  is 

the  same  Commissioner  and  the  same  officer,  and  therefore  my 
raft  hand  knows  what  my  right  hand  means  to  do. 

You  find  some  advantage  in  that  ?  Yes,  some  advantage, 

but  not  very  great ;  it  has  long  been  so  with  the  London  Com- 
missioners; for,  although  at  one  time  they  sit  as  Commissioners 
of  Sewers,  and  at  another  time  they  sit  as  Commissioners  of 
ITavements,  it  is  the  same  body. 

What  is  the  duty  of  the  inspector  under  you  ?    You  stated  that 

be  went  to  certain  places  to  receive  complaints  made  to  him  ?  

There  is  a  book  kept,  at  Guildhall,  in  which  all  complaints  are 
entered;  and  the  three  inspectors  of  pavements  and  the  inspector 
of  sewers  are  required  to  be  there  every  day,  as  near  as  they  can, 
between  twelve  and  one  o'clock  to  read  the  complaints,  and  to 
remedy  them  ;  and  either  my  clerk  or  myself  is  there  nearly 
"every  day. 

Is  it  any  part  of  the  duty  of  the  inspector  to  inspect  each  of  the 

districts  without  complaint  being  made  ?  Yes,  it  is  his  duty  to 

be  every  day  in  his  district ;  works  are  constantly  going  on  ;  and 
ni  the  natural  execution  of  his  duty  he  can  scarcely  avoid  passing 
through  it. 

Does  he  keep  any  record  of  his  labours  ?  Yes,  each  inspector 

lias  about  17  miles  of  public  way,  and  above  300  distinct  places 
o  look,  to;  of  course  that  canno't  be  done  everyday;  but  there 
PMt  a°eS  °f  W^ich'  ky  glancing  at,  he  may  ascertain  the  state 
h       nearty  >  1wt  ^  is  his  duty  to  pass  through  Ihem  as  often  as 


an. 
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Mr.  r.  Keu,y.      And  to  report  to  you  if  he  finds  any  nuisances  ?  Yes  ;  where 

there  are  any  of  small  importance  he  remedies  them  at  o nee. 
There  is  not  simply  the  inspector,  but  there  are  two  Commissioners 
who  reside  in  each  of  the  wards  of  the  city  ;  they  are  always 
accessible ;  they  are  elected  every  St.  Thomas's-day,  and  there- 
fore they  are  obliged  to  answer  to  their  constituents. 

Has  the  inspector  the  execution  of  the  sewers  and  the  things 

that  are  in  progress,  or  is  he  the  inspector  of  paving  only  ?  - 

There  are  three  inspectors  for  the  paving  and  cleansing;  there  is 
one  inspector  who  has  to  superintend  the  cleansing  and  reparation 
of  the  sewers  ;  the  construction  of  new  sewers  and  formation  of 
new  pavements  is  under  myself,  and  the  clerks  of  the  works  em- 
ployed from  time  to  time. 

You  mentioned  that  you  were  trapping  all  the  gullies  at  present 

as  you  get  opportunity?  Yes;  and  when  there  are  complaints 

of  a  very  grievous  character  they  are  done  immediately. 

Do  you  mean  to  trap  all  throughout  the  whole  of  the  district? 

 Yes  ;   the  Commissioners  have  put.  down  between  ten  and 

eleven  hundred  already. 

You  spoke  to  another  circumstance,  of  having  stench-traps  ;  what 

is  the  precise  arrangement  of  stench-traps  in  your  district  ?  

I  have  put  a  drawing  in  of  the  kind  of  thing  which  is  used. 

What  is  the  object  of  it?  To  prevent  the  rush  ot  air  through 

the  sewer-grate  being  felt  in  the  houses.  _  _ 

Is  that  rush  exceedingly  great?  In  some  cases  it  is.    1  hey 

have  very  seldom  failed  when  they  have  been  introduced,  and  when 
they  have  failed  it  has  been  from  a  little  tightness  in  the  fatting-. 
But  there  is  one  circumstance  that  annoys  the  Commissioners  and 
the  inspector  very  sorely ;  there  is  a  class  of  men  who  make  a 
living  of  getting  into  the  sewers  to  pick  up  anything  valuable  that 
falls  into  them,  and  when  theY  pass  by  one  of  those  traps  they  ieel 
a  little  want  of  ventilation,  and  they  put  a  brick  or  stick  to  keep  it 
up,  and  then  we  have  a  complaint  that  the  air-flap  does  not 

answer.  •  . 

Is  not  your  police  sufficient  to  prevent  that  ?  No;  they  g9 

down  into  the  river  by  stealth;  we  cannot  prevent  it:  boys,  as  a 
piece  of  fun,  go  in.  I  have  thought  of  putting  a  grating  at  the 
mouth  of  the  sewer ;  but  then  I  am  afraid  of  stopping  something 
that  ought  to  go  out. 

Have  you  a  flap  at  the  outlets  ?-- -No ;  except  in  a  lew  i» 
stances.    The  sewers  are  open  to  the  liver.  , 

Did  you  find  any  practical  objection  from  the  bad  state  ot  ihe 
atmosphere  when  the  men  are  sent  clown  to  examine  or  to  clear  out 

the  sewers?  No  ;  some  time  before  this  system  was  introduced 

of  ventilating  them,  we  had  a  few  accidents  in  consequence  ol  in- 
flammable gas  being  in  them  ;  some  men  met  with  serious  injuries. 

Are  you  sure  that  it  was  inflammable?  Yes;  it  caught  lire, 

and  burnt  the  men  very  seriously. 
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Under  ordinary  circumstances,  what,  is  the  state  of  the  atmo-  Mr.  r.  Keisey. 
sphere  which  escapes  out  of  the  ventilating  openings  ? — —Some- 
times the  gas-pipes  are  faulty,  and  the  gas  will  escape  from 
the  mains  into  the  sewer ;  and  then  a  person  passing  by  who 
is  able  to  smell  better  than  I  can,  immediately  says  there  is 
gas  in  the  sewer,  and  sometimes  the  gas-man  goes  there  and 
burns  it  off. 

Did  you   ever  hear  any  complaint  of  escapes  from  those 

ventilating  apertures?  We  have  had  occasionally:  but  very 

little. 

Then  those  stench-traps  are  to  exclude  the  air  from  the  private 

houses?  Yes;  to  prevent  the  stench  rising  close  to  persons' 

windows. 

Do  you  think  it  would  be  desirable  for  the  Commissioners  to 
have  the  power  in  certain  cases  to  pass  through  private  property 

for  the  purpose  of  making  sewers  ?  1  think  it  would  ;  of  course 

making  good  any  damage  they  did.  And  with  respect  to  any 
private  drains,  if  A  should  have  a  house  behind  B,  and  could  not 
get  other  drainage  but  by  passing  through  B's  house,  he  should 
have  power  so  to  do,  the  Commissioners  giving  him  compensation. 
I  have  had  a  very  troublesome  case  of  the  kind  lately. 

You  mentioned  that  sometimes  floating  substances  were  carried 
up  the  sewers  from  the  river  ;  do  you  find  that  frequently  the  cause 
of  accident  or  obstruction  ?  Not  very  often ;  it  is  only  occasional. 

You  would  not  put  it  as  a  very  important  point  to  attend  to  ? 

 It  would  bs  in  a  low  district ;  but  the  City  district  is  so  high 

that  we  have  generally  water  enough  to  clear  it. 

You  would  not  allow  the  low  district  to  be  washed  by  the  river 
by  any  water  floating  in  ?— — No  ;  I  would  keep  all  floating  bodies 
out  of  the  sewer. 

Are  there  many  cesspools  unconnected  with  the  drains  in  the 

City? — . — Yes;  in  all  the  districts  where  there  are  no  common 

sewers,  and  even  where  there  are. 

Are  those  cesspools  under  any  regulation  as  to  cleansing?  

\N0.  r  J     °  5 

Do  you  know  anything  of  the  state  of  the  sewage  under  the 

Old  Bailey  prison  ?  There  is  a  main  sewer  of  six  feet  diameter 

there. 

Are  you  aware  that  there  are  cesspools  there  which  have  not 

been  cleaned  out  for  10  or  20  years?  No;  that,  is  not  the  fact; 

it  is  within  the  last  8  or  10  years.     The  Commissioners  have 
rebuilt  a  portion  of  the  sewer,  for  it  had  been  built  of  very  bad 
material ;  and  under  the  superintendence  of  the  inspector,  drains 
were  made  from  the  cesspools  of  Newgate  into  the  sewers, 
j  Have  y°u  ever  observed  the  quantities  of  water  flowing  in  those 

ge  sewers?  The  general  run  in  most  of  the  sewers  is  from  a 

loot,  perhaps,  to  18  inches  or  2  feet  deep.    The  water-mark  in  the 
sower  in  Moorfields  is  as  high  as  my  shoulder. 

Q2 


228  Objections  to  Payments  by  Fees. 

Mr  r  Kcisoy.     Do  you  know  whether  the  water  ever  fills  it  ?  1  do  not  know 

it  of  my  own  knowledge,  but  I  have  been  so  informed.  I  know 
that  it  does  in  the  Fleet-ditch,  which  is  very  much  larger.  The 
double  sewers  in  Farringdon-street  are  14  feet  high,  and  6  feet 
6  inches  wide. 

Is  there  any  injury  to  the  sewer  from  that  cause  ?  JNo,  there 

is  not.  I  happen  to  know  it  from  the  circumstance  of  our  men 
being'  employed  in  cleansing  and  repairing  those  sewers,  and  it 
being  so  hi°-h  they  were  obliged  to  have  some  little  scaffolding  to 
point  the  arch  of  the  sewer,  and  put  it  to  rights,  when  the  ladder 
was  snapped  off  short,  and  all  the  scaffolding  swept  into  the  river 
by  a  flood  which  filled  the  sewers. 

You  have  acted  as  a  surveyor  of  buildings,  have  you  not  ?  

Yes 

Do  you  think  the  system  of  payment  by  fees  is  objectionable  ? 

 I  have  o-iven  evidence  before  a  Committee  of  the  House  upon 

the  subject,  and  therefore  I  can  feel  no  difficulty  in  repeating  my 
impression,  though  I  hope  you  will  not  take  it  as  aflecting  the 
district  surveyors  of  the  metropolis.  My  feeling  is  that  it  would 
be  exceedingly  desirable  that  there  should  be  a  central  office ;  say, 
for  instance,  for  the  whole  City  at  Guildhall,  or  at  some  other 
point-  that  notice  should  be  given  at  that  place  of  a  party  intend- 
ing to  build  a  house,  or  to  alter  or  add  to  it ;  that  when  he  sent 
that  notice,  he  should  pay  a  certain  amount ;  and  out  of  that  the 
district  surveyor  should  be  paid  the  whole,  or  whatever  portion 
may  be- thought  fit.  I  have  acted  as  a  district  surveyor,  and, 
therefore,  knowing  the  insults  I  have  met  with,  I  feel  the  matter 
very  strongly,  and  think  it  would  be  very  desirable  to  make  that 
change  ;  that  it  would  increase  the  influence  and  respectability  ot 
the  district  surveyor,  and  prevent  a  good  deal  of  ill  feeling. 


Appendix  No  1. 


City  of  London. 
Expended  in  the  construction  of  new  Sewers. 


1833   £10,504 

1834    13,699 

1835    10,590 

1836    13,062 

1837    M82 

1838    u<c>™ 

1839    ^.O^8 

1840    J5>179 

1841    12,400 

1842   7.822 


£121,509 
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Mr.  R.  Kclscy. 

Appendix  No.  2. 


June  26,  1834. 

Memorandum  laid  before  I  he  Court  on  Tuesday,  as  to  Ihe  depth  of  Drain- 
age.— A  house  cannot  be  called  effectually  drained  unless  the  water  is 
taken  away  from  the  floor  of  its  lowest  story. 

Ft.  in. 


Take  the  least  height  which  abasement  story  ought  to  be.  7  0 

Thickness  of  a  timber  flooring  on  sleepers   0  9 

Covering  of  Ihe  drain,  say  brick  flat   0  2^ 

Height  of  drain  inside   09 

Current  of  drain  inside  the  premises,  say  1  inch  to  10  feet 

for  a  house  50  feet  deep   0  5 

Current  outside  the  house,  i.  e.  in  the  street   0  3 

Height  of  cross-drain  above  the  bottom  of  main-drain, 

at  least  ..06 


Gives    .    .    .    .    9  10J 


This  would  give  10  feet,  at  the  least,  depth  from  the  surface  of  the  street 
to  the  bottom  of  a  main  drain  (of  18  inches  diameter),  and  this  may  be 
fairly  assumed  as  the  least  depth  at  which  a  private  house  of  the  most 
ordinary  description  can  be  effectually  drained  ;  but  this  considers  it  only 
as  for  the  drainage  of  one  house. 

When  a  series  of  houses,  situate  in  a  public  way,  inhabited  by  some  who 
will  use,  and  some  who  will  not  use,  a  drain  fairly,  is  to  be  drained,  the 
queslion  has  to  be  looked  at  differently. 

For  a  retail  shop,  in  which  the  basement  story  is  often 
used  as  a  warehouse,  it  cannot  be  unreasonable  to  say  Ft-  In- 


that  the  story  shall  not  be  less  in  height  than      ...  8  6 

Flooring   0  9 

Covering  of  drain   0  2£ 

Height  of  drain   13 

Current  inside   05 

Ditto     outside   0  3 

Height  above  bottom  of  common  sewer   16 


Gives  12  10£ 


As  it  may  be  said  that  a  story  of  less  height  might  do  as  a  wareroom, 
and  in  order  to  keep  the  calculation  as  low  as  it  fairly  can  be  kept,  I  would 
assume  that  the  bottom  of  a  common  sewer  ought  not  in  any  part  to  be 
less  than  12  feet  beneath  the  surface  of  the  street. 

As  to  the  size  of  Drains  or  Sewers. 
tor  the  ordinary  purposes  of  one  house,  an  18-inch  main  drain,  receiving 
collateral  9-inch  drains,  may,  with  fair  usage,  last  many  years  without 
cleansing ;  but,  when  it  has  to  be  cleansed,  the  trouble  and  the  cost  of 
digging  pits  from  the  surface,  and  raking  out  the  filth,  will  be  con- 
siderable. 
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R.Kohey.  But  for  the  use  of  a  line  of  houses  in  a  public  street,  wherein  some  one 
or  other  will  treat  the  drains  unfairly,  it  may  be  laid  down  as  a  first  prin- 
ciple, that  no  common  sewer  should  be  so  small  that  an  ordinary  sized  man 
could  not  get  in  to  cleanse  it ;  for  if  it  were  so  small,  it  would  not  only 
soon  become  choked  up,  but  opening  the  surface  to  cleanse  it  would  stop, 
or  more  or  less  impede,  the  traffic  of  the  street. 


Takin"  a  man  of  ordinary  size,  it  will  be  found  that  a  height  of  1  foot 
11  inches  will  just  allow  him  to  squeeze  through  on  hands  and  knees,  and 
3  feet  3  inches  will  admit  him  crouching,  and  4  feet  stooping.  To  these 
must  be  added  2  or  3  inches  to  allow  of  the  raising  of  the  body  when 
moving  forward;  and  there  should  be  some  additional  allowance  for  in- 
durated soil  in  the  bottom  of  the  sewer. 

Taking  these  data,  one  can  scarcely  allow  less  than  from  2  feet  4  inches 
to  2  feet  6  inches  for  a  man  to  crawl  through,  and  3  feet  6  inches  for  a  man 
to  crouch  through,  and  4  feet  4  inches  to  4  feet  6  inches  for  a  man  to  stoop 
through  -  and  as  few  men  are  less  than  21  inches  across  the  shoulders,  it 
will  not  be  unreasonable  to  say  that  2  feet  is  the  least  width  in  which  a  man 
can  work  effectually,  although  he  may  pass  sidewise  through  14  inches. 

Applying  these  to  the  question  of  what  is  the  best  sized  sewer  that  ought 
to  be  buiUin  any  street,  one  is  compelled  to  admit  that  it  ought  not  to  be 
less  than  30  inches  by  24  inches  ;  and  its  depth  not  less  than  12  feet  in  its 

shallowest  part.  . 

The  thickness  of  the  brickwork  cannot  be  less  than  9  inches,  nor  would 
it  be  prudent  to  leave  fewer  than  two  tiers  of  strutting  and  planking  in  the 

^Th^ 'cost  of  such  a  sewer  would  probably  be  about  9*.  9d.  a-foot,  being 
somewhat  less  than  half  the  cost  of  a  sewer  4  feet  6  inches  high  and  2  feet 
6  inches  wide. 

But  this  assumes  that  the  work  is  done  under  the  most  favourable  cir- 
cumstances, and  at  the  present  low  prices;  and  the  calculation,  of  course, 
does  not  include  gullies,  man -holes,  &c,  nor  securing  the  houses  of  a 
narrow  street. 

If  the  Commissioners  were  to  say,  We  will  charge  the  locality  with  half 
the  cost  of  this,  the  smallest  size  common  sewer  which  ought  in  any  case 
to  be  made,  and  take  the  remainder  out  of  the  rates,  they  would  act  with 
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exceeding  liberality,  and  really  charge  the  houses  with  no  more  than  the  Mi.  u.  kl-Uuj-. 
common  cost  of  a  15-inch  drain.: 

2l/effi.— The  term  common  sewer  (as  for  more  than  one  house)  is  used  in 
contradistinction  from  public  sewer  (as  unfit  for  more  extended  purposes) ; 
and  taking  the  limited  height  of  20  inches  from  the  bottom  of  a  public 
sewer  to  the  bottom  of  a  drain,  as  a  fair  and  reasonable  allowance  for  the 
accumulation  of  soil  in  such  sewer,  before  the  private  drains  can  be  ob- 
structed, and  the  sewer  said  to  be  foul :  by  adding  2  feet  6  inches  to  that, 
we  shall  find  that  4  feet  2  inches  is  the  least  height  which  it  is  advisable  to 
give  a  public  sewer,  but  4  feet  6  inches  is  better,  as  allowing  freer  space 
for  cleansing. 


W.  E.  HICKSON,  Esq.,  examined.  w.  E.  Hieksan, 

Esq. 

You  were  one  of  the  Commissioners  of  Inquiry  into  the  State  of 

the  Hand-loom  Weavers?  Mr.  Senior,  Mr.  Samuel  Jones 

i  Loyd,  Mr.  Leslie,  and  myself,  were  the  members  of  that  Board. 
In  your  own  special  report  on  the  state  of  the  weavers  in  the 
manufacturing  districts,  presented  to  the  House  of  Commons 
August  11,  1840,  there  are  some  observations  upon  the  defective 
habitations  of  the  working  classes.  Has  your  attention  been  since 
directed  to  the  same  subject,  and  can  you  supply  any  additional 

evidence  relating  to  the  objects  of  the  present  Commission  ?  - 

My  attention  has  been  continually  called  to  various  points  con- 
nected with  the  present  inquiry,  from  the  circumstance  that  a 
considerable  portion  of  my  property  is  invested  in  houses,  and  I 
shall  have  great  pleasure  in  stating  to  the  Commission  the  conclu- 
sions I  have  drawn  from  my  own  experience  of  what  are  the  chief 
obstacles  to  the  improvement  of  public  health  in  towns.  Those 
obstacles  I  find  in  the  existing  defective  laws  relating  to  drainage, 
in  the  want  of  simplicity  and  efficiency  in  the  local  machinery  for 
carrying  those  laws  into  effect,  in  the  regulations  of  the  Water 
Companies  relating  to  supplies  of  water,  and  in  the  present  mode 
of  assessing  houses  to  the  window-tax,  a  mode  of  assessment  which 
operates  as  a  direct  encouragement  to  bad  ventilation. 

Will  you  state  first  any  facts  which  have  come  within  your  own 
knowledge  relative  to  the  obstacles  which  may  exist  to  improved 

drainage?  1  will  just  mention  the  difficulties  I  experienced  in 

a  recent  instance  in  getting  a  new  sewer  made  in  the  City.  I  had 
taken  a  plot  of  ground  for  a  building  investment,  extending  from 
No.  67,  Fleet- street,  178  feet  down  Water-lane.  Although  so 
near  the  Thames,  there  was  no  sewer  in  the  street,  and  before  I 
could  build  up  a  new  row  of  houses  it  was  necessary  to  have  a 
sewer  made.  I  directed  my  architect,  therefore,  to  apply  to  the 
City  Commissioners  of  Sewers,  and  to  state  the  obvious  fact,  that 
if  the  Commissioners  contemplated  making  a  sewer  at  any  time  in 
that  neighbourhood,  it  was  exceedingly  desirable  that  it  should  be 
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w.  J3.  HicUsou   made  now,  before  the  new  houses  were  built.    The  answer  to  the 
E*'1'       application  was,  that  a  sewer  in  Water-lane  could  not  be  made 
unless  the  inhabitants  would  contribute  210Z.  toward  the  expense, 
about  one-third  the  total  cost.    This  seemed  almost  equivalent  to 
a  refusal  of  the  application  ;  for,  as  no  one  was  about  to  build  but 
myself,  no  other  person  was  equally  anxious  on  the  subject  with 
myself,  and  it  was  very  doubtful  whether  the  money  could  be 
obtained.    We  endeavoured,  however,  to  obtain  it ;  we  applied  to 
every  inhabitant,  and  took  great  pains  to  find  out  the  original 
leaseholders,  freeholders,  and  others  interested  in  the  adjoining 
property.     But,  with  one  solitary  exception,  not  a  soul  would 
contribute  a  shilling;  and  I  must  say  the  reasons  assigned  were 
in  many  cases  good  and  sufficient  ones,  and  reasons  which  show 
the  folly  of  expecting  to  raise  large  sums  for  sewers  in  this 
manner,  or  the  impolicy  of  enforcing  such  contributions  if  it  were 
proposed  to  do  so.    One  man  was  only  a  yearly  tenant,  and 
refused  because  he  had  no  permanent  interest  in  the  improvement 
of  the  property ;  another  was  a  leaseholder,  but  his  lease  was  just 
about  to  expire ;  another  was  only  executor  to  an  estate  under 
which  the  property  was  held,  the  freeholder  being  dead  ;  another 
was  one  of  several  trustees,  all  of  whom  must  be  consulted,  and 
some  were  absent  in  the  country  ;  in  other  instances  the  freeholder 
was  abroad,  and  the  agent  could  do  nothing  without  his  authority. 
Finding  this  to  be  the  state  of  the  case,  I  forwarded  another 
application  to  the  Commissioners  of  Sewers,  in  which  I  offered 
]  00Z.  towards  the  expense  of  making  a  new  sewer,  although  my 
proper  share  of  the  contribution  was  but  35Z.,  and  urged  the  Com- 
missioners to  accept  this  sum  in  lieu  of  the  210/.,  which  could  not 
be  collected.    To  support  such  an  application,  it  was  intimated  to 
me  that  it  would  be  necessary  to  get  petitions  and  memorials 
signed  by  the  most  influential  inhabitants  of  the  ward ;  and  as 
there  were  90  Commissioners  of  Sewers,  some  of  whom  might  be 
crotchety  on  the  subject,  to  make  by  private  exertions  as  many 
friends  amongst  them  as  possible.    We  had  therefore  to  canvass 
churchwardens,  overseers,  and  others ;  and  besides  all  the  letters 
and  attendances  of  the  gentleman  I  employed,  I  was  obliged 
myself  personally  to  attend  one  ward  meeting,  two  meetings  of  the 
Commissioners,  and  to  see  Sir  James  Duke,  on  the  bench  at  the 
Old  Bailey,  to  get  his  signature  to  our  memorial,  before  the  final 
determination  of  the  Commissioners  could  be  obtained. 

Was  it  at  last  favourable  to  the  application?  Yes;  I  was 

informed  that,  upon  payment  of  the  100/.  to  their  clerk,  Mr. 
Daw,  a  contract  for  the  new  sewer  should  be  immediately  adver- 
tised ;  but  in  the  meantime  the  best  season  for  building  had 
passed  away.  The  negociation  for  a  new  sewer  occupied  three 
months,  and,  from  first  to  last,  it  was  six  months  before  the  sewg 
was  completed.    We  had,  therefore,  to  commence  building  late  in 
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the  year,  at  every  disadvantage ;  and  it  was  Christmas  before  the  w.  k.  Hickson 
roof  of  the  corner  house  in  Fleet-street  was  covered  in.  sq' 

In  what  year  was  this  negotiation  with  the  City  Commissioners  ? 

 jn  the  spring  of  the  year  1842.    My  contribution  of  100Z. 

was  paid  into  the  Chamberlain's  Office  on  the  18th  of  June ;  the 
sewer  was  completed  the  beginning  of  October. 

What  is  the  inference  you  would  wish  the  Commissioners  to 

draw  from  the  facts  you  have  described?  Simply  that  if  my 

object  had  been  that  of  a  small  builder,  to  erect  cheap  fourth -rate 
houses  for  the  poor,  it  would  have  been  quite  impossible  to  have 
connected  them  with  a  good  drainage,  from  the  serious  loss  arising 
from  the  delay,  trouble,  and  expense  attendant  upon  the  present 
system  ;  I  must,  in  that  case,  have  contented  myself  with  the  old 
cesspools. 

What  is  the  remedy  you  would  suggest?  The  remedy 

would  be,  first  to  simplify  the  local  machinery  for  the  administra- 
tion of  the  laws  relating  to  sewers,  by  giving  the  direction  of  them 
to  a  few  competent  surveyors  and  engineers,  engaged  for  the  public, 
instead  of  a  large  and  miscellaneous  body  of  gentlemen  and 
tradesmen,  having  no  practical  acquaintance  with  the  subject,  and 
governed  more  or  less  by  the  conflicting  interests  of  different  wards 

■  or  different  parishes.  But  the  whole  of  the  laws  relating  to 
sewers  require  revision  ;  they  are  now  imperfect  and  contradictory. 

Can  you  give  an  instance,  from  your  own  knowledge,  of  any 
one  of  the  imperfections  to  which  you  allude?  The  law  re- 

i  quires,  and  very  properly,  that  no  house  shall  be  built  with  drains 
running  across  it  from  the  adjoining  houses ;  yet  the  Commis- 
sioners have  not  power  to  divert  an  old  drain  without  the  consent 
of  the  occupier,  and  this  I  discovered  to  my  great  regret  when 
building  the  house  in  Fleet-street  to  which  I  have  referred.  The 
adjoining  house,  No.  66,  should  drain  into  the  Fleet-street  sewer, 
instead  of  which  the  drain  runs  under  the  basement  floor  of  the 
new  house  I  have  built  (No.  67)  into  Water-lane. 

Does  it  not  occur  to  you  that,  under  any  system,  however  much 
improved  might  be  the  administration,  the  cost  of  the  first  outlay 
in  the  construction  of  a  new  sewer,  and  the  necessity  of  finding 

resources  for  it,  must  always  be  a  serious  difficulty  ?  On  the 

contrary,  I  am  satisfied  there  need  be  none  whatever.  There  are 
two  modes  of  meeting  the  expense  of  the  first  outlay: — the  one, 
by  authorizing  loans  from  Government  or  private  capitalists  on 
the  security  of  the  sewers-rate;  the  other,  by  offering  to  exempt 
irom  the  sewers-rate  for  a  certain  number  of  years  those  who 
might  be  willing  to  construct  sewers  at  their  own  expense  under 
the  direction  of  competent  surveyors  or  engineers.  For  example, 
if  I  had  been  the  proprietor  of  the  whole  of  the  houses  in  Water- 
lane,  I  should  have  been  exceedingly  happy  to  have  made  the 
sewer  entirely  at  my  own  expense,  in  the  best  possible  manner,  if 
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\v.  e.  uickson,  in  return  tho  properly  could  have  been  exempted  from  the  pay- 
Esq'        ment  of  sewers-rate  for  30  years ;  and  I  do  not  know  a  better 
investment  for  money. 

Will  you  explain  yourself  more  fully?  The  sewers-rale  iu 

the  City  is  practically  5c/.  in  the  pound,  which,  on  10  second-rate 
houses,  occupying,  on  opposite  sides  of  the  same  street,  a  frontage 
of  100  feet,  and  rated  at  only  50/.  per  annum  each,  Would  produce 
10/.  8*.  4c/.  per  annum;  but  the  cost  of  a  sewer  of  this  length 
would  not  exceed  100/.,  or  51.  per  annum.  Thus,  by  making  my 
own  sewer  I  should  realize  a  large  profit,  if  exempted  from  rates. 
In  streets  of  great,  importance,  such  as  Fleet-street,  where  the 
houses  occupying  a  similar  frontage  are  rated,  upon  an  average, 
at  100/.  per  annum  each,  a  rate  of  5d.  is  a  charge  of  25  per  cent, 
per  annum  upon  the  original  cost  of  the  sewer. 

But  in  fourth-rate  houses,  or  in  tenements  occupied  by  the  poor, 

probably  the  same  rate  of  5c/.  would  not  be  remunerative?  

Houses  of  that  description  in  the  City  are  chiefly  situated  in  courts 
and  alleys,  where  at  present  there  are  no  sewers,  and  where,  if 
made,  18-inch  drains,  costing  only  4s.  6c/.  per  foot,  would  suffice, 
according  to  the  statement  of  Mr.  Roe,  engineer  for  the  Finsbury 
division.  I  am  the  owner  of  a  house  in  a  court  at  the  back  of  the 
Mansion  House,  in  which  there  is  no  sewer. 

Are  you  correct  in  asserting  that  the  sewers-rate  in  the  City  is 

5d.    Is  it  not  4d.  ?  It  is  Ad.  nominally,  but  practically  5c/., 

because  it  is  customary  to  transfer  a  large  sum  from  the  con- 
solidated rate  fund  to  the  sewers-rate  fund,  both  funds  being 
under  the  same  management.  In  the  year  1841,  5,000/.  were  so 
transferred. 

That  is  to  say,  the  public  paid,  in  the  year  1841,  for  the  sewers, 
over  and  above  the  amount  of  the  sewers-rate,  the  sum  of  5,000/. 

collected  in  the  name  of  the  consolidated  rate  ?  Exactly  so. 

The  City  accounts  connected  with  the  local  rates  are  so  mixed  up 
together  that  no  rate-payer  can  correctly  ascertain  the  full  amount 
of  his  contribution  for  any  one  object  separately.  The  consolidated 
rate  for  paving,  watering,  and  cleansing,  and  the  sewers-rate, 
must  be  regarded  as  the  same;  and  I  find  from  a  Parliamentary 
return  (No.  467,  1842),  that  the  total  sum  received  under  these 
heads,  in  the  City,  for  the  year  ending  September  29,  1841.  was 
64,697/.  17 s.  3c/.,  out  of  which  the  expenses  of  management 
amounted  to  5,507/.  10s.  Id. 

You  are  of  opinion  that  the  expenditure  of  the  City  Commis- 
sioners cannot  be  adduced  as  an  instance  of  economical  adminis- 
tration ?  Certainly  not.   But,  to  confine  myself  to  the  stipposei 

difficulty  of  raising  the  money  for  the  first,  outlay  in  the  construc- 
tion of  sewers : — Companies  might  be  formed  in  a  week  for 
draining  effectively  every  part  of  London  now  without,  sewers  if 
authorized  to  collect  a  sewers-rate  of  4c/.  in  the  pound  for  a  fixed 
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period  of  30  or  40  years.  The  question  is  one  merely  of  figures.  w.^huasou. 
We  know  the  cost,  in  ordinary  circumstances,  of  constructing 
sewers,  per  foot,  and  we  could  ascertain  from  the  parish  books 
what  a  rate  of  4(7.  in  the  pound  would  produce  for  any  one  street 
requiring  to  be  drained,  and  the  profits  of  the  speculation  would 
therefore  be  capable  of  mathematical  demonstration. 

Can  you  inform  the  Board  what  a  rate  of  4(7.  in  the  pound 

would  produce  upon  the  whole  rental  of  the  metropolis  ?  

About  120,0007.  per  annum,  a  sum  sufficient  to  pay  interest  at 
6  per  cent,  for  a  loan  of  2,000,0007.,  should  it  be  necessary  to 
raise  such  an  amount  for  the  drainage  of  the  metropolis.  The 
rental   of  the   metropolis,  as   assessed   to   the   police-rate,  is 

!  8,779,7997. ;  but  this  includes  the  suburban  districts,  and  would 
realize  more  than  the  sum  I  have  named. 

Are  you  not  aware  that  in  certain  cases  of  drainage  the  cost  of 
the  works  to  be  executed  must  necessarily  be  disproportionate  to 

the  resources  of  the  immediate  neighbourhood?  Undoubtedly 

there  are  such  cases ;   and,  on  this  account,  whatever  districts 

l  might  be  intrusted  to  individuals  or  local  bodies,  the  drainage  of 
the  metropolis  cannot  be  perfected  without  a  considerable  ex- 
penditure on  the  part  of  a  Board  of  Public  Works,  which  should 
have  the  supervision  of  the  whole  ;  for  instance,  the  improvements 

:  required  for  the  better  drainage  of  the  lower  parts  of  Westminster, 
and  especially  in  the  neighbourhood  of  the  King's  Scholars'  Pond 

■  sewer,  appear  of  too  expensive  a  character  to  be  undertaken  by 
the  Westminster  Commissioners. 

Will  you  explain  the  nature  of  the  improvements  you  consider 

to  be  required  in  that  locality  ?  If  the  Board  will  have  the 

goodness  to  look  at  any  map  of  London,  they  will  see  that  the 
King's  Scholars'  Pond  sewer  is  a  large  open  sewer  running  at  the 
back  of  a  long  line  of  houses  in  Vauxhall  Bridge-road.  Six  of 
the  houses  in  that  line,  forming  what  is  called  Trellick-place, 
unfortunately  belong  to  me ;  I  say  unfortunately,  because,  owing 
to  the  nuisance  of  the  sewer,  the  property  is  quite  unimprovable. 
The  sewer  is  exactly  under  the  bed- room  windows  of  these  houses, 
and  the  stench  from  it  in  summer,  at  high  water,  when  the  contents 
ot  the  sewer  cannot  escape  into  the  Thames,  and  when  a  hot  sun 
is  playing  upon  their  exposed  surface,  is  necessarily  great. 

Have  you  applied  to  the  Westminster  Commissioners  to  cover 

in  the  sewer?  1  have  done  so,  but  Mr.  Donaldson  tells  me  that 

although  the  object  is  a  desirable  one,  the  expense  of  covering  in  the 
sewer,  owing  to  its  great  width,  would  amount  to  47.  per  foot,  and 
he  does  not  think  the  Commissioners  could  entertain  such  a  propo- 
sition merely  to  benefit  the  occupants  of  houses  along  that  line. 
Lower  down  the  road,  therefore,  Mr.  Cubitt  intends  to  cover  in  the 
aewer  at  his  own  expense. 

Do  your  tenants  complain  of  the  sewer  as  a  nuisance  ?  They 
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w.e.  Hickson,  have  repeatedly  complained  not  only  of  it  as  a  nuisance,  but  of 
Esi1,  serious  illness  occasioned  by  the  stench  arising  from  it.  But  were 
it  not  for  the  sewer,  I  could  get  a  better  class  of  tenants  for  these 
houses  than  their  present  occupants;  as  it  is,  I  am  obliged  to  let 
the  houses  to  poor  families,  who  depend  upon  lodgers  for  the  pay- 
ment of  their  rent,  and  these  lodgers  are  continually  leaving  from 
illness.  Only  ten  days  ago  one  of  my  tenants  said  to  me,  "  Sir,  it 
is  impossible  to  let  my  best  rooms,  every  person  who  lives  in  them 
is  taken  ill." 

May  not  this  arise,  not  from  the  sewer,  but  from  the  defective 

state  of  the  drains  belonging  to  the  houses  ?  It  arises  from  both 

causes  :  but  I  am  mu  ch  concerned  to  find  that  the  drainage  cannot 
be  improved  without  a  reconstruction  and  a  diversion  of  the  whole 
line  of  sewers  in  that  district.  These  houses  do  not  drain  into  the 
King's  Scholars'  Pond  sewer,  which  is  so  close  to  them,  but  into  a 
private  sewer  on  the  opposite  side  of  the  VauxhalL-bridge  Road, 
with  which  they  communicate  by  12-inch  drains.  But  as  the 
bottom  of  that  sewer  is  at  the  shallow  depth  of  only  six  feet  ten 
inches  from  the  pavement,  it  is  impossible  in  crossing  the  road  to 
get  an  adequate  fall.  The  coal-cellars,  therefore,  under  the  houses 
of  Trellick-place,  although  only  four  feet  six  inches  deep,  become 
practically  offensive  cesspools,  into  which  the  water  from  the 
neighbouring  drains  and  the  King's  Scholars'  Pond  sewer  perco- 
lates through  the  brickwork.  I  should  add,  however,  that  Mr. 
Doull,  the  surveyor  of  the  Westminster  Commissioners,  says  that 
as  the  King's  Scholars'  Pond  sewer  is  lined  with  brick-work,  three 
bricks  thick,  it  is  impossible  that  the  contents  of  the  sewer  can 
find  their  way  through;  but  other  surveyors  tell  me  that  water 
will  find  its  way  through  any  thickness  of  brick-work  not  lined 
with  cement,  and  this  would  appear  to  be  the  case,  as  the  water  in 
my  coal-cellars  rises  the  highest  at  high  tides. 

What  remedy  would  you  propose  for  the  defective  drainage  you 

have  described  ?  1  think  the  King's  Scholars'  Pond  sewer  should 

be  covered  in  and  diverted  from  its  present  course.  It  might  run 
down  the  middle  of  the  Vauxhall-bridge  Road,  instead  of,  as  at 
present,  close  to  the  back  rooms  of  a  long  line  of  houses.  I  trust 
this  Commission  will  not  separate  without  recommending  a  public 
grant  for  immediately  covering  in  every  open  sewer  of  the  metro- 
polis. This  is  not  a  solitary  case;  in  the  neighbourhood  of 
Bethnal-green  there  are  many  open  ditches  which  serve  as  sewers, 
the  exhalations  from  which  aflfect  the  surrounding  houses  with 
typhus  fever.  Whatever  may  be  left  undone,  such  nuisances  should 
not  be  suffered  to  exist  an  hour. 

Is  not  the  level  of  the  Vauxhall-bridge  Road,  and  chiefly  that 
of  the  lower  parts  of  Westminster,  so  little  above  high-water  that 
sewers  could  not  be  sunk  to  a  greater  depth  than  at  present  to 
<nve  proper  drainage  to  the  basement  floors  ?  From  the  con- 
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vernations  I  have  had  with  civil  engineers  on  the  subject,  T  ihink  w.  e.  rrickson, 
that  there  are  practically  no  difficulties  on  this  head  which  could  aq' 
not  be  overcome  ;  but  it  might,  perhaps,  be  necessary  to  assist  the 
discharge  of  the  sewers  at  high- water  by  a  tide- mill,  or  a  steam- 
eno-ine,°as  in  the  Fens  of  Lincolnshire.  Not,  however,  being  a 
civil  engineer,  I  cannot  speak  to  this  question.  T  only  know  that 
the  drainage  in  the  neighbourhood  of  this  portion  of  my  property 
is  in  a  defective  state,  and  that  I  would  most  cautiously  avoid  it 
for  my  own  residence.  When  drains  cannot  be  made  at  a  depth 
of  four  feet  six  inches,  the  foundations  of  the  houses  must  often 
stand  in  a  soil  saturated  with  moisture,  as  in  my  case, — and  it  is 
then  impossible  to  prevent  damp  rising  in  the  walls.  But  I  have 
been  surprised  at  the  little  attention  which  has  been  paid  to  this 
subject,  even  in  the  most  fashionable  parts  of  the  same  district. 
A  large  house  in  Ecclesfone-street,  at  present  occupied  by  Mr. 
Grote,  was  built  without  any  outlet  for  the  drains.  It  had  become 
nearly  uninhabitable  from  this  cause  before  the  defect  was  dis- 
covered. 

What  evidence  are  you  enabled  to  give  the  Board  from  your 
own  personal  knowledge  upon  the  supply  of  water,  as  affecting  the 

healthfulness  of  habitations  in  the  metropolis  ?  1  wish  to  add 

my  testimony  to  that  of  every  practical  man  who  is  acquainted  with 
the  poorer  class  of  habitations,  that  a  greater  blessing  could 
scarcely  be  conferred  by  Government  upon  the  working  classes  of 
London,  or  one  more  essential  to  health  and  comfort,  than  that  of 
a  cheap  and  abundant  supply  of  water,  and  that  the  present  mode 
of  supply  is  about  the  most  expensive  and  inefficient  that  can  be 
devised. 

Can  you  support  that  opinion  by  any  facts  that  have  passed 

under  your  observation?  1  will  state  the  nature  of  the  supply 

aoout  Stepney,  from  the  East  London  Water-works.  The  district 
is  a  very  poor  one,  and  owing  to  what  is  termed  by  the  Directors 
of  the  Company  "  the  waste  of  water"  in  that  neighbourhood,  but 
which  might  be  perhaps  more  correctly  described  as  the  disposition 
of  the  poor  to  use  more  water  than  they  can  afford  to  pay  for,  the 
water  is  supplied  at  such  a  low  pressure  that  it  will  not  reach  a 
cistern  on  the  first  floor  of  a  fourth-rate  house.  This  fact,  or 
perhaps  my  ignorance  of  it,  together  with  the  Company's  regula- 
tion that  no  two  tenements  should  be  supplied  from  one  cistern, 
has  very  recently  caused  me  to  incur  a  loss  of  nearly  SOL 

Will  you  state  the  particulars?  1  had  given  directions  for 

fitting  up  two  tenements  in  Ashley-place,  Stepney,  as  shops  and 
stables.  Over  each  of  the  shops  was  a  small  bed-room  and  water- 
closet,  but  when  they  were  finished  we  discovered,  first,  that  although 
the  cistern  for  these  closets  was  but  nine  feet,  from  the  ground,  the 
^ompany  would  not  supply  water  at  that,  height.  Next,  that  as 
lliere  were  two  tenements,  we  must  provide  two  cisterns,  instead 
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v..  Hickson.  of  the  one  large  slate  cistern  winch  we  had  made.  The  conse- 
quence  of  these  regulations  was,  that  we  had  also  to  provide  tanks 
on  the  ground-floor,  and  then  pumps  to  pump  up  the  water  to  the 
first  floor,  in  order  that  the  water-closets  which  we  had  placed 
there  might  he  cleansed.  This  was  an  extra  cost  upon  two  tene- 
ments (let  at  only  12/.  per  annum  each)  of  27/.  Is.  6c/.,  in  addition 
to  the  annual  charge  for  water,  which  is  32s. 

That  expense  would,  of  course,  not  have  hcen  incurred  if  you 
had  heen  aware  of  the  regulations  of  the  Company  before  you  com- 
menced building  ?  It  would  not  so,  but  such  regulations  would 

si  ill  have  involved  a  serious  unnecessary  cost;  and  I  submit  that 
on  the  public  at  large  they  operate  most  mischievously.  There  is 
now  no  adequate  protection  against  fire,  and  public  ornamental 
fountains  might  be  constructed  in  every  street  for  the  expense 
incurred  by  builders  of  providing  separate  cisterns  or  water-butts, 
with  their  apparatus  of  pipes  and  ball-cocks  for  every  separate 
tenement  of  a  crowded  court. 

In  the  City  water  is  supplied  at  a  greater  height  than  that  you 

have  mentioned?  At  a  greater  height,  but  not  high  enough. 

In  the  case  of  the  house  in  Fleet-street,  which  I  have  before  men- 
tioned, a  first-class  building,  erected  at  an  expense  of  between 
2000/.  and  3000/.,  I  was  anxious  that  the  water  should  be  laid  on 
to  every  floor,  but  we  found  this  impossible  ;  the  Company  supply 
it  to  the  second  floor  only,  and  we  are  obliged  to  raise  it  to  the 
water-closet  on  the  third  floor  by  pumps.  It  appears,  however,  to 
me,  that  with  the  inexhaustible  resources  of  water  at  our  command, 
and  the  great  mechanical  powers  we  now  possess,  there  is  no 
adequate  reason  that  water  should  not  be  supplied  to  the  top  of 
every  house  in  London,  excepting  perhaps  a  few  budt  on  the 
summit  of  Hampstead  or  Highgate-hills. 

In  what  respect  do  you  consider  that  the  present,  mode  of  assessing 
houses  to  the  window-tax  is  unfavourable  to  the  healthfulness  of 
habitations?  By  operating  as  a  premium  upon  defective  con- 
struction. The  legislature  now  says  to  the  builder,  plan  your 
houses  with  as  few  openings  as  possible,  let  every  house  be  ill 
ventilated  by  shutting  out  the  light  and  air,  and  as  a  reward  tor 
your  ingenuity  you  shall  be  subject  to  a  less  amount  of  taxation 
than  your  neighbours.  The  Board  is,  of  course,  aware  that  win- 
dows are  now  charged  by  a  scale,  the  tax.  increasing  at  an  average 
rate  of  about  8s.  3c/.  for  every  window,  whether  large  or  small. 
Hence  the  number  of  windows  in  a  house  becomes  to  builders  of 
second  and  third-class  houses  a  very  serious  consideration.  Sup- 
posing a  house  to  contain  12  rooms,  if,  to  make  these  rooms  cheerful 
and  pleasant  I  have  put  two  windows  in  each  room,  and  thereby 
ensured  a  current  of  air  passing  from  front  to  back,  the  window- 
tax  for  that  house  amounts  to  71.  5s.  9c/. ;  but  if  I  have  put  but 
one  window  to  each  room,  the  window-tax  is  but  21.  4s.  9d., 
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showing  a  difference  of  5/.  1.?.  per  annum;  and  I  need  scarcely  say  w-  B/Jii&wfe 

that  a  difference  of  only  10s.  per  annum  is  quite  enough  to  in  fluence 

builders  of  cheap  houses  in  trying  to  save  such  a  sum.    But  the 

same  considerations  affect  the  building  of  even  first-class  houses. 

1  have  been  offered  a  rent  of  210/.  per  annum  for  a  house  unbuilt, 

on  condition  that  the  plan  should  be  altered  so  as  to  reduce  the 

amount  of  the  window-tax,  for  which  the  house  would  otherwise 

be  liable.    The  consequence  is,  that  in  the  majority  of  new  houses 

one  large  window,  of  tbe  largest  size  allowed,  is  made  to  serve  the 

purpose  of  two  windows ;  and  privies,  closets,  passages,  cellars, 

roofs,  the  very  places  where  mephitie  vapours  are  most  apt  to 

lodge,  are  now  left  almost  entirely  without  ventilation.    An  opening 

only  a  foot  square,  even  if  intended  merely  to  admit  the  air,  and 

not  glazed  against  the  weather,  makes  the  house  liable  for  an 

additional  8*.  3d.  per  annum.     I  spoke  but  latelv  to  a  man  in 

humble  circumstances  who  had  put  in  his  privy  a  single  pane  of 

P  glass  ;  it  was  discovered  by  the  assessor,  and  rather  than  pay  the 
tax  (the  money  being  an  object)  the  pane  of  glass  was  removed,  and 

,  the  opening  bricked  up. 

What  has  been  the  operation  of  the  4th  and  5th  William  IV. 
cap.  54,  by  which  all  occupiers  of  houses,  if  duly  assessed  to  the 
window- tax  in  1835.  were  permitted  to  open  as  many  windows  as 

they  pleased  without  additional  charge?  The  immediate  effect 

was  that  everybody  began  improving  the  comfort  and  healthfulness 
of  their  houses  by  letting  in  more  light  and  air,  but  the  result  has 
been  that  all  who  did  so  have  found  themselves  caught  as  in  a 
trap.  A  quibble  was  raised  by  the  lawyers  as  to  the  meaning  of 
the  words  "duly  assessed,"  and  upon  one  ground  or  another  they 
proved  that  nobody  was  duly  assessed  in  1835.  Those  persons, 
therefore,  who  could  not  afford  to  pay  the  tax  for  their  new  windows, 
have  stopped  them  xip  again,  and  the  loudest  complaints  prevail 
throughout  the  country  of  what  is  termed  breach  of  faith  on  the 
pari  of  Government.  A  near  relative  of  mine  was  surcharged  for 
15  additional  windows,  on  the  plea  that  he  was  not  duly  assessed 
m  1835,  because  there  were  then  in  his  house  windows  stopped  up 
with  lath  and  plaster  which  ought  to  have  been  stopped  up  with 
brick.  He,  however,  escaped,  fortunately  being  able  to  produce 
e  vidence  to  show  that  the  windows  referred  to  had  been  stopped  up 
in  that  manner  for  50  years,— in  faet  loner  prior  to  the  38th  of 
George  III.  ■  5  r 

Is  your  objection  to  the  tax  itself,  or  merely  to  the  mode  of 

assessment?-  1  do  not  expect  in  the  present,  state  of  the  revenue 

to  see  the  window-tax  repealed;  but  the  revenue  gains  nothing  by 
me  present  mode  of  assessment,  while  the  public  sustain  a  most 
serious  injury.  I  would  submit  that  all  new  houses  should  be 
assessed  upon  the  principle  that  every  house  built  requires  for  light 
and  air  a  certain  number  of  openings  in  proportion  to  its  cubic 
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w.  e.  mew.  contents,  and  these  openings  should  be  paid  for  whether  they  exist 
Estl'       or  not.    This  would  at  once  remove  every  temptation  to  defective 
construction;    and  I  think  that,  after  a  house  had  been  once 
assessed,  the  proprietor  should  be  at  liberty  to  make  as  many 
additional  openings  as  he  pleased,  in  fact,  to  turn  the  whole  of  the 
walls  into  glass  if  he  thought  proper.    I  most  sincerely  hope  that 
the  serious  and  earnest  attention  of  the  Commission  will  be  given 
to  this  part  of  their  inquiry.    A  great  practical  improvement  can 
be  effected  without  any  loss  to  the  revenue,  and  by  a  few  very 
simple  clauses.    The  majority  of  houses  of  the  second  and  third 
class  will  never  be  so  constructed  as  to  be  healthful  habitations 
while  assessed  to  the  window-tax,  as  at  present.      _  _  ■ 

As  cottage  tenements  are  exempted  from  the  window-tax,  is  it 
not  necessarily  inoperative  as  far  as  the  habitations  of  the  poor  are 

concerned?  Houses  having  less  than  eight  windows  are  exempt; 

but  the  window-tax,  I  must  submit,  is  not  therefore  inoperative  as 
it  regards  the  working  classes  of  towns.    In  London  the  poor  do 
not  live  in  cottages,  but  several  families  occupy  lodgings  m  the 
same  house,  and  that,  perhaps,  a  house  built  with  the  maximum 
of  untaxed  windows  allowed  by  the  law.    One  more  window  would 
possibly  let  a  little  sunshine  into  a  sick  room ;  but  the  landlord 
says  «  No,  the  house  would  then  have  eight  windows,  and  I  should 
be  liable  to  a  tax  of  16*.  6d.  per  annum."    If  the  Commissioners 
would  examine  personally  ihe  houses  in  which  the  poor  live  in  the 
close  courts  and  alleys  of  the  metropolis,  they  would  be  surprised 
at  the  number  of  dark  staircases  and  filthy  holes  which,  although 
on  upper  floors,  are  quite  as  ill  ventilated  and  unfavourable  to 
health  as  the  cellars  of  Liverpool.    And  the  permanent  cause  of 
this  state  of  things  is  the  option  given  to  builders  of  saving  money 
in  Taxation  by  shutting  out  air  and  light. 

You  would  take  away  that  option  ?  Entirely.    I  would  pass 

a  law  to  the  effect  that'if  a  house  contained  12  squares  on  a  floor, 
it  should  be  liable  for,  say  six  windows  on  that  floor ;  but  that  the 
owner  might  open  six  more  windows  on  that  floor  if  he  pleased 
without  additional  charge.  I  have  thought  long  and  seriously  on 
this  subject,  and  am  convinced  that  the  simple  alteration  1  have 
proposed,  by  which  the  revenue  need  not  lose  a  shilling  would 
confer  a  greater  blessing  upon  the  middle  and  working  classes,  as 
regards  their  habitations,  than  it  would  be  possible  for  this  Com- 
mission to  obtain  for  them  in  any  other  way  at  so  cheap  a  cost. 
Other  means  of  ameliorating  their  condition  may  require  locai 
taxes  or  public  grants  ;  but  here  a  great  practical  improvement 
may  be  effected  by  the  stroke  of  a  pen. 
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WILLIAM  DYCE  GUTHRIE,  Esq.,  examined.  w.  b.  Guiiui*, 

Esq. 

You  have  turned  your  attention  a  good  deal  to  drainage  and 
other  subjects  connected  with  the  health  of  towns,  have  you  not  ? 
 1  have. 

The  Commissioners  understand  your  attention  has  been  given  to 
that  subject  for  many  years,  and  you  have  collected  a  good  deal  of 
information  upon  it?  1  have. 

Have  you  paid  special  attention  to  the  subject  of  town  sewerage 

and  the  cleansing  of  streets?  1  have:  being  convinced  that 

much  sickness  results  from  emanations  from  decomposing  filth,  as 
well  on  the  surface  of  streets  and  roads  as  in  the  interior  of  drains 
and  sewers,  I  have  directed  my  inquiries  with  a  view  to  discover 
the  best  means  of  remedying  the  evils. 

You  have  proposed  some  mechanical  improvements  for  the  pre- 
vention of  the  consequences  of  emanations  from  sewers,  and  have 
turned  you  attention  generally  to  the  improvement  of  the  sewerage 
in  large  towns?  1  have.  My  attention  has  been  more  especi- 
ally directed  to  private  drainage,  or  the  sewerage  of  individual 
tenements;  for  I  am  satisfied  the  public  health  is  more  deleteriously 
influenced  by  the  exhalations  which  arise  from  pent-up  matter 
in  them  than  by  those  which  issue  from  the  great  main  or  common 
sewer. 

You  are  aware  that  in  some  districts  of  London  sewerage  is 
conducted  on  the  system  carried  on  for  many  years  past,  and  that 
in  other  districts  a  different  arrangement,  by  the  introduction  of 

what  is  called  flushing,  has  been  made  ?  1  am  aware  of  the 

system  of  flushing  in  adoption  in  the  Holborn  and  Finsbury 
divisions  of  this  metropolis,  and  I  look  upon  that  as  a  great  im- 
provement, for  I  have  had  repeated  opportunities  of  judging  of  its 
beneficial  effects  ;  but  I  hold  every  system  of  flushing  to  be  im- 
perfect which  merely  hurries  along  the  contents  of  the  principal 
or  main  sewers  while  the  putrefying  debris  of  inhabited  tenements 
is  left  undisturbed  in  house  drains. 

Have  you  noticed  the  emanations  from  sewers  in  those  different 
places  ?  1  have. 

What  is  your  observation  as  to  to  their  effect  on  public  health ; 

how  do  they  escape  ?  They  escape  by  the  improper  position  of 

the  gully-gratings,  and  from  these  not  being  trapped.  By  improper' 
position,  1  mean  the  top  of  an  eminence,  where  no  surface  water 
can  by  possibility  accumulate  ;  gratings  and  gullies  are  therefore 
injurious  in  such  situations  when  untrapped.  Two  or  more  of 
large  sizes  are  frequently  to  be  found  where  a  small  one  is  only 
required,  therefore  unnecessary  expense  has  been  added  to  injury. 

What  do  you  suggest?  As  the  debris  from  any  tenement  can 

only  be  carried  off  by  the  water  which  is  furnished  to  it,  the  size  of 
the  tube  to  carry  off  that  water  after  the  soil  is  added  to  it  ought 

vol.  xl.  R 
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W*  Di£*ullllie»  to  bear  a  direct  proportion  to  the  supply  of  water.  The  soil-pipe 
of  a  water-closet  is  seldom  more  than  two  or  three  inches  in 
diameter,  and  the  pipe  never  becomes  choked  up,  for  the  hydraulic 
pressure  is  so  great  that  nothing  impinging  on  the  interior  surface 
of  the  tube  can  resist  its  force  ;  all  matter  is  regularly  washed  off 
each  time  the  tube  is  flushed,  with  even  the  small  quantity  of 
water  contained  in  the  basin  of  a  common  water-closet. 

You  think  that  the  size  of  the  internal  drains  is  one  material 
point ;  that  they  are  made  too  large,  and  that  they  ought  to  be 
smaller,  that  a  certain  quantity  of  water,  being  small,  may  have 
an  influence  upon  them  ? — Yes ;  and  I  would  beg  to  direct  especial 
attention  to  these  facts,  for  I  am  decidedly  of  opinion  that  the  great 
evils  of  sewers  complained  of  are  mainly  referable  to  the  errors 
existing  in  this  department  of  sewage.  The  reason  why  house- 
drains  act  so  imperfectly,  that  they  frequently  get  entirely  choked 
up,  is  simply  because  their  too  limited  supply  of  water  is  spread 
over  so  great  a  surface  that  its  power  to  carry  along  matter  in 
suspension  is  lost.  Choking  from  accumulation  seldom  takes  place 
in  the  small  iron  or  lead  soil-pipe,  neither  would  such  a  circum- 
stance ever  take  place  if  the  calibre  of  the  tube  or  drains,  intended 
to  carry  off  the  soil,  were  not  made  so  great  that  the  usual  allow- 
ance of  water  is  unequal  to  the  task  of  washing  out  its  interior. 

What  do  you  think  ought  to  be  the  form  of  those  drains? — The 
tubes  I  would  employ  for  house-drains  should  be  circular,  as  that 
form  facilitates  their  manufacture,  and  they  can  be  made  so  strong 
that  there  need  be  no  apprehension  of  want  of  strength  in  the 
material. 

What  diameter  do  you  suggest?  Not  more  for  any  ordinary 

tenement  than  from  three  to  six  inches.  On  some  occasions 
perhaps  a  greater  diameter  may  be  necessary. 

Do  you  consider  that  sewers  being  curved  at  the  bottom  is  an 

important  point,  inasmuch  as  it  gives  full  action  to  the  water  ?  

The  curved  invert  at  the  bottom  of  main  sewers  is  indispensable  to 
their  perfect  action,  and  I  admire  those  most  which  have  the 
segment  of  a  smaller  circle  at  bottom  than  at  top,  for  the  very 
reason  that  such  an  arrangement  gives  full  action  to  water  at  the 
time  when  it  was  most  needed,  viz.  when  the  quantity  is  smallest. 
The  shape  I  approve  of  is  that  in  use  in  the  Finsbury  and  Holborn 
commission. 

Do  you  think,  with  respect  to  the  material  that  would  be 
required,  they  should  be  made  of  the  cheapest  material  con- 
sistently with  their  being  properly  constructed  ?— As  cheap  as  is 
consistent  with  sufficient  strength  of  material  to  resist  considerable 
hydraulic  pressure ;  because,  should  any  obstruction  occur  (a 
circumstance  which  I  do  not  think  would  ever  happen  in  drains 
of  the  description  I  speak  of),  that  obstruction  could  be  readily 
removed  by  cheap  hydraulic  apparatus. 
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You  spoke  of  three  or  six  inches  for  small  drains?  Yes.        w.  d.  Guthrie, 

Do  you  think  it  would  be  practicable  to  have  those  formed  of  E,q* 

strong  drain-tiles,  if  they  were  made  one  part  to  fit  on  another  ?   • 

A  cheap  arrangement  of  that  kind  might  be  adopted  with  advan- 
tage for  properties  of  small  value.  Strong  drain-tiles,  made  of 
good  material,  and  carefully  burned,  I  have  seen  used  in  Scotland 
for  Sewering.*  These  were  carefully  placed,  and  continue  to  operate 
perfectly,  and  have  been  found  of  sufficient  strength  to  support  an 
incumbent  weight  of  14  or  15  feet.  But  I  would  give  a  decided 
preference  to  perfectly  circular  tubes  of  entire  pieces  in  moderate 
lengths.  I  would  suggest  that  glazing  the  interior  of  these  tubes 
would  be  an  immense  improvement,  for  the  smoothness  of  the 

.  glazed  surface  would  vastly  facilitate  the  removal  of  dirt  and  filth, 

i  and  the  additional  expense  would  be  inconsiderable. 

Do  you  conceive  that  if  so  made  that  would  be  one  of  the 
cheapest  and  most  effectual  materials  for  the  humbler  classes  of 

houses  ?  Yes. 

Considerably  cheaper  than  if  it  were  of  bricks?  Much 

.  cheaper.    I  would  suggest  that  the  interior,  even  of  these  coarse 
tiles,  should  be  glazed,  which  would  not  materially  add  to  the 
cost,  and  would,  for  several  reasons,  be  a  great  improvement. 
With  regard  to  carrying  out  these  improvements,  have  you  any 

i  other  observation  to  make ;  do  you  approve  of  flushing,  and  how 

would  you  flush  ?  To  suppose  any  system  of  flushing  would  be 

efficient  or  perfect,  where  attention  is  paid  to  the  common  or  main 
sewers  alone,  while  the  short  connecting  drains  from  houses  are  left 
entirely  uninfluenced  by  the  body  of  water  which  may  be  passed 
along  the  main,  would  be  as  absurd  as  to  suppose  that  perfect 

•  surface  cleanliness  of  a  large  town  had  been  effected  because  dirt 
and  mud  had  been  removed  from  the  face  of  the  principal  streets 
and  thoroughfares,  whilst  narrow  streets,  courts,  and  alleys  were 
entirely  neglected.  It  is  idle  to  expect  to  effect  the  desired  im- 
provement in  health  of  towns  without  attention  being  bestowed  in 
the  first  instance  to  both  these  departments,  viz.,  cleanliness  in 

-  small  drains  from  houses,  and  of  narrow  courts  and  lanes.  This 
is  of  primary  and  paramount  importance;  therefore  I  commence 

'  with  these,  and  I  hope  to  show  that  my  system  of  flushing  is 

I  neither  inconsistent,  with  hydraulic  laws  nor  the  legitimate  flow  of 
sevyage.  I  may  here  premise  that  I  would  lay  it  down  as  an 
axiom  that,  in  the  metropolis,  cesspools  ought  under  no  circum- 
stances to  be  tolerated,  as  sources  of  unnecessary  expense  and  of 
disease,  much  less  ought  they  to  be  propagated  by  any  legal  enact- 
ments; neither  should  privies  be  permitted  which  have  not  a 
supply  of  water.  The  mode  of  flushing  which  I  think  superior  to 
any  system  yet  in  operation  may  be  thus  shortly  described  :  pre- 
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w..d.  Gutiuie,  suming  that  the  existing  defects  in  private  drains  have  been 
Esq"  remedied  by  the  substitution  of  strong  tubes  of  small  calibre,  and 
presuming  that  there  is  an  arrangement  in  each  tenement  for 
carrying  off  the  soil  by  water,  then  all  that  is  necessary  to  secure 
perfect &  cleanliness  is  to  erect,  a  water-tank  or  reservoir;  of 
dimensions  suited  to  each  individual  case,  in  such  a  situation  that 
its  contents,  when  suddenly  evacuated,  may  sweep  the  whole 
length  of  the  private  sewer,  filling  completely  its  interior,  and 
thereby  effectually  carrying  every  impurity  before  it  on  to  the 
street  or  common  sewer.  Houses  having  water  laid  on  need  not 
be  subjected  to  additional  water-rates  for  a  supply  to  its  flushing 
tank,  for  if  the  rain  water  were  conducted  to  it  in  the  manner 
represented  in  this  diagram,  the  purposes  of  flushing  would  be 


perfectly  attained.  Let  the  water  from  the  roof  enter  the  cistern 
at  A,  as  represented  in  the  woodcut.  Should  the  fall  of  rain  be 
greater  than  the  cistern  is  calculated  to  contain,  the  surplus  may 
be  carried  off  by  the  waste-pipe  C,  on  which  a  valve  of  simple 
construction  should  be  placed  to  prevent  the  effluvia  rising  from 
the  drain  tube  D  D.  The  flushing  operation  is  effected  by 
suddenly  depressing  the  lever  B,  thereby  elevating  the  plug  P  at 
the  apex  of  the  conical  reservoir,  the  whole  contents  of  which 
would  immediately  rush  out  with,  such  force  as  to  sweep .every- 
thing through  the  house-drains  on  to  the  main.  This  operation  will 
be  better  understood  by  a  glance  at  the  diagram. 

Your  plan  would  be  to  have  a  cistern  or  reservoir  of  water  in 
each  house,  so  that,  on  the  principle  of  the  water-closet,  with  a 
given  quantity,  you  might  cleanse  the  drains  attached  to  the 
houses  ? — Yes. 

Do  you  think  that  could  be  effected  without  great  cost  (  

Yes,  with  those  small  tubes  ;  reservoirs  might  be  very  easily  fitted 
to  them. 

Do  you  think  it  would  be  more  easy  with  those  small  tubes  (  

Yes.  A  flushing  system,  such  as  that  I  propose,  would  be  ineffi- 
cient with  the  large  house-drains  now  in  existence :  it  would  be 
impossible  to  wash  out  clean  a  tube  of  18  inches  or  2  feet,  and 
especially  where  the  bottom  is  square  and  rough  at  the  sides  as 
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well  as  the  bottom ;  but  roughness  exists  in  all  brick-built  sewers,  w.  d.  Guthrie, 
more  or  less.    If  the  system  of  flushing  private  drains  were  Esi- 
adopted,  flushing  the  main  sewers  would  scarcely,  if  at  all,  be 

necessary.  t 

Do  you  contemplate  privies  communicating  with  the  mam  sewer, 

so  that  the  soil  might  pass  off?  No ;  I  would  not  tolerate  such 

dirty,  unwholesome,  and  offensive  things,  under  any  circumstances, 
in  the  metropolis,  as  water  can  be  had. 

You  would  suppose  that  in  each  of  those  dwellings  there  is  a 
water-closet,  or  some  convenience  of  that  nature?  Yes. 

Have  you  made  any  calculation  of  the  comparative  cost  of  those 
for  the  dwellings  of  the  humbler  classes,  as  compared  with  a  privy, 
and  the  ordinary  mode  of  cleansing  it  out  by  hand  from  time  to 

time  ?  1  have  not ;  but  minute  calculations  are  given  in  Mr. 

Chadwick's  Sanatory  Report,  which  show  that,  setting  aside  the 
improvements  on  the  score  of  health,  the  economy  would  be  greater 
from  adopting  the  ordinary  arrangements  of  water-closets  than 
the  expense  incurred  directly  from  the  frequency  with  which  those 
places  are  required  to  be  cleansed  out. 

Do  you  believe  those  calculations  to  be  correct  ?  1  do. 

Do  you  believe  that  by  some  improvements  much  of  the  surface 
water,  the  water  that  falls  on  roofs,  and  so  on,  might  be  properly 
distributed  and  made  available  for  the  purposes  to  which  you  refer  ? 

—  1  have  here  a  sort  of  rough  diagram,  which  shows  the  mode  I 

would  propose  for  collecting  the  surface  water. 

The  principal  feature  of  the  arrangements  here  delineated,  is  the 
mode  of  carrying  off  surface-water  either  by  the  soil-drain  or  by  a 
different  channel  altogether.    Let  A  represent  a  cistern  supplied 


by  water  laid  on,  from  which  W,  a  water-closet,  and  S,  a  sink, 
"Jay  be  supplied.  These  conveniences  may  be  as  few  or  as  nume- 
rous as  the  case  may  require.  Then  the  rain-water  may  be  con- 
ducted to  the  reservoir  or  flushing  tank  C,  which  should  be 
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w.  d.  Gutiuie,  arranged  as  shown  before.  It  will  be  at  once  seen  how  effectually 
E,<1'  the  whole  length  of  the  soil-drain,  from  C  to  G,  must  be  washed 
out  by  the  contents  of  the  flushing  tank  rolling  along  with  an  im- 
petuosity depending  on  quantity  of  water,  inclination  of  sewer,  &c. 
G,  in  this  diagram,  is  intended  to  represent  a  valved  chamber,  so 
contrived  as  readily  to  admit  of  the  escape  of  sewage,  but  to 
arrest  effluvia  and  subject  all  noxious  gases  to  such  an  amount  of 
temperature  as  shall  render  them  in  no  degree  more  deleterious  to 
health  than  the  ordinary  products  of  combustion.  The  annexed 
diagram  represents  the  valved  chamber  : — 


You  produce  that  plan  to  make  it  apparent  that  in  this  climate, 
where  there  is  a  good  deal  of  rain  and  surface  water,  that  might  go 
a  considerable  way  towards  supplying  the  flushing  system,  and  for 

the  use  of  the  family  ?  Yes,  if  duly  economized ;  and  where 

water  is  laid  on,  the  cistern  very  often  flows  over  ;  in  that  case  the 
surplus  water  might  be  carried  to  another,  which  might  be  sepa- 
rately applied  for  flushing. 

Have  you  made  any  calculation  of  the  expense  ?  1  have  not. 

Do  you  believe  that,  combining  efficiency  with  economy,  it  may 

be  brought  within  the  reach  of  the  humbler  classes  ?  1  think 

that  no  tenement  to  which  water  is  not  intended  to  be  laid  on, 
should  be  built  without  being  furnished  with  a  reservoir  for  rain 
water,  because  where  water  is  not  laid  on,  rain  water,  thus  econo- 
mized, would  be  sufficient  to  flush  or  wash  out  the  drains  from  time 
to  time.  Another  advantage  of  rain  tanks  would  be,  that  the 
damage  frequently  clone  by  surface  water  running  at.  once  into  the 
main  sewer,  causing  its  overflow  and  consequent  flooding  of  dis- 
tricts, would  be  prevented. 

By  that  plan  the  water  which  falls  in  a  great  body  at  one  time 
would  be  economized,  so  as  to  make  it  available  for  sanatory  pur- 
poses : —  — Yes. 

What  quantity  of  rain  water  falls  in  this  locality,  on  the  average, 
per  annum  ?  Twenty-seven  inches,  if  I  mistake  not. 

What  is  the  difference  of  expense  of  the  pipe  drain  compared 
with  the  ordinary  brick  drain  ?  The  following  is  a  rough  esti- 
mate of  the  cost  of  tubes  of  terra  cotta : — 
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Ft.  In.  Ft.  In.  s.    d.  W.  D.  Guthrie. 

Tubes  of  I  6  in  length,  and    1    6  in  diameter  ..76  EBt1' 

Ditto       2  0         ditto  1    4  ditto 

Ditt0       I  6         ditto  1    0  ditto 

Ditto       1  C         ditto  0    9       ditto  . 

Ditto       1  6          ditto  0    6  ditto 

Ditto       1  6         ditto  0    3       ditto  . 

Tubes  of  common  clay  in  two-feet  lengths,  and  of  the  diameters  as 


6  6 

2  3 

1  6 

1  0 

0  8 


Ft. 

In. 

s. 

d. 

Tube  . 

.  1 

0 

diameter 

.    .  1 

6 

Ditto  . 

.  0 

9 

ditto 

.     .  1 

0 

Ditto  . 

.  0 

8 

ditto 

.    .  0 

10 

Ditto  . 

.  0 

6 

ditto 

.    .  0 

8 

Ditto  . 

.  0 

4 

ditto 

.   .  o 

7 

Ditto  . 

.  0 

3 

ditto 

.     .  0 

6 

What  do  you  conceive  would  be,  from  your  own  experience,  the 
best  size  for  the  dwelling  of  a  mechanic,  or  a  person  in  the  humbler 

classes  of  life,  with  an  ordinary  family  ?  That  would  depend 

upon  whether  he  might  have  water  laid  on  from  a  Company  or 
have  merely  to  depend  upon  surface  water ;  four  inches  would  be 
sufficient  if  he  had  a  water-closet  supplied  with  water  by  a 
Company. 

What  would  be  the  corresponding  expense  for  the  brick  ?  

I  object  to  the  brick-built  private  drain  entirely,  because  there  the 
largeness  of  the  calibre,  of  which  I  disapprove,  would  come  into 
operation,  and  the  flushing  system  suited  for  tubular  sewage  would, 
in  that  case,  be  utterly  inefficient. 

The  adoption  of  proper  traps  for  those  drains  is  material  for  the 
purpose  of  giving  operation  to  this  flushing  system  you  have 
spoken  of?  Yes. 

Would  it  not  be  another  objection  to  the  adoption  of  bricks  for 
a  drain  of  that  size,  that  they  would  be  rough  inside  ? — — .That  is 
an  objection  which  pertains  to  drains  of  considerable  diameter  only, 
because  tubes  of  the  small  calibre  I  speak  of  could  not  be  built  of 
common  brick  at  all. 

Another  objection  to  brick-built  drains  is  the  space  being  much 

greater?  Yes;  and  they  are  never  so  perfectly  constructed  as 

to  prevent  the  permeation  of  gases,  which  could  not  take  place  in 
glazed  tubes,  at  least  to  any  appreciable  extent. 

Would  it  not  be  much  more  readily  kept  in  repair  under  the 
supervision  of  one  individual?  1  have  no  doubt  of  that. 

One  person  so  appointed  would  be  answerable  for  its  construction 
and  the  keeping  it  in  order  ?  Yes. 

If  left  to  the  care  of  each  individual  owner  or  occupier,  you 
think  it  would  be  neglected? — —At  present  private  sewers  are  fre- 
quently neglected. 

There  is  no  mode  of  arranging  the  connexion  with  the  main 
sewer  adopted,  but  one  is  made  on  one  principle  and  one  on  another, 
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w.  D^finiinio,  with  different  forms  and  different  falls  ?  Yes ;  it  was  that  I 

referred  to,  when  I  proposed  the  appointment  of  a  person  qualified 
to  direct  these  operations. 

From  that,  very  circumstance  the  decomposition  of  various  inju- 
rious matters  arise  ?  Yes. 

Do  you  think  that  the  person  appointed  to  superintend  those 
connecting  drains  should  be  employed  by  the  Sewers  Department  ? 

 Yes  ;  at  present  the  Commissioners  of  Sewers  have  nothing  to 

do  with  private  drains,  hence  they  are  allowed  to  choke  up  till  they 
frequently  become  so  offensive  that  either  landlord  or  tenant  is 
obliged,  for  the  sake  of  health  and  comfort,  to  attend  to  them. 
The  proper  construction  of  house-drains  builders  ai-e  not  at  all 
particular  about;  they  make  them  frequently  of  the  worst  of 
materials,  with  a  flat  bottom,  imperfectly  covered  with  flat  stones, 
badly  jointed  and  seldom  cemented.  The  obvious  reason  why 
sewers,  generally  speaking,  become  so  very  offensive  immediately 
after  thunder  showers,  at  this  season  of  the  year,  is  because  the 
surface  water  collected  from  the  roofs  coming  down  in  unusual 
quantities,  hurries  towards  the  main  sewers  those  putrid  accumu- 
lations, which  bad  drains  must  contain,  and  which  are  not  likely 
to  be  removed  but  by  some  such  casualty ;  by  my  system  no  such 
accumulations  could  take  place. 

Do  you  not  think  that  the  adoption  of  some  system  for  those 
private  drains,  under  the  supervision  of  a  skilful  person,  would 
prevent  the  inconvenience  of  frequently  having  to  look  after,  and  to 
repair  and  alter  those  drains  inefficiently  made  by  the  builders? 

 1  do ;  and  I  am  so  impressed  with  the  importance  that  should 

be  attached  to  the  construction  of  house-drains,  that  I  think  too 
much  attention  cannot  be  paid  to  this  department;  but  I  would 
beg  to  remark,  that  drains  on  the  small  tubular  system,  if  once 
made  of  approved  materials,  such  as  I  have  alluded  to,  which 
could  not  be  decomposed  by  chemical  action,  would  seldom,  if 
ever,  require  repairs  ;  but  should,  by  any  accident,  a  tubular  drain 
become  choked,  a  very  simple  mode  might  be  adopted  to  clean  it 
out,  when  such  may  be  rendered  necessary,  on  the  same  principle 
as  chimney-vents  are  cleaned  by  the  new  and  improved  mode. 
Drains  could  be  easily  made  in  such  a  way  as  to  admit  the  appli- 
cation of  an  apparatus  of  that  description  being  passed  from  the 
one  end  to  the  other,  and  so  cleaned  out  completely  without  re- 
quiring the  surface  to  be  broken  at  all. 

Do  you  apprehend  that  if  they  were  properly  constructed  the 

water  would  be  a  sufficient  agent  to  keep  them  clean  ?  1  have 

not  the  least  doubt  it  would.  I  do  not  apprehend  there  would  be 
the  least  chance  of  choking,  and  I  only  mention  the  plan  of  cleaning 
out  to  show  how  simply  that  might  be  accomplished ;  I  may  add, 
that  though  choking  might  even  take  place,  offensive  emanations 
could  not  take  place  from  glazed  tubes. 
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Your  opinion  is  that,  as  regards  the  original  construction,  for  w.  D.  Guthrie, 
cheapness,  for  efficiency,  and  for  keeping  free  from  everything  Bsc1' 
deleterious  to  health,  the  tubular  pipes  supplied  with  water  would 

be  the  cheapest  and  best  ?  Yes  ;  a  grand  point  would  be  gained 

by  the  adoption  of  tubular  drains  in  the  economy  of  water.  Another 
advantage  of  my  form  of  house-drains  would  be,  the  saving  of  ex- 
pense effected  by  the  causing  the  drains  of  several  houses  to  con- 
verge to  a  point  opposite  the  centre  house,  at  which  point  only 
would  it  be  necessary  to  have  an  opening  into  the  main  sewer.  The 
private  drainage  of  a  whole  row  might  in  the  same  manner  con- 
verge to  particular  points  at  which  it  would  enter  the  main  sewer ; 
by  tins  arrangement  one  flap  or  valve  would  suffice  to  prevent  the 
escape  into  the  houses  of  any  emanations  from  the  main  sewers. 
The  economy  of  large  valves  for  entrances  into  the  main  sewers 
rvould  of  itself  be  important.    I  propose,  however,  a  small  valve 
;o  be  placed  where  it  may  be  thought  most  convenient  on  each 
douse-drain.    Those  valves  and  flaps  at  present  in  use  are  gene- 
•ally  objectionable  on  the  score  of  expense,  which  arises  from  their 
ize  being  unnecessarily  great ;  and  their  weight,  being  of  metal, 
mist  be  increased  to  suit  the  size,  which  causes  imperfection  in 
heir  operation.    I  approve  of  slate  flaps,  such  as  I  have  seen  in 
:;he  Holborn  division  of  sewers ;  but  I  would  propose  well-burnt 
.olates  of  common  clay,  fire  clay,  or  terra  cotta,  which  have  the 
advantage  of  being  readily  moulded  into  the  most  efficient  form. 
The  advantages  of  flaps  of  these  materials  are  that,  being  of  less 
veight  than  iron,  they  are  more  perfect  in  their  action,  and  are 
ifted  by  a  smaller  run  of  water  ;  that  they  are  not  affected  by 
chemical  action,  and  therefore  are  not  decomposed  as  iron  is,  by 
he  gases  and  moisture  by  which  they  are  surrounded,  and  that 
hey  are  originally  less  expensive  than  iron,  such  as  those  now  in 
yse. 

What  do  you  find  to  be  the  effect  of  drainage  from  a  privy  or  a 
pool  into  a  sewer,  where  there  are  not  proper  supplies  of  water  to 
flush  or  cleanse  the  drain,  which  communicates  from  the  privy  or 

he  cesspool  into  the  main  sewer?  The  evil  is  undoubtedly 

greater ;  the  emanations  are  increased,  because  to  the  extent  of  the 
surface  accumulations  in  the  private  drain  and  of  the  cesspool, 
here  is  added  the  gaseous  accumulations  from  the  street  sewer. 
^  communication  by  a  drain  from  the  sewer  brings  into  a  house 
he  emanations  from  a  whole  district.  This  is  the  case  in  some 
parts  of  the  metropolis,  where  the  effect  is  produced  by  strong 
southerly  winds,  which  blow  into  the  mouths  of  sewers  opening 
nto  the  river,  and  carry  a  backward  current  of  emanations  into  the 
rouses  and  streets  of  the  upper  parts  of  the  district,where  the  drains 
"  guhies  are  untrapped.  So  invariably  is  this  the  case  in  narrow 
fleets  and  densely  crowded  districts  sheltered  from  the  wind,  that 
tne  inhabitants  commonly  infer  a  change  of  the  wind^  from  the 
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w.  d.  Guthrie,  offensiveness  of  the  drains  and  the  sewers.  Hence  the  tenantry  of 
Es<1'  the  districts  newly  sewered  and  drained  complain  lhat  they  art) 
worse  off  after  the  sewerage  than  before,  where  the  sewers  are  so 
constructed  as  to  allow  of  accumulations,  and  the  drains  are  inade- 
quately supplied  with  water.  However  constructed,  it  must  be  so, 
inasmuch  as  all  the  expense  incurred  has  only  brought  them  an 
addition  to  the  surface  emanations  from  their  own  privies  or  cess- 
pools. Even  in  houses  of  the  highest  class,  where  they  have  water- 
closets,  but  where  the  drains  and  sewers  to  the  houses  are  not  pro- 
perly trapped,  severe  illness  and  fever  are  frequently  inflicted,  by 
the  escape  of  emanations,  on  the  servants  who  sleep  in  the  lower  ( 
apartments  where  sinks  are  placed. 

You  recommend  that  every  drain  should  have  a  trap,  to  prevent  i 

the  smell  ascending  to  the  houses?  As  matters  at  present  stand, 

it  is  clear  that  all  house-drains  should  be  furnished  with  traps  or 
valves  of  some  description,  to  prevent  the  escape  of  deleterious 
emanations  ;  but  I  do  not  think  that  if  the  system  I  propose  were 
adopled,  such  would  be  so  indispensably  necessary.  I  look  upon 
the  gases  being  disengaged  as  a  positive  proof  that  the  sewerage 
is  imperfect.  It  is  a  proof  that  the  debris  of  houses  must  be 
detained  somewhere,  and  that  decomposition  has  been  allowed  to 
take  place;  whereas,  if  animal  or  vegetable  matter  were  to  be 
immediately  and  sufficiently  diluted,  and  rapidly  hurried  through 
the  whole  system  of  sewers,  there  would  most  assuredly  be  less 
necessity  for  traps  or  valves ;  I  think  it  is  possible  they  could  then 
be  dispensed  with  entirely  ;  however,  my  small  valve  for  the  small 
tubes  can  be  placed  on  a  tube  at  any  time  and  at  little  cost. 

Do  you  think  that  in  the  usual  condition  of  matter  carried 
away  by  a  drain,  though  the  air  might  not  be  surcharged  with 
putrid  materials,  still  it  might  be  sufficiently  offensive  to  render 
it  desirable  that  it  should  be  withdrawn  or  prevented  entering 
houses  ? — Certainly  I  do. 

Have  you  paid  attention  to  some  modes  of  withdrawing  the 
air  and  consuming  it  ?  1  have.    I  have  a  diagram  here  to  I 


show  that  if  a  system  of  valves  or  traps  were  to  be  used  along 
the  main  sewers,  the  gases  could  then  be  hurried  on  or  drawn 
towards  the  mouth  where  the  sewers  debouch,  and  when  there, 
a  particular  contrivance  might  be  adopted  to  arrest  the  gases, 
that  they  might  be  decomposed  by  the  application  of  temperature. 
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The  public  health  would  then  suffer  in  no  greater  degree  than  w.  n.  Guthrie, 
rom  the  ordinary  products  of  combustion.  This  shows  the  manner  Es<1" 
n  which  sewage  travels  along  the  bottom  of  a  sewer,  while  the 
rases  disengaged  by  putrefaction  take  an  upward  course.  The 
etters  V  denote  the  places  proper  for  gullies,  all  of  which  should 
je  valved.  The  dark  spots  are  placed  where  open  gratings  at  pre- 
sent exist  in  localities  where  no  surface  water  can  collect  and  should 
herefore  be  shut  up. 

You  have  examined  some  of  the  arrangements  of  the  Houses 
>f  Parliament  ?  1  have  studied  Dr.  Reid's  diagrams. 

Have  you  noticed  the  nature  of  the  communications  from  the 
[rains  ?  No. 

You  have  no  doubt  of  the  economy  of  that  arrangement  you 

mve  illustrated,  if  opportunity  were  given  for  it?  No  doubt 

if  its  perfect  efficiency. 

Have  you  paid  attention  to  the  formation  of  the  gully-drains ; 
ire  they  properly  constructed  at  present,  or  do  you  see  any 

ibjection  to  their  present  construction?  There  are  some  of 

.  more  perfect  description  than  others;  but  the  construction 
;nd  placing  of  the  gully-drains  I  have  noticed  as  being  generally 
•xtremely  defective — perpendicular  shafts  turning  off  at  obtuse 
„ngles,  causing  accumulations,  which  rapidly  become  offensive  ; 
hese  gully-holes  rarely  have  flaps  or  valves.  Another  defect  is 
Mat  the  gratings  are  so  placed  that  a  fall  of  water  will  not  have 
he  effect  of  removing  accumulations  from  the  bottom  of  the  per- 
>endicular  shafts.^  The  position  also  of  the  gullies  is,  in  many 
•tistances,  highly  injudicious,  in  respect  that  they  are  often  on  ele- 
ctions where  no  accumulation  of  surface  water  (which  it  is 
he  object  of  the  gully-shoot  to  remove)  can  by  possibility 
-ccur.  They  are  also,  as  being  untrapped,  prejudiciously  nu- 
nerous. 

VP  hat  should  you  propose  as  an  improvement  ?  1  would 

ondemn  and  shut  up  all  gullies  on  the  crowns  of  eminences,  and 
educe  their  numbers,  generally,  as  far  as  practicable  ;  those  having 
ngles  occurring  in  their  course,  which  cannot  be  avoided  on  account 
f  gas  or  water-pipes  coming  in  the  way,  must  be  allowed  to  con- 
nue,  but  should  be  valved.  I  would  recommend  that  in  all  cases 
'here  new  gullies  are  to  be  formed,  that  they  should  be  made  straight, 
o  that  when  accumulations  occurred  they  might  (by  opening  a 
inged  grating)  easily  be  pushed  forward  into  the  main  sewer°by 
simple  apparatus  for  the  purpose ;  whereas  straw  or  sand,  or  what- 
ver  might  accumulate  in  the  interior  of  the  crooked  18-inch  drains, 
annot  be  removed  without  sending  a  person  into  the  interior:  they 
re  made  for  the  express  purpose  of  allowing  a  person  to  crawl 
rough  the  tube  to  remove  those  obstructions,  which  must  occur 
om  their  large  size. 

You  think  that  by  making  them  smaller  and  without  angles 
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w.d.  Gmluio,  you  might  avoid  the  obstructions  which  occasion  the  necessity  of 

B"1,       persons  going  in  to  remove  them  ?  Yes ;  and  should  obstruction 

occur,  there  would  be  no  difficulty  in  inventing  mechanical  con- 
trivances for  its  removal. 

You  think  there  might  be.  considerable  improvement  made  in 

them?  Yes;  and  there  are  many  of  them  placed  in  such 

localities:  they  can  be  of  no  use  whatever.  I  annex  a  diagram 
of  what  takes  place  in  Sidmouth-place,  Gray's-inn-lane,  where, 
within  50  yards  of  the  corner  house,  there  are  1 1  open  or  uu- 
trapped  gratings  over  drains. 


a 


Ampton  Slrcct.    ©      Sidmoulh  Street 
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What  improvement  do  you  suggest  as  to  preventing  the  smell 

coming  up  there?  1  would  have  the  whole  of  those  gratings 

found  to  be  improperly  placed  shut  up  altogether. 

Where  there  is  a  sewer  and  water  going  down,  what  would  you 
llave  ?  1  would  have  a  grating  and  a  valve. 

Supposing  you  adopted  these  improvements  in  the  general  sys- 
tem of  the  drainage,  would  they,  in  your  opinion,  be  efficient 
without  the  flushing  ?—— Perhaps  not  without  the  flushing  I  havt 
described  for  removing  impurities  from  house-drains. 

In  what  mode  are  those  drains  now  cleared  when  obstructions 
take  place  ?  By  men  going  into  them. 

If  that  still  continued,  it  would  render  the  difficulty  of  going 

into  them  greater  than  it  is  at  present?  Yes,  but  it  is  a 

difficulty  which  might  be  got  over;  if  men  can  breathe  undei 
water,  respiration  may  be  carried  on  in  a  contaminated  atmo- 
sphere. 

Would  not  the  introduction  of  water  with  the  system  of  flushing 

be  analogous  to  the  destruction  of  bad  air  in  mines  by  water  ?  

I  think  not  quite  analogous,  because  sewerage  contains  so  great  ar 
amount  of  sulphuretted  hydrogen,  that  I  do  not  think  any  quantity 
of  water  that  is  likely  to  be  added  would  absorb  much  of  that 
gas  already  disengaged.  The  effect  of  turning  water  into  sewers 
would  be  beneficial  principally  on  account  of  its  flooding  opera- 
tion. 

Would  not  the  introduction  of  a  stream  of  water  from  time  tc 
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time  have  the  effect  of  disturbing  the  stagnant  air,  and  have  the  w.  d.  Guthrie, 

effect  of  carrying  it  off?  Water  introduced  in  the  manner  I  Esq*' 

have  explained  certainly  would,  and  would  have  the  effect  of  pre- 
venting its  formation,  if  the  system  were  perfectly  carried  out ;  and 
certainly,  should  it  accumulate,  it  would  be  hurried  towards  the 
proposed  outlets. 

Therefore,  the  adoption  of  the  system  of  flushing  you  speak  of 
ivould  have  the  effect  of  preventing  the  accumulation  of  matter 
ivithin  the  drains,  which  generates  bad  air,  and  of  disturbing  the 
lir  and  carrying  it  off?  It  would. 

And  of  arresting  decomposition  by  cold  water?  Decomposi- 

ion  would  be  retarded  by  the  lowness  of  the  temperature  of  the 
vater  introduced. 

Have  you  made  any  calculation  of  the  cost  of  the  system  of 

lushing,  as  adopted  in  any  districts  you  have  noticed?  No,  I 

lave  not. 

Do  you  think  your  proposal  practicable,  without  great  difficulty  ? 

 Without  any  difficulty ;  and  the  expense,  I  am  satisfied,  would 

ie  very  inconsiderable. 

Is  it  your  opinion  that  the  flushing  and  carrying  away  of  the 

efuse  by  water  is  much  cheaper  ?  1  have  not  calculated  the  dif- 

arence,  but  I  believe  it  would  be  cheaper ;  and  I  confidently  assert 
t  would  be  incomparably  better. 

That  system  has  the  advantage,  not  only  of  being  cheaper,  but 
if  removing  those  bad  smells,  and  making  it  much  healthier  as 

,-ell?-  If  we  take  for  granted  the  economy,  no  doubt  then  it 

ombines  the  two  advantages. 

A  certain  supply   of  water  would  be  absolutely  necessary 

)r  the  system  ?  Certainly  ;  it  would  be  indispensably  neces- 

ary. 

Would  the  water  that  falls  be  sufficient  for  the  purpose  of  flush - 
ig  and  cleansing  the  main-drains  in  the  districts  through  which 
ley  pass  ? — —I  have  not  the  least  doubt  of  that. 
1  You  think  it  better  that  the  sewers  should  not  be  larger  than 

•ould  contain  the  largest  quantity  of  water  that  may  fall  ?  

here  is  no  necessity  for  their  being  larger  than  that  they  may  be 
retty  nearly  filled,  when  there  is  a  great  deal  of  rain,  so  that  any 
npunties  adhering  to  the  upper  parts  of  the  interior  may  be  washed 
u  the  tube. 

WhC['  ^  faCt'  aS  a  natural  flush>ng  ?  Yes. 

What  form  would  you  recommend  for  the  secondary  drains, 

]        v!  6  t0  receive  a  number  of  small  ones  ?  1  think  the  form 

rm         tlle  **olDOrn  anc*  Finsbury  Commissioners  is  the  better 

You  recommend  the  form  of  the  different  descriptions  of 
taped!   Pte    by  the  Finsbui'y  district?  Yes j  they  are  egg- 


254  Objections  to  Water-valves. 

w.d. Guthrie,      That  gives  greater  strength?  The  greatest  strength  is  by 

Eaq-  that  form  secured,  and  it  has  the  additional  advantage  of  rendering 
efficient  a  small  quantity  of  water,  the  apex  being  turned  down- 
wards. 

Have  you  paid  any  attention  to  the  construction  of  water-valves 
for  the  drains  immediately  communicating  with  the  dwellings?— — 
I  disapprove  of  water-valves,  because  of  the  malaria  which  arises 
from  the  water  they  contain,  when  it  becomes  putrid. 

Do  you  consider  it  of  importance  that  they  should  be  so  placed 

as  to  be  easily  got  at  to  be  cleansed?  1  do. 

By  valve,  do  you  mean  the  hinged  flap?  Yes;  which  is  all 

that  would  be  necessary  for  a  private  sewer. 

In  reference  to  this  method  of  flushing  drainage  of  which  you 
have  been  speaking,  do  you  consider  that  as  applicable  to  the  old 
drains  as  they  at  present  exist,  or  would  it  be  necessary  to  renew 

them  before  that  could  be  introduced  ?  The  main-drains  would 

require  no  alteration,  save  those  they  are  re-arranging  at  present, 
which  have  flat  bottoms. 

Then  it  would  be  necessary  to  reconstruct  all  those  which  have 

the  square  shape?  Yes ;  they  would  require  to  be  altered  under 

any  circumstances,  but  certainly  not  more  necessarily  by  the  systemi 
of  flushing  I  propose. 

Have  you  considered  at  all  the  expense  of  adopting  those  altera- 
tions ?  No ;  but  I  do  not  think  it  would  be  great :  the  expense 

of  the  tubing  necessary  would  be  very  inconsiderable  indeed,  and  I! 
would  propose  that  the  present  brick-built  private  drains  should  ba 
well  cleaned  out,  and  smaller  tubes  placed  in  the  interior  of  them. 
I  would  allow  them  to  remain  in  all  cases  where  it  is  practicable ; 
I  would  place  a  tube  in  the  centre,  and  surround  it  with  clay,  or 
some  cheap  material. 

The  question  refers  to  the  large  main  sewers  ;  would  it  be  neces- 
sary to  alter  them?  No,  not  at  all,  save  where  they  are  flat 

bottomed;  those  old  private  drains,  those  over  which  the  Commis- 
sioners have  no  surveillance,  are  the  drains  in  which  so  much  altera 
tion  and  improvement  is  necessary.  The  new  form  adopted  by  the 
Westminster  Commissioners  may  be  sufficiently  perfect,  butl 
rather  prefer  that  adopted  by  the  Holbom  and  Finsbury  Commis- 
sioners,  though  either  is  perfectly  available  for  the  system  ol 

flushing.  . 
The  system  in  Westminster  is  to  have  a  cove  at  the  bottom,  Dui 

not  in  the  same  manner  ?  Their  invert,  is  a  segment  of  the  same 

sized  circle  as  the  arch  at  top;  I  believe  it  is  not  less,  at  al 
events* 

Have  you  paid  attention  to  those  parts  of  the  metropolis  when 
there  are  no  drains  at  the  present  moment,  such  as  some  parts  o 

Holborn,  and  in  the  east  of  London  particularly?  1  ha* 

not. 
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Have  you  turned  your  attention  to  Whitechapel  or  Bethnal-  d.  Guthrie, 
;rveen?  No,  I  have  not.  En' 

Have  you  considered  in  what  way  a  remedy  could  be  devised 
for  the  imperfections  of  those  gully-drains  which  would  not  be  too 

axpensive?  1  should  propose  shutting  up  all  those  drains  which 

are  inefficient  and  improperly  placed ;  and  I  find,  on  a  moderate 
calculation,  that  the  sum  that  would  be  realized  by  the  iron  of  the 
condemned  gratings  would  be  sufficient  to  make  the  arrangements 
:hat  ought  to  be  adopted  in  respect  of  placing  cheap  valves  on  all 
hose  side  or  gully-drains  allowed  to  remain  ;  the  expense  of  those 
ralves  would  be  more  than  covered  by  the  value  of  the  old  material. 
Tliere  are  several  thousand  gratings  which  are  utterly  useless  on 
.iccount  of  their  position,  and  positively  injurious  from  their  emana- 


1011s 


They  are  introduced  for  the  admission  of  the  surface  water  ?  

riiey  are ;  but  I  conceive  them  to  be  a  great  deal  too  large ;  and 
hey  are  frequently  placed  in  such  a  manner  that  they  become 
nefficient  for  the  purpose  for  which  they  were  placed  :  the  water 
>ercolates  down  one  edge  only  through  the  sand  and  dust,  carrying 
lone  of  them  along  with  it,  till  by  and  by  they  become  choked  up. 
.n  some  of  the  best  parts  of  London — I  allude  to  Regent-street 
;nd  Portland-place — this  is  to  be  observed :  there  was  not,  at  the 
ipe  I  made  my  observations,  in  these  streets  one  gully-drain  in 
wenty  that  was  not  greatly  choked  up,  and  that  too  during  the 
ate  heavy  falls  of  rain,  showing  that  even  vast  quantities  of  rain 
ailing  were  not  sufficient  to  keep  the  drains  open.  The  expense  is 
ery  considerable  indeed  in  having  those  gully-drains  cleared  out 
:om  tlme  t0  time.  Here  is  represented  a  plan  for  boring  down  to 
lie  main,  instead  of  the  present  expensive  and  tedious  mode  of  ex- 
avating.  At  the  corner  of  Vernon-street,  it  was  thought  necessary 
3  place  a  gully-drain  and  grating;  the  operations  were  protracted 
3  a  period  of  not  less  than  five  or  six  days;  the  space  excavated 
eing  dU  feet  by  16  feet,  marked  by  the  lines  A  to  H  and  H  to  B. 
sy  the  mode  of  boring  and  inserting  tubes  as  here  delineated,  a 
oncliut  tor  surface  water  might  have  been  finished  in  a  few  hours, 
'men  could  be  cleaned  with  facility  by  passing  a  straight  rod 

U'Ollgtl  it. 
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w.  d.  outhrie,      Is  it  your  opinion  that  it  would  be  better  to  have  a  sewerage  to 
Esq-       receive  the  surface  water,  immediately  from  the  street,  separate 
from  the  entrances  of  any  drains  coming  from  the  houses?- — 
I  think  that,  instead  of  having  at  each  grating  a  direct  communica- 
tion with  the  common  sewer  or  gully-drain,  many  of  them  along 
the  edge  of  a  descent  might  be  united  ;  one  small  tube  canned  along 
and  receiving  the  collections  of  several  gratings,  for  a  distance  de- 
pending on  circumstances,  so  that  one  direct  communication  into  the 
main  sewer,  and  one  valve  placed  on  that  and  not  on  every  one. 
Figure  A  represents  the  form  and  appearance  of  tubes  of  earthen- 
ware and  B  the  mode  of  joining  or  repairing,  should  by  accident 
a  length  be  broken.    Figure  C  shows  the  form  to  be  given  to 
lengths  which  are  intended  to  be  placed  where  unions  are  required,! 
P,  the  plug,  being  fixed  with  pitch  only,  can  be  removed  readily 
and  a  connecting  tube  attached. 

A  C 


Have  you  paid  any  attention  to  the  construction  of  water-traps 

whether  they  could  be  easily  cleansed?  1  should  object  u 

them  on  the  score  that  the  water  itself  when  accumulated  came 
alona  with  it,  as  it  must  necessarily  do,  great  impurities,  wind 
undergo  decomposition  and  become  offensive  ;  and  I  am  not  su..| 
that  the  evil  arising  from  this  circumstance  might  not  be  a 
offensive  as  that  sought  to  be  removed.  It  is  very  simple j  an, 
very  efficient  otherwise.    I  should  prefer  the  principle  of  a  ning 

ValHave  you  paid  attention  to  the  surface  cleansing  of  streets  an, 
allevs  and  courts  ?  1  have.  .  _ 

Do  you  think  it  might  be  more  efficiently  done,  and  m  a  cheap 

mode/by  water  cleansing?  Yes;  I  think  that  would  be  tn 

cheapest  and  most  effectual. 

Do  you  think  that  might  be  carried  off  by  means  of  the  com 

mon  sewers ?  Yes.  W.1W 

You  would  have  no  fear  of  their  being  stopped?  None, 

thev  were  properly  flushed. 

You  would  consider  that  the  dirt  and  filth  before  the  doors  J 
houses  and  so  forth,  from  each  house,  and  the  street  dirt  from  tn 
surface,  and  whatever  is  brought  down  by  the  kennels  might 
carried  off  effectually?  1  have  not  the  least  doubt  of  that 

You  think  that  would  be  cheaper  than  the  present  mode  < 
carting  it  off  from  time  to  time  ?  Yes. 
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Have  you  made  any  calculation  of  the  expense  ?  1  have  not  w- D-  Guiinie, 

myself. 

Have  you  made  any  calculation  of  the  expense  of  the  sort  of 
apparatus  you  just  referred  to?  Many  mechanical  arrange- 
ments for  that  purpose  might  be  easily  made ;  a  sketch  of  the 
water-valve  itself  might  be  very  easily  prepared,  with  a  floating 
ball  and  stop-cock,  the  same  as  the  common  stop-cock  for  cisterns. 
Have  you  seen  any  mechanical  contrivance  for  the  cleansing  of 

streets?  In  Glasgow,  in  1840,  I  proposed  an  improved  mode 

of  street  cleansing,  which  I  submitted  to  the  Board  of  Commis- 
sioners of  Police ;  but  they  did  not  conceive  themselves  warranted 
in  ordering  any  expenditure  of  the  public  money  for  an  experi- 
ment, having  once  already  failed  in  the  attempt  to  complete  a 
\sweeping  machine  of  practical  value.     I  have  seen  Mr.  Whit- 
1  worth's  in  operation. 

Do  you  think  that  might  be  effectual  with  the  aid  of  water  ? 

 1  think  that  if  manual  labour  were  economized,  it  would  be 

cheaper  and  more  efficient  than  almost  any  mechanical  contrivance 
-(supposing  no  water  from  companies  to  be  used),  by  simply  taking 
advantage  of  the  heavy  rains  that  occasionally  occur,  if  it  were 
.permitted  that  the  debris  should  be  swept  into  the  main  sewers. 

Do  you  think  that  the  slop  and  filth  might  be  swept  into  the 
gully-holes,  and  that  it  might  all  be  carried  off  by  means  of 
flushes  ?  That  would  be  the  most  efficient  mode. 

Do  you  apprehend  that  from  any  such  cause  any  accumula- 
tion might  take  place  in  the  bed  of  the  river?  1  believe  that  to 

some  extent  such  might  be  the  case ;  but  I  do  not  apprehend  it 
would  be  very  prejudicial  to  the  shipping  interest  supposing  the 
whole  of  the  debris  of  the  metropolis  were  to  be  carried  into  the 
river. 

Are  you  aware,  that  in  consequence  of  the  removal  of  the  Old 
London  Bridge,  the  depth  of  the  river  has  considerably  increased 
of  late  years  ?  1  am  aware  of  that  fact. 

What  would  be  the  expense  per  yard  for  a  drain  of  the  cheapest 
and  best  construction, — what  you  would  call  the  collateral  drain? 
~  I  should  imagine  that  a  drain  from  the  diameter  of  12  to  16 
inches  would  be  sufficient  to  carry  off  everything  from  the 
humbler  dwellings  of  a  short  court,  for  example,  consisting  of  20 
houses  on  either  side. 

Is  it  not  preferable  to  have  it  deeper  in  its  section  ?  Tubes 

made  in  one  continuous  piece,  probably  of  a  circular  form,  would 
ae  as  strong  as  any. 

1  ake  the  expense  of  a  circular  form ;  regarding  that,  what  would 
ae  the  cost  per  yard?  About  8s. 

19  WHait  W-°Uld  that  be  f°rmed  ?  Tubes  of  so  larSe  a  diameter 

Y  or  18  inches  would  require  to  be  formed  of  the  clay  they 

ise  lor  common  earthenware.    The  prices  in  these  lists  are  not  so 
vol.  n.  g 
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w.  D.  Gathrie,  low  as  tubes  could  be  had  for,  if  they  were  required  in  large  quan- 

E'q'       tities-  ,        ^  3 

What  number  of  tenements  of  that  size  would  such  a  lube  be 

sufficient  to  serve  ?  That  I  have  not  calculated. 

There  must  be  a  proportion  between  the  size  of  the  drain  and 

the  number  of  houses  to  be  served  ?  Of  course  there  must. 

The  calculation  required  is  the  number  of  houses,  the  quantity  of 
water  likely  to  be  collected  from  the  roofs,  the  quantity  of  water 
from  each  tenement  laid  on,  and  the  fall. 

Would  it  be  difficult  to  make  such  a  calculation  ?  1  should 

say  not.  . 

Would  a  drain  of  that  size  be  sufficient  to  take  the  debris  irom 
20  houses  on  each  side,  and  to  carry  away,  if  properly  supplied 

with  water,  that  which  runs  from  each  of  them  ?  1  should  have 

no  doubt  it  would.  . 

Would  the  same  diameter  of  drain  carry  off  a  greater  quantity  ot 
matter  if  it  has  a  better  inclination  than  if  it  has  a  smaller  inclina- 
tion? Of  course,  the  nearer  to  the  perpendicular  the  better. 

Then  you  must  take  into  consideration  the  fall  as  well  as  the 

capacity  of  the  drain  ?  Yes. 

Have  you  made  a  calculation,  having  as  much  fall  as  will  be 
desirable,  and  a  sufficient  supply  of  water,  what  would  be  the  cost 
of  drains  of  one  or  two  capacities,  and  the  number  of  houses  they 

would  accommodate  ?  That  I  can  very  easily  furnish. 

You  stated  that,  on  a  rough  calculation,  there  is  no  doubt  a 
drain  made  as  you  have  stated,  would  take  the  refuse  from  20 

houses  on  each  side  ?  Yes. 

Have  you  known  any  cases  of  actual  illness  by  retrograde  cur- 
rents into  tenements  from  house-drains  ?  Yes;  in  a  particular 

part  of  the  district  in  Sidmouth-street,  as  marked  in  the  diagram, 
there  were  three  servants  in  one  house  who  were  taken  ill  with 
fever  and  removed,  and  five  of  the  family  of  children  were  also 
seized,  and  one  died,  as  I  apprehend,  of  that  cause  In  Gray  S 
Tnn-road  another  family  had  fever,  but  of  a  more  mild  form;  that 
was  more  remote  from  this  particular  concentrated  spot ;  but,  by- 
and-by,  the  same  family  that  had  the  measles  here,  removed  into 
the  very  house  where  this  system  of  sewerage  exists,  and  three 
children  were  immediately  seized  with  scarlatina,  and  one  died. 

You  have  given  the  Commissioners  the  cost  as  8s.  per  yard  ot 
the  pipe-drain  for  the  purpose  of  receiving  tubular  drains  irom 
particular  dwellings  ;  what  will  be  the  thickness  of  the  pipe-drain . 

.  I  am  not  so  very  certain  of  that;  I  do  not  know  that  such 

tubes  are  at  present  in  existence;  I  found  great  difficulty  in  getting 
exact  information  from  the  persons  to  whom  I  applied. 

Supposing  you  had  the  tubular  drains  you  speak  of,  what  would 

be  their  thickness?  That  would  of  course  depend  greatly  on 

the  quality  of  the  material  used ;  coarse  clay  would  require  to  be 
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from  half  an  inch  to  an  inch  in  thickness,  and  perhaps  even  greater  w.d.  Guti.rfe. 
than  that.  Esi- 
It  would  be  only  necessary  to  cut  the  width  of  its  extreme 

diameter  to  put  it  down  ?  Nothing  more. 

But  if  they  were  constructed  of  bricks  there  must  be  a  cut  of  much 

greater  width  and  depth  ?  Yes ;  of  greater  width,  certainly. 

The  cut  in  one  case  would  be  much  more  expensive  than  in  the 

other?  Yes;  but  the  great  economy  of  the  tubular  system 

would  be  the  rapidity  with  which  the  operations  could  be  com- 
pleted, for  the  tubes  might,  be  placed  in  situ  as  rapidly  as  the  neces- 
sary excavations  were  completed;  you  have  nothing  to  do  but  to 
place  them  on  the  floor  of  the  cut  intended  for  their  reception  ;  a 
vast  contrast  from  the  common  mode  of  brick-building,  which  is 
I  a  tedious  labour  ;  of  that  kind,  too,  which  men  can  work  at  only 
for  a  few  hours  in  daylight. 

Does  not  The  same  principle  of  tubular  drains  being  laid  with 
greater  rapidity,  and  requiring  less  width  and  less  depth  in  cutting, 
apply  equally  to  the  drain  in  the  middle  of  the  street  as  to  the 

small  drains  communicating  with  it?  It  would;  but  I  beg 

that  it  may  be  understood  that  I  do  not  speak  so  confidently  of 
the  success  which  might  attend  the  adoption  of  tubes  of  large 
calibre,  of  18  inches  or  two  feet  diameter ;  I  have  not  yet  had 
time  or  opportunities  to  acquire  sufficient  information  regarding 
them  to  speak  decidedly. 

Would  it  require  to  be  so  deep  under  the  surface  as  the  other  ? 

 There  must  be  a  certain  fall  to  carry  off  the  soil  from  the 

tenements,  and  the  greater  that  is,  of  course  so  much  the  better  for 
the  main  tube. 

Do  you  not  apprehend  that  a  tube  properly  constructed,  and 
-especially  glazed  inside,  would  not  require  so  great  a  fall  to  empty 
11 -~ — I  have  no  doubt  that  a  tube  of  that  kind  would  operate 
efficiently  with  a  less  fall  than  any  brick-built  drain. 

It  would  be  much  less  costly  on  account  of  the  material  taking 

up  a  less  space,  and  the  fall  being  less  ?  Yes,  much  less ;  the 

exP^nse  of  blocking  up  the  principal  streets  and  thoroughfares,  too, 
would  be  very  much  lessened,  instead  of  having  for  a  great  length 
ot  time  the  tedious  brick  building  going  on,  to  the  great  loss  of 
persons  in  business  and  inconvenience  of  passengers. 

D°  you  contemplate  that,  in  consequence  of  having  a  much 
narrower  sewer  with  an  improved  method  of  tubes  down  a  certain 
et'  lnstead  of  its  being  carried  up  the  centre  of  the  street,  and 
preventing  the  passage  of  carts  and  carriages,  it  might  be  carried 
in  some  streets  on  the  side,  so  as  to  leave  a  sufficient  width  for  the 
carte  or  carriages  to  pass  on  the  other  side  ?  1  think  the  incon- 

nience  that  would  be  saved  to  the  community  by  the  blocking 
P  ot  the  street  during  the  laying  down  of  the  main  would  not  be 
materially  remedied  in  that  case,  because  the  street,  would  be 

8  2 
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w.d.  Guthrie,  blocked  up  on  every  occasion  when  a  connection  was  required  to  be 
Esq-       made  from  a  house  on  the  more  distant  side  of  the  street  which  1 
think  would  more  than  counterbalance  any  advantages  which  that 
plan  would  possess  ;  I  think  the  best  situation  for  a  main  sewer  is 
the  centre  of  the  street.  .    .  .-i 

Have  you  paid  attention  to  the  depth  at  which  those  mam-drams 
should  be  placed  to  preserve  them  from  frost?  -I  asked  a  prac- 
tical man  whether  three  feet  under  the  surface  would  not  be  suffi- 
cient; and  he  said  he  thought  that,  under  all  the  circumstances 
three  feet  would  be  sufficient  to  prevent  the  action  of  the  frost  and 
to  prevent  the  tubes  being  broken  by  concussion  by  the  tail  ol 
heavy  bodies,  which  was  one  of  the  objections  made  to  tubes  o 
the  material  I  proposed;  of  course  to  prevent  such  an  accident! 
thev  must  necessarily  be  placed  at  a  sufficient  depth. 

Would  you  recommend  that  they  should  pass  under  the  wata 

and  aas-pipes?  Under  these,  so  as  to  be  out  of  the  way  of  th« 

operations  of  gas-fitters  and  water-companies ;  for,  as  I  have  befor. 
stated,  their  being  composed  of  material  that  would  not  decom 
pose,  repairs  could  not  be  required.  > 

Are  you  aware  that  in  ill-constructed  drains,— square,  &c.,— 
made  of  brick,  rats  infest  them  sometimes  in  vast  numbers  {  1 
am  aware  of  that.  .    ,,.  J 

Then  they  would  be  cleared  out,  and  their  access  to  dwellings 

would  be  prevented?  Yes;  with  glazed  pipes  particularly,  H 

would  be  impossible  for  them  to  cling  on,  especially  when  a  flushing 
operation  overtook  them.  In  Scotland  an  instance  occurred  m  the 
town  of  Montrose,  10  or  12  years  ago,  about  tins  season  of  the 
vear.  A  violent  thunder-storm  occurred,  accompanied  by  an  ex- 1 
traordinary  fall  of  rain ;  the  water  from  the  immediate  neighbour- 
hood, and  from  the  roofs  of  the  houses,  so  rapidly  accumulated  a. 
to  completely  gorge  the  sewers,  which  had  a  mortal  eflect  on  tin 
rats  in  the  interior;  thousands,  to  the  extent  ot  cart-loads  even, 
were  destroyed  by  that  one  grand  natural  flusn. 

The  quantity  of  rats  in  many  of  the  sewers  is  a  serious  annoy 
ance,  on  account  of  the  damage  they  do  by  making  holes 
The  holes  they  make  allow  the  percolation  of  sewage  when  beay; 
rains  occur,  sufficient  to  raise  the  sewage  beyond  the  ordinal, 
level,  below  which  a  rat  generally  takes  care  never  to  burrow. 

Any  system  of  improved  sewage,  which  would  take  ana  j  tn 
temptation  to  the  rats  to  come  up  there  and  prevent  their  remain 

in*,  would  be  a  serious  benefit?  Certainly  it  would. 

You  consider  it  very  important  that  the  sewers  ol  the  large.' 

class  should,  if  possible,  be  made  air-tight?  ^ertamly  I  do 

Have  you  paid  any  attention  to  the  best  mode  of  effecting  thM 

with  certainty  ?  1  have  not  turned  my  attention  particularly 

that  point,  but  I  presume  by  the  liberal  use  of  common  cemen 
they  may  be  rendered  tolerably  so. 
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Is  that  equal  with  pitch  ?  Perhaps  pitch  might,  be  preferable  w.  D.Guthrie, 

if  the  exact  configuration  were  given  to  the  bricks  which  the  form  Esq* 
of  the  sewer  required.  In  that  case  if  some  bituminous  substance, 
instead  of  ordinary  cement,  were  placed  between  the  bricks,  it 
would  be  more  inimical  to  the  permeation  of  gases  or  escape  of 
noxious  emanations  than  the  system  which  at  present  prevails. 
I  may  notice  that  they  do  not  put  cement  on  the  upper  part  of  the 
sewer;  they  cement  only  the  under  portion,  where  the  friction  of 
the  water  occurs,  which  only  prevents  the  percolation  of  water. 

Do  you  consider  that  any  extent  of  flushing,  unless  effected  with 
an  extreme  quantity  of  water,  will  remove  foetid  gases  from  large 

sewers?  Unless  the  quantity  of  water  was  very  large,  I  am 

satisfied  that  it  would  not;  and  however  perfect  the  system  of 
flushing  may  be,  decomposition  to  some  extent  must  go  on,  as  one 
of  the  effects  resulting  from  the  practice  in  large  towns,  where 
they  have  steam-engines  turning  in  condensed  steam  and  water  at 
a  very  high  temperature  into  the  sewers ;  such  a  thing  occurs  in 
the  top  of  Leather-lane,  where  Reid's  brewery  is ;  you  can  see 
the  gratings  down  the  whole  of  that  side  of  the  street  smoking 
and  emitting  with  the  vapour  an  effluvium  of  the  most  offensive 
kind. 

Is  not  that  very  common  in  many  parts  of  London  ? — —Yes  ; 
in  all  cases  where  steam  operations  are  conducted,  and  water  at 
a  high  temperature  is  turned  into  the  main  sewer.  They  have  no 
other  mode  of  getting  rid  of  it,  and  I  consider  it  to  be  the  cause 
why  in  such  neighbourhoods  decomposition  is  more  rapid  than 
where  the  sewage  passes  along  at  a  lower  temperature. 

Practically  speaking,  deleterious  or  offensive  gases  must  be 
always  presumed  to  be  present  in  drains  ?  Yes. 

You  might  have  a  current  of  water  descending,  and  a  current  of 

air  ascending  in  a  main  ?  1  have  endeavoured  to  show  that  such 

?  is  the  fact,  in  the  diagram,  to  account  for  the  sickness  in  Sidmouth- 
place  by  that  very  circumstance.  Here  is  represented  a  current  of 
water,  carrying  the  grosser  offensive  matter  downwards ;  but  then 
a  current  of  air  is  supposed  to  be  rushing  upwards,  which  air  of 
course  escapes  whenever  such  favourable  opportunities  occur  as 
untrapped  gully-drains,  or  those  passages  which  proceed  from  the 
crown  of  the  sewer  directly  to  the  surface  of  the  street,  called  ven- 
tilators. 

Offensive  air  is  always  escaping  from  every  untrapped  gully- 
v  There  is  not  the  least  doubt  of  it- 

i  ou  are  perfectly  aware  that  that  operates  to  a  great  extent  in 
producing  disease  in  London?  1  believe  it  does. 

VNould  not  the  state  of  the  drains  be  infinitely  less  offensive, 
and  much  less  prone  to  produce  disease,  were  little  channels  pro- 
vided, by  which  at  certain  intervals  currents  of  air  might  be  driven 
perpetually  through  the  drain,  so  as  to  oxygenize  those  gases? 
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w.  d  .Gmimo,   There  is  no  doubt  that  any  measure  of  that  kind  would  ma-  i 

Esq/      terially  tend  to  ameliorate  the  public  health  by  preventing  the  [ 
occurrence  of  sickness. 

You  have  spoken  of  a  chimney  for  the  discharge  of  gases ;  do  j 
you  not  think  it  would  be  better  to  place  it  at  the  higher  part  of 

the  sewer  ?  1  think  the  most  effective  mode  of  ventilating  would 

be  to  have  many  small  tubes  from  the  crowns  of  the  sewers;  these  ] 
might  be  laid  towards  either  side  of  the  street,  and  be  carried  as 
high  as  the  tops  of  house  chimneys ;  the  gases  would  thus  be  dis- 
charged high  in  the  air,  and  the  atmosphere  required  for  respira- 
tion would  not  then  be  contaminated  as  it  is  at  present  by  those 
ventilators  which  pour  forth  the  gases  from  the  sides  or  centres  of 
the  streets.    No  mode  of  ventilating  can  be  more  unscientific  than 
the  present  boasted,  though  obnoxious  system  of  grated  openings 
in  the  streets.    Tubes,  however,  might  be  attached  to  these,  and 
carried  high  in  all  practical  localities.    Tubes  of  six  or  eight  inches 
diameter  would  be  sufficient,  and  the  cost  of  many  thousand  yards 
of  these  would  not  equal  the  expense  of  a  single  large  chimney- 
stalk.     I  am  of  opinion  that  ventilation  would  be  much  more 
perfect  by  numerous  small  discharges  than  by  one  colossal  ven- 
tilator intended  for  an  extensive  district.    Large  quantities  of  gas 
would  be  carried  along  to  the  mouths  of  sewers,  even  supposing 
such  ventilators  as  I  speak  of  were  in  operation.    This  may  be 
inferred  from  the  fact  that  the  asmosphere  along  the  banks  of  the 
Thames  is  greatly  vitiated  by  the  dissipation  of  malaria,  although 
every  opportunity  is  afforded  for  the  escape  of  the  gases  along  the 
whole  line  of  sewers,  so  that  arrangements  for  collecting  and 
destroying   them  at  these   debouching  points  would  still  be 
required. 

Do  you  think  that  arises  from  the  immediate  discharge  of  gas 

from  the  sewer,  or  the  offensive  matter  thrown  into  the  river  ?  

Partly  from  one  and  partly  from  the  other. 

An  arrangement  for  collecting  and  destroying  the  gases  might 
facilitate  the  descent  of  air  to  a  certain  extent  ?  Yes. 

If  large  chimneys  or  discharges  of  any  kind  were  placed  at  the 
higher  levels,  would  not  that  form  a  natural  eddy  chaining  itself, 
particularly  in  the  night  season,  perpetually  discharging  at  the 

highest  level?  1  have  not  the  smallest  doubt  it  would,  without 

any  additional  temperature,  without  the  expensive  arrangements 
required  for  active  combustion  to  increase  the  draught. 

'  Are  you  aware  of  any  changes  in  water  by  which  it  is  particu- 
larly affected  with  a  particular  form  of  noxious  ingredient  ?  j 

During  the  thunder-showers  probably  the  electrical  condition  pf 
the  atmosphere  and  of  rain  water  would  expedite  decomposition. 

Is  it  not  the  case,  that  in  all  cases  where  the  mouth  of  the  sewer 
is  closed  by  the  river  by  a  high  tide,  whenever  the  water  accu- 
mulates, the  pent-up  gas  in  the  interior  must  be  forced  out  &t 
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some  gully-hole  or  private  drain?  Yes;   it  is  the  case  at  w. D.Guthrie 

present. 

On  that  account  alone  it  appears  essential  in  a  low  level  to  have 

some  discharge?  It  was  with  that  impression  that  I  constructed 

the  diagram  I  exhibited  before,  to  show  how  their  dissipation  along 
the  banks  of  the  Thames  might  be  prevented. —  Vide  valved 
chamber  G,  in  the  second  vignette. 
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V. 

DRAINAGE  OF  BUILDINGS,  IMPROVEMENTS  IN  THEIR  STRUCTURAL 
ARRANGEMENTS,  THE  CHARGES  CONSEQUENT  THEREON,  AND 
THE  MEANS  OF  LIGHTENING  THE  BURTHEN  OF  THEM. 


Mr.  Thomas 
Cubilt. 


Mr.  THOMAS  CUBITT,  examined. 
It  has  been  proposed  to  require  that  all  courts  and  alleys  should 
be  at  least  30  feet  wide,  if  they  are  not  open  at  both  ends  Do 
vou  consider  such  a  regulation  to  be  too  restrictive,  or  would  you 

make  any  alterations  in  it?  If  I  made  any  alteration  in  it  it 

would  be  to  make  the  streets  and  alleys  wider;  m  fact  I  would 
have  every  place  so  that  a  cart  would  have  easy  access  for  clearing 
away  the  dirt.  I  would  have  no  house  built  where  there  was  not 
a  public  way,  and  the  entrance  open  to  the  sky. 

Do  you  consider  that  it  would  be  desirable  to  enforce  by  legis 

lative  enactment,  that  no  houses  should  be  built  back  to  back  ?  

I  would  rather  leave  that  open,  and  let  people  do  as  they  like,  i 
think  that  building  them  back  to  back  is  a  much  cheaper  mode, 
and  that  if  we  were  to  prevent  their  being  built  back  to  back  we 
might  in  many  cases  prevent  houses  being  built,  which  would  be  a 
great  accommodation  to  poor  people. 

Have  you  not  yourself  built  a  considerable  number  of  houses  of 

the  class  referred  to  ?  1  have  built  very  few  houses  for  poor 

people,  but  when  I  do,  I  try  to  make  them  as  healthy  as  possible. 

Have  you  ever  built  them  back  to  back?  -Never. 

You  would  not  recommend  that  mode  of  building,  but  would  not 

be  inclined  to  prohibit  it?  No;  I  should  be  afraid  of  making 

the  law  too  restrictive.  '  i  . 

If  you  allowed  houses  to  be  built  back  to  back,  what  regulation  J 

would  you  make  as  to  the  erection  of  privies?-  1  think  I  should  c 

be  disposed  to  leave  that  to  the  people  themselves,  taking  care  that  I 
there  are  no  narrow  courts,  that  they  are  all  open  and  broad  i 
spaces,  and  every  house  at  least  should  have  a  privy  ;  but  1  should! 
leave  it  to  themselves  where  they  should  put  it. 

If  two  rows  of  houses  were  placed  back  to  back,  in  what  position* 

ought  those  privies  to  be  placed  ?  They  might  do  it  by  making  \ 

a  water-closet  in  the  upper  part  of  the  house  without  being i 
offensive  or  injurious,  or  there  might  be  water-closets  in  othei» 

PE Would  it  be  possible,  consistently  with  the  economy  necessary 
in  the  construction  of  poor  houses,  to  have  a  water-c  oset  to  every 
1)0Use  ?  If  it  were  made  a  law,  many  people  would  very  mucli 
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object  to  it,  but  I  think,  if  left  to  themselves,  many  would  adopt  it.    Mr.  Thomas 

I  think  the  public  is  not  yet  prepared  to  go  to  that  extent ;  in  the  CuWtt. 

erection  of  buildings,  there  are  10  water-closets  put  up  now  where 

there  was  only  one  20  years  ago. 

Has  it  been  your  habit,  in  the  construction  of  buildings  of  an 

inferior  class,  to  place  water-closets  in  them  ?  1  scarcely  build 

any  house,  however  small,  without  having  a  water-closet  attached 

to  it,  and  not  a  common  privy.    I  believe  the  last  20  years  I  have 

not  built  any  stable  or  coach-house,  in  which  accommodation  has 

been  made  for  persons  to  live,  without  making  a  water-closet  in 

the  upper  story ;  and  I  found  that  the  mews  in  which  those  stables 

have  been  built  has  been  generally  kept  clean  :  the  effect  has  been 

that  they  would  do  all  their  dirty  work  within,  and  keep  every 

thing  offensive  out  of  sight ;  and  that  the  mews  has  been  very  neat 

and  consequently  the  place  more  healthy.    The  places  I  have  built 

are  generally  very  free  from  any  bad  smell,  and  there  is  nothing 

worse  there  than  the  stable  dungr. 

•  •  • 

Can  you  state  what  is  the  expense  of  putting  up  a  water-closet 

of  the  cheapest  construction  ?  There  is  a  cheaper  kind  of  water- 
closet  than  I  have  fixed.  I  am  hardly  prepared  to  say  what,  would 
be  the  expense,  but  I  think  from  10/.  to  15Z.  in  addition  beyond 
the  common  privy  ;  but  it  depends  upon  the  quantity  of  the  accom- 
modation given  in  the  place  before  the  water-closet  is  there.  If 
the.  water  is  laid  on  and  provided  for  the  use  of  the  house,  the 
water-closet  costs  less  than  when  the  water  has  to  be  got  from  a 
pump  or  any  other  place. 

Do  you  mean  that  10Z.  or  15/.  covers  the  whole  of  the  expense  ? 

 -That  would  be  the  cost  more  than  the  expense  of  a  common 

privy. 

What  do  you  consider  the  cost  of  an  ordinary  privy  ?  An 

ordinary  privy  is  little  more  than  a  mere  building,  the  case  in  which 
it  is  necessary  to  put  a  water-closet ;  it  will  depend  on  circumstances, 
but  the  expense  would  be  very  small. 

Would  not  such  an  addition  as  10/.  or  15/.  for  a  water-closet  add 

to  the  rent  of  every  cottage  in  which  it  was  placed  ?  1  think  that 

if  people  were  obliged  to  put  them,  it  would  be  considered  as  a  very 
severe  tax  upon  them.  I  think  that,  generally  speaking,  the  public 
are  not  prepared  to  adopt  that  course  at  present,  but  it  is  probably 
leading  that  way.  As  for  my  third-rate  houses,  I  seldom  build  them 
without  water-closets,  and  seldom  make  common  privies  to  them. 

Are  they  self-acting  water-closets?  No;  but  all  that  are  put 

"p  lor  my  workmen  in  the  manufactories  are  ;  we  have  water-closets 
m  every  place  ;  they  are  self-acting,  but  they  require  a  larger  quan- 

tltyw-  Wat6r  than  ^  orclinary  kind  of  water-closet. 

Will  you  compare  the  annual  expense  of  a  water-closet  with  that 
ot  a  common  privy,  it  being  understood  that  the  expense  of  cleans- 
ing a  common  privy  is  about  1Z.  per  annum  ?  The  expense  of  the 

common  privy  some  people  would  estimate  very  differently  from 
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cJbittmna    others ;  it  depends  very  much  upon  circumstance,  how  it  is  placed ; 

in  London  there  are  very  few  common  privies  now  but  which  empty 
themselves,  or  have  the  means  of  emptying  themselves,  into  common 
sewers.  Forty  years  ago  the  whole  of  London  received  the  contents 
of  those  places  into  cesspools  in  the  ground.  Latterly  they  are 
turned  into  the  sewers,  and  the  river  receives  them  all,  or  nearly 

aH- 
In  your  view  it  is  not  necessary  to  cleanse  the  privies,  but  they 

would  cleanse  themselves?  It  would  require  a  very  careful 

building  for  them  to  cleanse  themselves.  There  is  scarcely  any 
privy  but  would  occasionally  require  some  cleansing,  but  they  re- 
quire comparatively  a  small  quantity  of  attention. 

That  cleansing  is  an  additional  expense,  to  be  considered  as 

occurring  from  time  to  time?  Yes,  it  is;  but  every  place  o 

that  kind  will  be  subject  to  some  expense,  even  water-closets  would 
not  be  free  from  that. 

Have  you  made  any  comparison  of  the  two  ?  No ;  I  think 

'    that  every  house  ought  to  have  a  privy ;  that  every  family  should  i 
have  one,  but  I  do  not  see  that  that  could  be  made  a  part  of  the 
law. 

The  making  it,  necessary  that  every  house  should  have  one  would 

lead  probably  to  the  substitution  of  water-closets?  1  think  as 

public  habits  improve  and  people  get  more  cleanly,  they  will  feel  a,j 
desire  for  them.  I  think  the  great  thing  to  lead  people  on  to  im-11 
prove  their  habits  is  to  have  the  places  broad  and  airy,  to  let  in  a|j 
great  deal  of  day -light. 

The  object  to  be  desired  would  be  to  substitute  water-closets  fori 
privies?  That  could  be  done  only  as  the  demand  for  comfort  I 

arose.  „ 

You  state  that  you  would  not  wish  to  forbid  houses  being  built  i 
back  to  back,  and  you  have  been  asked  how,  if  they  are  to  be  built  i 
back  to  back,  the  privies  should  be  managed,  and  you  stated  that 
water-closets  may  be  used;  how  do  you  propose  to  provide  places 

for  refuse  and  ashes?  Generally  speaking,  a  house  built  m  a 

wide  place  would  have  an  area,  that  would  be  almost  a  matter  of 
course,  and  probably  a  vault  under  the  street,  and  the  areas  and 
vaults  are  generally  found  chiefly  the  receptacles  for  those  things. 

You  contemplate  that  either  the  area  or  the  vault  in  front,  which 
would  be  no  nuisance  to  the  street,  would  be  the  place  for  the  re- 
ception of  ashes?  1  think  that  would  provide  for  itself,  that  we 

need  not  make  provision  for  it,  only  to  prevent  their  throwing  out 
things  into  the  street. 

The  areas  and  vaults  should  be  cleansed  from  time  to  time  I  

I  think  the  scavenging  is  a  most  important  part,  and  it  is  a  very 
difficult  subject,  but  one  that  requires  to  be  exceedingly  well  attended 
to;  it  can  hardly  be  too  well  done;  but  the  difficulty  is  the  expense 
of  keeping  every  place  clean. 

If  it  is  your  opinion  that  you  should  not  prohibit  houses  being 
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built  back  to  back,  would  you  consider  it  desirable  to  enact,  Mr.  Thomas 
that  the  width  of  the  streets,    in  the  front  of  houses  built 

back  to  back,  should  not  be  less  than  a  certain  width  ?  

They  should  have  only  one  width ;  that  is,  they  should  not  be  less 
than  a  certain  width  under  any  circumstances,  and  I  would  leave 
the  rest  to  work  its  own  course. 

You  have  said  that  you  would  not,  under  any  circumstances,  have 
a  width  for  alleys  and  courts  less  than  that  proposed  above  ;  what 
do  you  consider  the  minimum  width  which  should  be  allotted  the 
streets  ?  30  feet  has  been  the  minimum  suggested. 

Thirty  feet  for  alleys  and  courts  open  only  at  one  end,  and  20 

feet  for  alleys  open  at  both  ends?  1  should  think  no  court 

should  be  less  than  20  feet  or  30  feet,  and  if  built  on  both  sides,  I 
would  not  make  it  less  than  30  feet  wide,  but  I  should  prefer  40 
'eet  if  built  on  both  sides ;  and  I  would  have  every  place  wide 
;nough  for  a  cart  to  get  in  to  carry  away  dirt. 

That  regulation  as  to  width  would  apply  to  all  places,  whether 
courts  or  alleys  ?  Yes. 

With  respect  to  regulations  on  the  subject  of  cellar  dwellings,  do 
pou  think  that  there  should  be  some  regulation  as  to  the  areas,  so 
.hat  the  earth  should  not  come  against  the  wall,  in  the  inside  of 

;vhich  the  cellar  dwelling  would  be  ?  It  would  be  very  important 

or  the  comfort  of  those  who  occupy  such  dwellings,  but  I  am  afraid 
)f  a  restriction  leading  to  inconvenience.  I  am  afraid,  if  byrestric- 
ive  clauses  cellar  dwellings  are  made  more  healthy  than  they  are 
iow,  it  will  become  the  fashion  to  occupy  cellars  more  than  at  pre- 
sent, and  that  we  should  be  leading  the  public  to  look  upon  that 
is  a  part  of  a  dwelling-house,  which  is  hardly  now  thought,  even  in 
Joor  neighbourhoods,  fit  for  such  a  purpose.  I  would  keep  the 
:ellars  for  inferior  purposes. 

Would  it,  in  your  opinion,  be  desirable  to  make  a  distinction  as 
o  sleeping  places,  and  to  prevent  a  cellar  being  used  as  a  sleeping 

ilace?  It  would  be  a  very  good  thing  if  it  could  be  done  with- 

mt  great  practical  inconvenience,  but  I  fear  that  by  making  them 
nore  wholesome  dwelling  places  we  should  lead  to  their  being 
nore  generally  inhabited,  that  the  cellar  would  be  considered  as  a 
legitimate  part  of  the  house  to  live  in.  I  would  leave  the  use  of  it 
o  the  option  of  the  person. 

Perhaps  your  view  is  taken  principally  from  the  houses  in  Lon- 
lon.  Are  you  aware  that  there  are  40,000  persons  dwelling  in 
cellars  in  Liverpool,  and  principally  in  close  parts  ? — I  was  not 
iware  of  it  until  I  read  the  Report. 

Do  you  think,  that  being  the  case  in  some  towns,  some  provision 

s  necessary  to  restrict  such  habitations  ?  My  fear  has  always 

Jeen,  that  by  making  the  basements  better  they  would  be  more 
occupied  than  they  have  been  hitherto;  that  would  rather  tend 
o  increase  the  occupation  of  the  cellar  dwellings. 

As  that  cannot  be  prevented,  would  it  not  be  desirable  to  make 
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cubuua3    them  more  healthy  ?  It  is  very  difficult  to  make  a  cellar  a  fit  I 

place  to  live  in,  but  it  would  be  very  important  to  make  them  dry.  I 
I  should  never  let  the  earth  touch  the  walls  of  the  house  in  any  I 
direction.  I  would  let  the  area  go  round  the  house  on  all  sides! 
rather  than  the  ground  should  touch  the  walls. 

Then  an  enactment,  requiring  "  an  open  space  or  area  adjoin- I 
ing  to  the  front,  back,  or  external  side  of  such  room  or  cellar,  not  I 
less  than  three  feet  wide  in  every  part,  from  six  inches  below  the! 
floor  of  such  room  or  cellar  to  the  surface  or  level  of  the  ground,". 

would  in  your  view  tend  to  make  them  more  healthy?  

Decidedly;  and  I  have  thought  such  a  restriction  was  necessary! 
and  proper ;  but  on  further  consideration,  I  fear  it  would  tend  to 
cellars  being  very  much  more  occupied  than  they  are  at  present.) 
I  would  say  that  the  ground-floor,  that  is  the  floor  immediately! 
above  the  basement,  should  not  be  less  than  two  feet  above  the 
public  way,  so  as  to  give  the  basement  a  little  more  daylight ; 
but  I  am  afraid,  as  I  said  before,  of  occasioning  the  basement i 
story  to  be  more  occupied.    I  would  never  think  of  making  the 
basement  without  an  area,  nor  without  admitting  light,  andi 
always  making  an  area  all  round  every  part. 

If  the  tendency  of  such  laws  would  be  to  increase  the  occupa- 
tion of  cellars,  might  it,  in  your  opinion,  be  desirable,  in  addition, 
to  provide  that  in  no  buildings  hereafter  to  be  erected,  except  on] 

old  foundations,  cellars  should  be  inhabited?  1  think  that  if  a 

law  were  made  that  cellars  should  not  be  inhabited,  the  houses 
would  be  built  upon  the  ground,  and  the  upper  part  of  the  house 
would  very  often  be  damp ;  they  would  not  go  deep  enough  to 
get  foundations :  it  is  necessary  that  the  foundation  of  a  house 
should  be  low  enough  on  some  soils,  that  the  earth  on  which  the 
house  is  built  should  not  be  subject  to  the  changes  of  the  atmo- 
sphere ;  and  when  houses  are  built  upon  the  surface,  they  ofter 
suffer,  owing  to  their  foundations  being  so  much  exposed. 

Have  you  ever  used  any  material  to  prevent  the  extension  ol 

damp  from  below  upwards  ?  In  building  upon  such  soils,  I 

genera  lly  cover  the  foundations,  that  is,  after  the  first  two  or  three  I 
courses  of  bricks,  with  a  course  of  slate  ;  then  I  generally  lay  a 
course  of  cement,  perhaps  two  courses. 

Is  the  cement  considered  impervious  to  moisture,  like  slate  ?  

No,  it  is  not  so  impervious  ;  but  it  is  more  so  than  the  mortar. 

Have  you  ever  had  any  experience  in  the  use  of  asphalte,  or  a 
thin  layer  of  pitch,  as  a  substitute  for  cement,  or  even  for  slate,  m 
such  cases?  1  have  used  a  composition  made  with  tar  occa- 
sionally for  such  purposes ;  but  I  have  generally  found  that  rougb 
or  small  slate,  which  will  answer  the  purpose,  is  much  easier  tc 
get,  and  much  cheaper  than  asphalte. 

Do  you  refer  to  the  ordinary  asphalte  employed  in  paving  ?  

I  supposed  the  question  to  refer  to  the  composition  of  the  as- 
phalte as  imported,  or  the  artificial  asphalte  made  here,  a  com- 
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position  of  pitch  and  tar  ;  but  there  would  be  a  great  difficulty  in  Mrcuu™a" 
making  that  a  part  of  the  law;  for  many  a  man  who  can  now 
manage  to  build  a  small  cottage  for  himself  would  find  it  difficult 
to  obtain  materials  of  that  kind  ;  and  if  we  threw  obstacles  in  the 
way,  a  man  who  could  otherwise  build  a  small  cottage  might  live 
in  a  tent,  or  live  as  a  gipsy. 

The  question  respects  the  regulations  for  building  in  the  me- 
tropolis. Is  it  common  for  persons  in  the  metropolis  to  build  a 
single  house  for  their  own  occupation,  or  is  it  not  usual  for  all  the 

houses  to  be  built  on  speculation  by  builders  ?  There  are  many 

men  who  build  houses  for  themselves  with  very  scanty  means. 

In  London  ? — Yes,  very  often.  London  has  been  constantly 
growing ;  and  there  are  places  in  the  country  which  are  growing ; 
and  houses  are  built  in  the  fields,  adding  them  to  the  town ;  and 
the  effect  of  the  Building  Act  has  been  to  drive  such  persons  to 
places  just  past  the  boundary  line.  The  more  restrictive  the  laws 
rare,  the  greater  difference  there  will  be  between  the  buildings 
within  and  without  the  line,  and  the  effect  will  be  to  drive  people 
ijust  outside  the  line,  where  they  will  put  up  the  most  obnoxious 
houses  that  can  be. 

Do  you  not  consider  that,  in  any  situation,  such  as  a  large 
:metropolis,  where  gas-works  are  so  extensively  supported,  the  coal- 
tar  pitch  would  answer  all  similar  purposes  to  asphalte  ?  Yes ; 

I  have  tried  that  myself,  and  found  it  does  answer  the  purpose ; 
but.  it  is  rather  a  difficult  thing  for  a  man  working  on  a  small  scale 
to  manage. 

Supposing  such  a  material  were  in  general  use,  you  do  not  enter- 
tain the  opinion  that  it  would  be  expensive,  or  that  it  would  be 

difficult  to  procure  ?  There  would  be  a  difficulty  to  the  man 

that  builds  a  small  house,  or  two  or  three  houses ;  for  he  would 
require  a  certain  apparatus  for  heating  it,  and  it  would  take  up 
his  time  and  attention ;  aud  being  a  thing  he  was  not  used  to,  he 
would  be  afraid  of  the  risk,  and  he  would  feel  it  a  hardship  to  be 
obliged  to  use  it.  It  is  not  at  all  uncommon,  when  ground  is  laid 
out  to  form  a  new  street,  for  a  man  to  come  and  take  a  small  plot 
and  to  build  his  house  singly,  engaging  for  the  building  of  it. 
Inat  house  forms  one  of  a  row ;  but  out  of  a  row  of  ten  houses 
there  may  be  six,  or  eight,  or  ten  proprietors. 

Have  you  ever  turned  your  attention  at  all  to  the  inquiry  as  to 
where  the  numbers  of  the  poorer  classes  who  are  dislodged  from 
certain  localities  by  the  progress  of  improvements  in  this  town, 
remove  to ;  for  instance,  whither  those  who  are  at  this  moment, 
removing  from  Whitechapel  and  St.  Giles's  are  about  to  migrate? 
~— i  think  they  try  to  make  towards  the  outside  of  the  town, 
wnere  the  small  houses  are  generally  built. 

they  build  new  houses,  or  do  they  go  to  parts  where  houses 

are  already  built  ?  There  are  very  few  poor  persons  who  are 

turned  out  who  can  provide  a  new  house ;  in  consequence  of  that 


270  The  Limits  of  the  London  Building  Act. 


thev  probably  seek  other  houses  already  prepared  for  them.  It 
would  be  very  difficult,  I  think,  to  say  how  they  are  disposed  of;  • 
but  the  improvement  of  a  large  district  tends  to  raise  the  rents  of 
the  small  houses  near  that  part,  and  it  drives  the  people  a  little 
farther  off,  farther  towards  the  edges  of  the  town. 

You  have  stated  that  you  think  certain  regulations  in  respect 
of  the  width  of  streets  and  alleys  are  necessary  for  the  health  of 
the  humbler  classes,  but  that  if  those  regulations  extend  only  to  a  1 
particular  district,  that  has  the  effect  of  driving  persons  to  worse  I 

habitations,  just  beyond  the  district?  Yes;  and  a  very  much  I 

worse  kind  of  place  is  provided,  where  there  are  no  regulations ;  I 
that  would  have  been  attempted  in  the  other  districts  but  for  the 
severe  restrictions. 

Does  not  that  show  the  necessity  of  making  such  regulations,  when 
duly  and  properly  considered,  for  the  advantage  of  the  people  in 

general  ?  It  appears  to  me  to  be  very  difficult  to  know  where  i 

the  limits  of  any  restrictive  laws  should  stop.  I  think  it  is  most 
probable  that,  when  this  Bill  passes,  there  will  be  accommodation 
provided  for  very  poor  people  upon  wet  soils,  perhaps  in  very  low 
and  damp  situations,  were  there  is  no  drainage  and  very  bad  circu- 
lation of  air,  just  outside  of  the  lines,  where  they  will  be  stowed  very, 
close  together  in  very  damp  and  very  filthy  places. 

Do  you  conceive  that  it  would  be  possible  to  induce  the  present 
inhabitants  of  St.  Giles's,  for  instance,  to  go  so  far  off  from  their  J 
daily  occupations  as  the  limits  that  have  been  proposed  in  a  Billl 

now  before  Parliament?  Persons  would  not  migrate  in  large 

bodies,  but  they  would  get  their  accommodation  as  near  as  they 
can  to  their  work  ;  and  many  poor  people  have  to  go  three  or  four 
miles  ;  many  of  my  workmen  live  at  the  distance  of  four  or  five  I 
miles  from  their  work.  I  would  rather  see  a  very  extended  line, 
within  so  many  miles  from  the  Post-office,  or  a  given  spot  in 
London ;  but  it  ought  to  be  a  very  extended  line  ;  I  am  not  pre- 
pared to  sav  to  what  extent,  but  I  think  it  ought  to  be  extended 
very  much  farther  than  it  is  at  present.  The  boundaries  of  parishes 
form  exceedingly  irregular  lines  ;  some  of  the  boundaries  at  present 
are  very  much  nearer  London  than  others,  and  so  they  would  be 
under  the  proposed  Bill.  With  regard  to  building  small  houses 
I  think  the  restrictions  ought  to  be  very  much  less  stringent  a.' 
to  heights.  I  think  it  is  very  desirable'  that  the  small  houses 
should°not  be  of  necessity  low  houses.  I  should  like  them  to  tW 
able  to  have  them  four  stories  high,  that  is,  four  stories  fit  to  live 
in;  for  if  they  are  veiy  low  they  have  more  trouble  with  their  filth.  I 
the  smoke  hangs  about,  and  they  are  more  dirty  and  ill -aired,  thou 
height  not  giving  sufficient  current  for  the  air  to  ascend.  1  would 
not  limit  them  so  much  even  as  the  present  law  docs. 

What  height  should  you  give  to  each  story?  1  should  like  the 

smallest  kind  of  house  which  is  constructed,  at  least  four  stories  above 
the  around.  I  would  let  them  build  the  stories  of  any  height  they  like 
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Supposing  there  was  no  limitation  as  to  height,  would  not  they  m.  Thomas 
put  in  three  stories  in  the  place  of  two,  and  make  the  stories  pro-  CuWtt. 

portionably  shallow,  in  order  to  save  expense?  1  would  not 

restrict  them  to  less  than  four  stories  above  the  ground,  the  smallest 
class  of  house ;  but  I  would  let  them  build  those  stories  of  any 
height  they  like. 

In  such  houses  would  there  be  an  opportunity  for  introducing 

one  spare  flue  ?  There  would  be  an  opportunity. 

Would  that  add  much  to  the  expense  ?  Not  much,  if  they 

tvere  not  restricted  too  severely  in  the  manner  of  building  those  flueSi 
:  My  own  opinion  is,  that  the  party-wall  with  flues,  according  to  the 
'.-■present  Act,  is  sufficiently  stringent,  taking  care  not  to  have  any 
combustible  material  in  the  wall ;  but  our  experience  seems  to  show 
:hat  we  have  had  very  few  accidents  of  a  building  falling  down, 
and  we  scarcely  ever  hear  of  such  a  thing  as  a  fire  extending,  in  a 
louse  built  under  the  present  Building  Act,  beyond  the  house  in 
which  it  originated ;  it  does  not  appear  necessary,  therefore,  to 
nave  the  party-walls  thicker  than  at  present.    I  should  like  a  law 
.0  oblige  every  house  above  a  certain  class  to  have  its  own  walls. 
.  should  be  glad  even  to  be  obliged  to  build  all  my  first  and 
second-rate  houses  with  separate  walls  instead  of  party-walls ;  but 
[  think  the  passing  such  a  law  would  be  considered  very  oppressive: 
)ut  it  would  be  a  great  advantage  to  the  houses,  and  add  greatly 
o  the  comfort  of  the  inhabitants  if  it  were  so. 
Can  you  inform  the  Commissioners  whether  the  dust-bins  gene- 

■ally  discharge  a  very  offensive  odour  ?  1  think  they  would  be 

rery  likely  to  do  so  at  this  particular  time,  when  vegetables  are  in 
p-eat  abundance,  and  the  weather  very  damp.  My  feeling  about 
he  width  of  streets  is  greatly  influenced  by  a  desire  to  clear  away 
ill  that  nuisance  and  rubbish  which  accumulates  from  day  to  day 
nth  greater  ease  than  at  present ;  and  if  the  streets  were  wider, 
hen  they  might  get.  them  cleared  of  the  dust  more  easilv.  It 
rould  not  accumulate  as  it  does,  if  it  became  the  habit  to  clear  it. 
way.  The  more  cleanly  the  people  become,  the  more  anxious  they 
re  to  derive  the  advantage  of  it ;  and  it  appears  to  me  that  people 

l(?me'  uy  living  in  a  very  dirty  Place'  very  much  degraded ; 

•na  on  the  other  _  hand  they  improve  if  the  place  is  kept  clean 
•v>i  m'  *  *eel  &  °f  great  consequence  to  give  them  every 
-ossible  means  of  clearing  away  rubbish.  I  think  it  is  of  the 
;reatost  consequence  that  the  public  authorities  should  have  the 
'Ublic  pavement  and  the  public  roads  well  attended  to  ;  and  the 
avenging  of  London,  though  better  attended  to  than  in  most 

WS'  nn0t  anything  like  so  wel1  done  as  it  ought  to  be. 

Would  it  be  objectionable  to  conduct  a  discharge  of  air  from  the 
■  st-bin  into  the  spare  flue  to  which  reference  was  made,  so  as  to 

ccajnon  a  constant  effusion  of  the  deleterious  air?  1  think  that 

/oulcl  not  be  difficult ;  I  think  that  if  a  Board  of  this  kind  were  to 
e  permanent,  it  would  be  very  well  if  the  Board  were  to  have 
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Mr.  Thomas  models  and  plans  occasionally  published,  and  cheap  hints  that  I 
Cubitt-  would  enable  people  to  do  many  things  for  themselves,  and  that,  the  I 
improvements  would  go  on  much  faster  than  if  they  were  compelled  I 
to  do  this  or  the  other";  that  if  this  Board  were  constantly  getting 
information,  and  publishing  cheap  tracts  and  wood-cuts,  and  ex- 
hibiting models,  or  if  models  of  cheap  accommodation  for  the 
people  could  be  shown  occasionally  in  some  places,  where  the  public 
might  get  to  them,  in  the  same  manner  as' articles  are  at  the  mu- 
seums,  a  few  hundred  pounds  spent  in  that  way  would  have  a  yeryi 
beneficial  effect;  for  the  poorer  classes,  in  order  to  their  seeking 
proper  accomodations,  should  see  those  things  exhibited. 

Have  you  ever  had  your  attention  directed  to  some  plans  pro- : 
posed  lately  for  dispensing  with  the  use  of  water  for  closets,  and 
vet  at  the  same  time  ensuring  as  effectual  a  removal  of  their  contents, 
by  means  of  a  mixture  intended  principally  to  economize  materials 
for  manure  and  agricultural  purposes  ?  1  should  be  afraid  of  re- 
commending to  any  of  the  poor  any  other  mode  of  cleansing  than 
with  a  large  quantity  of  water ;  I  would  give  every  possible  acility  to 
the  water-companies  to  induce  them  to  give  a  large  supply,  and  J 
think  I  should  go  to  this  extent;  I  should  like  some  sort  of  under 
standing  to  take  place,  that  if  any  new  bills  for  water-compame: 
were  brought  in,  it  should  be  one  of  the  obligations  that  then 
mains  should  be  always  filled,  and  people  living  in  any  house" 
should  always  be  able  to  get  it  from  the' mains. 

That  they  should  be  allowed  to  draw  off  any  quant  ity  they  wished 
 Yes  ;  I  think  that  would  tend  very  greatly  to  the  improve 

ment  of  London.  .      .        .  , 

Do  not  you  consider  it  an  objectionable  thing  m  itself  that  scfl 
much  material  should  be  swept  into  the  river  uselessly,  if  it  coult 

be  avoided  ?  With  respect  to  sewage,  it  appears  to  me  that  th 

whole  material,  we  may  say,  that  is  consumed  in  London  is  at 
swept  away,  or  nearly  so,  by  the  river,  and  that  there  must  b- 
quantity  enough  every  week  swept  away  to  fertilize  a  vast  numbe 
of  acres  of  land,  if  made  productive  ;  but  I  do  not  think  that  th 
present  state  of-  our  knowledge  will  enable  us  to  use  it  wit 
economy,  or  that  we  can  lay  down  any  plan  at  present  for  collect 
ino-  it,  although  I  should  like  to  see  it  taken  away  from  the  town 
as°fast  as  possible.  I  regret  very  much  that  we  should  carry  ou 
drainage  into  the  part  of  the  Thames  we  do;  I  regret  that  some 
thing  is  not  done  to  enable  us  to  carry  the  foul  matter  all  awaj 

from  London.  ,  .  ,  , 

You  would  be  glad  to  see  any  practicable  method  by  whicli  tn 
refuse  of  the  town  should  be  carried  out  into  the  country  I  - 
should;  and  I  think  the  best  way  of  furnishing  the  means  for  tha 
would  be  to  carry  it  further  off  from  the  town  and  not  into  ttv 
upper  part  of  the  river,  but  to  carry  it  further  before  the  discharge 
mixes  with  the  river.  .  , 

You  have  not  considered  any  of  the  plans  winch  have  Dee; 
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poken  of,  for  carrying  away  the  impurities  of  water  to  a  distance,  Mr.  Thomas 
d  as  to  fertilize  the  districts  in  the  neighbourhood  of  populous  c,lbitt' 

ities?  1  have  thought  a  great  deal  about  them,  but  I  am  not 

ware  of  any  plan  which  could  be  worked  out  so  as  to  make  it 
conomical. 

If  it  could  be  removed  consistently  with  economy,  you  would 
onsider  that  a  great  object  was  attained  ?  Certainly. 

In  looking  at  the  condition  of  the  habitations  of  the  poor  in 
London,  would  you  consider  it  desirable  that  arrangements  should 
e  made,  especially  where  houses  were  very  densely  populated, 
»r  enabling  washing  to  be  conducted  at  a  low  rate  in  public  build- 

jgs,  to  which  families  might  have  access  ?  1  thought  for  some 

aars  of  my  life  that  it  would  be  a  very  good  thing  in  all  towns 

means  were  furnished  and  places  provided  for  the  poor  to  wash 
.id  do  many  of  their  dirty  works  in ;  but  further  consideration 
aduces  me  to  suppose  it  is  better  not  to  mix  the  families  together; 
tat  the  evil  would  preponderate  over  the  good;  and  I  would 
:ther  leave  them  to  seek  accommodation,  so  as  to  do  all  the  work 
b  their  own  habitations,  than  mix  them  in  one  building.  I  would 
)t  promote  their  mixing  together  in  common ;  there  are  generally 
il  results  from  it. 

I  For  the  discharge  of  the  air  from  the  kitchens,  and  from  wash- 
g,  in  houses  of  different  descriptions,  would  it  not  be  desirable  to 
ive  one  large  and  central  flue,  of  a  sufficient  size  to  secure  the 
rect  discharge  of  vitiated  air  in  the  lower  apartments,  without 

issing  through  the  rooms  above?  1  think  the  time  will  come 

hen  every  good  house  will  be  ventilated  in  such  a  way  as  is  now 
)ne  in  the  Houses  of  Parliament ;  but  I  think  it  would  take  some 
ne  to  lead  the  public  to  that. 

W  ithout  leading  the  public  to  such  extensive  arrangements  as 
^adopted  there,  and  meeting  peculiar  contingencies,  would  it  not 
k  important  to  introduce  the  use  of  flues  for  the  discharge  of  offen- 
ve  air,  as  is  frequently  found  in  small  houses  on  a  washing-day  ? — 

p  doubt  it  would  be  a  good  thing  that  every  basement,  and  every 
•ivy  or  water-closet,  should  be  furnished  with  a  ventilating  flue, 
>mg  as  high  as  the  upper  part  of  the  house,  a  flue  built  pur- 
ely for  that  object;  but  I  think  it  would  be  very  irksome  if  they 
ere  required  to  do  that  in  the  stringent  way  that  the  proposed 
;w  Building  Act  contemplates ;  that  is,  that  every  flue  should  be 

a  certain  size  and  thickness.  It  would  be  so  expensive  that  it 
oulcl  rather  retard  than  invite  improved  building. 

You  -think  it  would  be  better  to  have  the  advantage  of  it  put 

ward  by  its  being  known  and  understood  than  by  law  compel- 

V7r    tnm^     would  work  faster,  and  they  would  so  more 
'eerfully  to  it.  J  & 

Is  there  a  publication  on  the  best  structure  of  houses  for  the 
'T  h  °^asses  °f  persons  in  large  towns,  pointing  out  the  best 
c  cheapest  mode  of  construction,  with  the  modern  improvements 
vol.  n.  £ 
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Mr.Ti.omu.    for  their  health  and  comfort,  and  with  reference  to  the  supply  o 
water  and  those  other  conveniences  which  experience  of  late  day; 

has  shown  to  be  necessary?  There  are  many  publication 

referring  to  those  points.  I  think  that  probably  Loudon,  the  land 
scape  gardener,  has  done  more  than  any  other,  in  his  "  Cottag 
Architecture." 

That  is  rather  referable  to  rural  dwellings  ?  1  do  not  recol 

lect  anything  for  towns  particularly. 

Do  you  not  think  it  would  be  advantageous  if,  either  by  mean 
of  a  premium,  or  by  means  of  public  Boards,  or  by  holding  ou 
an  inducement,  the  attention  of  architects  and  other  persons  wer 
attracted  to  such  a  subject,  with  a  view  to  throw  into  the  structur 
of  the  dwellings  of  the  humbler  classes  those  improvements  whicl 

have  been  devised  lately  with  reference  to  other  classes  ?  Al 

the  builders  and  architects  in  London  have  their  eyes  constant!; 
open  to  take  advantage  of  every  new  material,  and  every  new  ap 
plication  of  that  material,  and  of  every  adaptation  of  a  buildin 
which  should  give  more  for  the  money  or  make  the  thing  bettei 
I  think  that  suggestions  by  which  a  poor  person's  house  might  b 
improved  without  much  increased  expense,  from  time  to  time,  nc 
enforced  by  law,  would  be  very  desirable;  taking  advantage  of 
rieW  application  of  a  material  from  time  to  time,  or  a  new  materia 
If  specimens  of  those  things  were  put  before  the  public  from  tirr 
to  time,  the  improvements  would  work  much  faster  than  where  th 
public  are  left  to  find  out  those  things  for  themselves.  _ 

With  the  facility  of  communication  to  those  in  the  habit  of  build 
ing,  any  improvement  in  one  part  of  the  country  would  be  mirm 

diately  brought  to  bear  on  another  part  of  the  country?  -. 

would  be  so ;  but  there  are  parts  of  London  where  the  small  builc 
ings  are  very  inferior  to  others,  even  in  the  same  district ;  but 
think  if  persons  understood  that  they  could  see  improvements  fro 
time  to  time,  at  any  fixed  place  or  public  exhibition,  in  a  chea 
form,  adapted  for  use  among  the  poor,  great  advantage  would 
taken  of  those  things ;  but  with  regard  to  material,  it  is  difficult 
form  a  law,  as  we  are  constantly  changing  our  material;  for  1 
stance,  much  more  iron  is  used  now  than  formerly,  and  it  would 
desirable  to  encourage  the  use  of  iron,  but  I  do  not  think  it  wou 
be  prudent  to  attempt  to  do  it  by  law. 

In  your  view,  the  intelligence  and  experience  of  builders,  su 
ported  by  self-interest,  would  do  more  to  promote  improvements 

building  than  any  compulsory  law  ?  1  think  that  what  shotf 

be  done  by  law  should  be  to  prevent  a  person  injuring  Ins  neig 
bour,  and  that  it  would  be  desirable  to  have  the  houses  rather  hig  ' 
than  low,  and  to  take  care  that  there  is  a  very  easy  access  to  ther  1 
leaving  much  of  the  rest  to  regulate  itself. 

Do  you  think  it  would  be  practicable  that,  the  district  sun  ovo 
to  whom  a  builder  might  go  to  get  his  levels,  should  be  requSJ 
to  give  information  of  the  kind  you  mention?  No;  1  urn 
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fie  information  should  be  established  at  some  one  central  point,  Mr.n 
.nd  where  the  whole  of  it  should  be  seen  by  large  drawings,  or  Cubiu 
y  models ;  and  with  regard  to  the  levels  of  sewers,  or  things  of 
nat  sort,  I  think  there  is  no  difficulty  at  present  in  knowing  the 
lode  of  drainage  of  any  part  of  any  neighbourhood  of  the  metro- 
olis,  by  applying  at  the  present  sewer  offices.  I  think  it  is  very 
bjectionable  allotting  the  duty  to  district  surveyors  for  looking  to 
lose  things ;  what  I  would  require  by  law  is,  that  there  should  be 
ositive  means  of  draining  every  part;  and  I  think  that  there  is  nd 
eed  of  interference  with  persons'  drains  if  the  means  of  discharge 
I  re  provided. 

\  You  state  that  you  think  a  certain  area,  or  a  certain  width  of 
lourt,  is  necessary  for  the  houses  of  the  humbler  classes,  to  give 
aem  air.    Are  there  other  conditions  necessary  for  their  well- 
ing; a  certain  facility  of  drainage  you  would  consider  neces- 

rc'ry?  1  would  not  allow  a  house  to  be  built  at  all  unless 

nere  were  positive  means  of  draining  it;  they  should  be  sure 
-ere  was  a  drain,  or  some  kind  of  accommodation  for  drainage 


iomns 


sewage. 


Do  you  consider  the  supply  of  water  to  the  houses,  for  the  use 
the  humbler  classes,  of  importance  to  their  comfort? — —I 
link  it  of  the  greatest  importance. 

Do  you  consider  that  the  cleansing  of  filth  arid  refuse  'from 

em  is  also  important  to  their  health?  1  think  it  of  the 

•eatest  importance ;  but  it  would  be  very  difficult  to  enforce  on  a 
•;rson  the  cleansing  the  inside  of  his  house.  I  think  if  easy 
eans  are  given  for  a  cart  getting  to  the  places,  the  desire  for 
i.tting  the  stuff,  on  the  part  of  the  collectors,  might  be  made 
fficient  to  ensure  their  going  for  it;  and  that  if  the  people 
emselves  knew  that  it  would  be  regularly  taken,  they  would  be 
ger  to  get  rid  of  it.  I  think  that  where  the  scavengers  can  go, 
ere  is  no  great  deposit  generally  of  filth  at  present. 

Your  view  is,  that  there  should  be  a  free  circulation  of  air  in 
int  of  the  houses,  by  means  of  sufficient  width  of  street,  a  good 
ainage  and  sewage,  a  proper  clearing  away  of  the  dirt  arid  filth 

'  means  of  scavengers,  and  a  good  supply  of  water?  Y'es; 

think  those  things  should  be  positively  provided  for ;  that  it 
ould  be  the  duty  of  some  public  authorities  to  see  that  done. 

W  ith  respect  to  the  water-rates,  have  you  turned  your  attention 

the  question  on  whom  that  rate  ought  to  be  made,  whether 
>on  the  owner  or  the  occupier,  or  in  any  given  proportions 

ween  them?  1  do  not  think  it  is  of  much  consequence  who 

ys  the  rate;  the  companies  themselves  make  their  arrange- 

10  ff1  that '  Probamy  it;  would  be  a  good  thing  if  every  person 
otters  a  house  to  let  should  not  be  permitted  to  receive  any 
I  unless  there  was  a  supply  of  water. 

some  way  you  would  enforce  a  good  supply  of  water  for  the 
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Mr.Thoma.    poorer  classes?  Yes,  I  should  wish  the  supply  of  water  to  be 

Cubiu-  much  more  extended  than  it  is  at  present.  The  expense  of  a  water 
company  consists  not  so  much  in  what  may  be  called  their  plant 
that  is,  their  buildings  and  pumping  machinery,  as  the  capital 
required  for  carrying  the  pipes  everywhere.  Those  companies 
have  many  hundred  miles  of  pipes,  and  it  is  there  that  much  o) 
their  capital  is  locked  up.  It  would  not  greatly  increase  then 
expenditure  if  they  pumped  up  a  much  greater  quantity;  the 
expense  would  not  be  in  the  same  proportion ;  and  the  supply  o: 
London  is  unlimited.  But  I  would  like  to  make  the  1  names 
cleaner,  as  that  is  the  great  source  of  supply. 

Do  you  consider  the  following  to  be  a  fair  estimate  ot  the  cost 
of  a  water-closet  ?  

Estimate  by  Mr.  Howell  of  the  Cost  of  structural  Arrangements  of  Sewerage 
Drainage,  Water-tank,  and  means  of  House-cleans.ng  tor  Labourers'  Teae 
ments  in  the  Metropolis :— 


Feet 


55 'Drain  and  digging,  with  pantile  bottom,  three  courses  high, 

arched  over  and  cemented   •      q  }q 

10  Small  drain  for  water-pipe  .    .    .     •  ■  '    *.  'An 

46  Sup.  slate  slab  cistern,  4  ft.  by  3  ft.  9,  and  2  ft.  deep,  holding  U0 


4    2  6 
0 


4  12  0 

gallons  ,."  '*..  \      j,  a  •  q    o  n 

62  Three-quarter  pipe,  to  serve  cistern,  including  joints  and  fixing  .      J  ^    «  ■ 

—  Ditto,  ditto  yard  ditto    .     .     •     •     .      ,   •    •  •     .  •     1     •      0  ]8  n 

—  Two  three-quarter  cocks,  10*.  ;  one  cock-ball  and  boss,  8s.  .    .      "    »  « 
7  Inch  standing  and  under  waste  026 

1|  washer  and  waste  ,...»••      g  jq  o 

Pan  closet,  with  basin,  &c.j  complete  •      i  in  6 

Strong  D  trap,  20s.  ;  service-box,  10s.  6</  •    •      n  15  0 

Cover  to  cistern  ••••••  . 

Deduct  7%  per  cent,  if  done  at  contract  prices     .    ,    .  . 

From  the  above  estimate  the  following  items  should  be  deducted,  as 
appertaining  to  the  present  objectionable  system £   s  (l 

1  ..100 

Cesspool  •   0150 

Roof  of  privy  and  ceiling   "50 

Drain,  say  65  feet   V    r  0 

Water-butt  and  stand  •    •  i    0  0 

Service-pipe,  40  feet    nirn 

Cock  and  ball,  8s. ;  waste-pipe,  7s   u  u  u 


20    5  0 
1  10  0 

18  15  0 


Less  71  per  cent  0  13   6     s   G   6  i 


8  6 
£10  8 


It  does  not  seem  far  out,  but  I  have  not  time  to  examine  n 
Speakino-  of  the  dense  population,  I  would  suggest,  the  broa 
streets  w°ould  make  the  poptilation  much  less  dense  than  1  the 
were  not  so  restricted ;  but  I  think  that  the  great  thing  that,: 
necessary  is  to  give  all  the  people  more  cleanly  habits.    One  ol  tra 
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Teat  difficulties  of  being  cleanly  in  and.  about  London  is  the  MciTul?tT,0S 
Teat  quantity  of  black  matter  constantly  floating  about  in  the 
lir.    If  persons  come  out  from  a  country  district,  when  they  corne 
irst  to  London  they  have  frequently  very  cleanly  habits;  the 
vomen  are  very  careful  about  their  linen  when  they  first  come  to 
London.    A  man  coming  with  his  family  from  a  country  district 
lave  their  linen  much  more  nice  than  after  they  have  been  in  town 
onger;  they  have  been  more  accustomed  to  a  clearer  atmosphere, 
md  their  habits  are  better ;  but  after  they  have  been  some  time 
iere,  they  feel  that  they  cannot  conquer  their  difficulties  with  the 
lift,  and  they  yield  to  circumstances.    It  appears  to  me  of  greater 
onsequence  to  remove  a  great  many  of  the  great  public  nuisances 
han  it  is  to  restrict  their  own  dwellings  so  much ;  that  if  we  gave 
liem  a  better  atmosphere,  we  should  keep  their  minds  in  a  better 
tate,  and  that  they  themselves  would  be  much  more  desirous  of 
reserving  neatness  than  they  are  at  present :  those  who  wish  to 
e  cleanly,  are  depressed  by  the  difficulty  there  is  in  being  so. 
t  appears  to  me  that  the  first  thing  that  ought  to  be  done  is  to 
revent  the  great  smoke  of  chimneys ;  that  ought  to  be  stopped. 
Ay  own  opinion  is,  that  if  a  Jaw  were  passed  to  prevent  any 
moke  passing  out  of  a  chimney,  more  than  ought  to  pass  out  of 
n  ordinary  kitchen  fire-place,  and  if  every  person  were  obliged  to 
eep  his  smoke  within  that  limit,  in  a  very  short  time  there  would 
3  no  difficulty  in  enforcing  it,  and  that  the  means  would  be  very 
)on  found.    I  am  not  supposing  but  that  it  would  not  cost  the 
ersons  a  little  more  to  do  it,  but  the  public  must  pay  for  that; 
>r  all  these  great,  manufactories  are  furnishing  something  for  the 
ublic  use  generally.    No  one  brewer  or  distiller  will  like  to  do 
lat  which  he  is  not  compelled  to  do,  because  his  neighbours  will 
)t  do  it.    A  great  number  of  works  are  giving  out  great  volumes 
smoke;  the  great  public  breweries  and  distilleries  are  all  doing 
ie  same.    If  you  go  to  the  top  of  this  building  you  will  see 
ithin  half  a  mile  many  large  chimneys  vomiting  forth  black 
satter;  all  those  tend  to  destroy  the  property  of  the  rich  as  well 
!  the  poor — the  gentleman  living  in  a  good  house,  able  to 
•ovide,  and  desirous  of  having  the  best  furniture  that  can  be 
•ocured.  Take,  for  instance,  some  of  the  best,  houses  which  can  be 
und  in  London,  the  depreciation  caused  by  the  injury  of  the 
ack  atmosphere  goes  on  very  fast,  and  tends  to  depress  the 
sung  for  keeping  up  those  things,  and  to  prevent  the  encourage- 
ent  of  the  finer  class  of  workmen ;  and  it  prevents  the  houses 
ing  so  nicely  fitted  up,  because  they  cannot  be  kept  in  a  satis- 
ctory  state.    People  are  less  willing  to  have  expensive  paper- 
ing, and  nice  painting,  and  nice  upholstery,  because  every- 
ing  gets  so  black  in  London.    If  we  could  induce  persons  to  be 
ore  desirous  of  having  those  things  in  better  order,  we  should 
rmsn  the  means  of  employment  for  a  great  number  of  persons 
w  are  not  so  well  occupied  now. 
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Mr. Thomas       You  consider  that  it  is  injurious  to  trade  as  well  as  to  health? 

Cubitt.   Yes ;  I  think  the  injury  to  trade  is  far  beyond  one's  conception 

at  the  first  glance  of  the  thing. 

You  think  it  would  be  quite  practicable  to  prevent  it?  1 

think  pur  atmosphere  need  not  be  half  so  bad  as  it  is. 

Suppose  those  manufacturers  were  compelled,  at  a  small  addi- 
tional  expense,  to  prevent  this  thick  smoke  arising ;  the  probabilitj 
is  they  would  charge  a  little  more  on  the  article  they  produced 
and  thereby  the  public  would  have  to  pay  a  little  more  in  tha; 
way  ;  but  they  would,  in  your  opinion,  gain  the  advantage  ? 


think  the  public  might  pay  a  little  more  for  some  things,  but  i 
would  be  fully  compensated  by  the  advantage  they  would  receive 
it  would  apply  to  the  furniture  and  clothing,  and  nearly  even 
article  of  use,  which  would  have  a  higher  value  from  being  clean, 
and  this  would  induce  persons  to  get  a  better  kind  of  accommoda  | 
tion.     I  think  that  the  furnishing  easy  means  for  them  to  be  cleai  j 
would  be  very  much  better  than  making  restrictions  or  requirin  J 
it  by  law.    I  employ  a  steam-engine  and  there  is  no  neighbourhooc  | 
in  which  there  are  not  steam-engines;  but  there  is  no  grea  j 
encouragement  for  anyone  person  to  do  away  with  his  smoke 
because  his  neighbours  do  not  do  so ;  each  says,  «  I  must  rende: 
my  article  as  cheap  as  that,  of  my  neighbours.'"    But  there  .  A 
another  thing  which  requires  attention ;  that  is,  to  do  away  witl 
all  the  offensive  chemical  works  from  London  :  I  think  there  is  < 
great  deal  of  destructive  effect  on  the  health  of  the  metroppj 
occasioned  by  them. 

Are  you  aware  that  it  has  been  proposed  to  permit  the  continu- 
ance of  certain  noxious  trades  for  30  years,  then  they  are  only  t( 

be  carried  on  under  certain  restrictions?  Thirty  years  appea 

to  me  to  be  beyond  all  useful  limit,  for  within  30  years  nearly  al 
the  present  race  will  cease  to  exist;  but  it  appears  to  me  that  l 
they  are  offensive  they  ought  to  be  removed  in  seven  years  at  th- 
furthest.  I  should  think  that  many  of  them  should  be  limited  t< 
two  or  three.  .  . 

You  would  introduce  a  stringent  measure,  to  be  earned  int< 

effect  without  delay  ?  Yes.    I  think  there  would  probably  b 

a  great  outcry  on  the  part  of  the  manufacturers,  but  there  woulc 
be  very  little 'hardship  in  its  real  effect  as  it  worked.  Take  th 
great  gas-works  :  I  should  say  they  ought  to  be  removed  quit, 
out  of  the  limits  of  London;  and  if  you  took  any  one  of  thoa 
separately  or  singly,  it  would  be  a  great  jiardship;  but  it  th 
whole  were  forced  to  remove,  it  would  be  very  little  loss,  as  t.ie; 
are  not  bound  to  supply  their  article  at  any  particular  price,  ex 
cept  perhaps  for  short  periods  of  contracts ;  place  them  on  th 
same  footing,  they  would  furnish  their  gas  at  a  higher  rati'.  Bu 
suppose  the  public  paid  more,  they  would  want  less  of  it,  becaus< 
the  atmosphere  would  be  better. 

You  would  make  an  efficient  law  to  remove  nuisances  to  health 
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 1  think  the  law  respecting  the  removal  of  nuisances  injurious    Mft?  homa* 

~>  health  can  hardly  be  made  stringent  enough  ;  and  that  it  ought  Cubitt- 
ot  to  be  the  duty  of  an  officer  paid  by  fees,  but  that  it  should  be 
tie  duty  of  a  public?  officer,  the  same  as  it  is  the  duty  of  the 
Utorney-General  ro  prosecute  a  libel  upon  the  Government.  It 
/ould  not  require  the  interference  of  a  great  many  ;  the  nuisance 
rould  be  very  soon  discovered  and  put  down,  if  they  had  a  very 
trong  Act.  They  should  have  such  a  salary  as  would  make 
lem  above  being  corrupted  ;  and  they  should  be  public  officers, 
ppointed  for  the  purpose  only. 
In  your  own  experience,  do  you  krrow  that,  nuisances  are  pro- 

uced  from  factories,  of  an  extremely  disgusting  nature  ?  . 

'here  are  manufactures  carried  on  by  the  side  of  the  Thames  ; 
.id  I  am  quite  certain  that  if  the  gentlemen  present  were  to  go  up  . 
r  down  the  river,  between  London  and  Battersea  Bridges,  they 
)idd  not  avoid  having  the  subject  forced  upon  them.  I  have  it 
;  times  forced  upon  me.  I  have  at  times  been  passing  Battersea, 
3  well  as  Chelsea,  where  the  effluvia  from  the  works  is  extremely 
(Tensive ;  and  I  think  it  must  be  extremely  injudicious  to  health  ; 
ideed,  I  feel  that  the  effect  is  painful,  as  well  as  injurious  and 
estructive  to  health. 

Do  you  refer  to  gas-works  ?  Yes,  and  to  chemical  works, 

triol  works,  and  such  things. 

Do  you  not  consider  that  the  chemical  evidence,  in  cases  of 
roceedings  against  those  works,  is  not  sufficiently  investigated  ? 
— I  think  that  the  proceeding  by  an  indictment,  according  to 
ie  present  law,  is  extremely  doubtful  and  difficult  to  manage  : 
id  persons  who  are  carrying  on  a  profitable  manufactory,  though 
"  the  same  time  a  very  offensive  one,  generally  manage  to  carry 

on  in  spite  of  the  law,  because,  if  it  is  a  very  profitable  object, 
ley  have  no  great  difficulty  in  getting  that  kind  of  evidence 
hich  satisfies  or  embarrasses  the  minds  of  the  jury;  for  there  is 
)  difficulty  to  get  chemical  evidence,  and  to  produce  any  kind  of 
•oof  they  want,  or  to  get  professional  men  of  any  kind  to  give 
iy  evidence  to  prove  that  the  most  noxious  things  are  harmless  ; 
id,  therefore,  I  say  there  ought  to  be  a  public  officer  to  take 
leasures  to  put  those  nuisances  down,  and  that  such  officer  should 
}  so  paid  as  to  be  above  corruption. 

You  are  of  opinion  that,  if  means  are  afforded  for  promoting 
3rsonal  cleanliness  and  general  cleanliness,  the  poor  would  be 
ciuced  to  avail  themselves  of  any  means  of  thus  advancing  their 

>mlort  ?  1  think  that  if  you  could  give  them  the  means  of 

ivancement.  a  little  in  that,  and  induce  them  to  take  the  first 
ep,  they  would  soon  rise  two  or  three  more  steps  of  themselves, 
oor  men  and  rich  men  are  all  of  the  same  material,  and  their 
mas  are  working  to  nearly  the  same  points.  One  of  the  greatest 
nprovements  of  London  would  be  to  get  the  people  all  well 
"ployed  ;  and  I  do  not  know  anything  that  would  do  more  for 
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MrTi.omas  labourino-  classes,  and  in  proportion  for  those  above  them,  than 
C"bUt'  to  give  to  the  rich  people  the  power  of  having  their  houses  very 
nice,  as  it  would  induce  them  to  spend  more  money.  I  think  it 
would  encourage  the  fine  arts  to  a  very  great  extent,  and  en- II 
courage  all  the  better  kind  of  manufactures,  and  thus  produce  j 
general  benefit.   

Mr.  HUGH  BIERS,  examined. 
Mr.  Hugh  Bier,.  The  Commissioners  understand  that  you  have  had  very  con 
siderable  experience  in  the  construction  of  sewers,  as  well  as  ii 

building   operations    generally?  1  have  been  very  largely 

engaged  in  the  sewage  of  the  north-western  district  of  the  metro  k 
polis  from  1823  up  to  the  present  time ;  and  I  think  that  the  evil 
of  the  present  sewage  is,  that  it  is  much  too  expensive  a  metho.l, 
of  draining,  especially  of  the  smaller  description  of  houses. 

In  what  capacity  have  you  been  placed,  so  as  to  have  your  at  ten  | 

lion  called  to  the  subject?  As  a  builder     I  have  built  ver 

largely  on  Lord  Portman's  estate,  on  the  Bishop  ol  London 
estate,  and  others,  both  where  there  are  good  houses,  and  w her 
there  is  a  smaller  description  of  dwellings  for  the  poor. 

In  what  district  of  sewers?  1  have  principally  built  sewei 

in  the  Westminster  district,  and  I  have  often  endeavoured  to  im 
press  upon  the  Commissioners  of  that  district  that  there  ought  t 
be  a  smaller  description  of  sewer  than  the  smallest  size  they  no- 
permit.    In  a  great  number  of  instances,  instead  of  the  builduil 
of  sewers  being  promoted,  it  is  evaded,  in  consequence  ot  tn 

^CaTyou  inform  the  Commissioners  what  are  the  rules  an 
regulations  the  Commissioners  impose  on  the  builders  '——Inei 
are  two  sized  sewers,  a  large  one  and  a  small  one;  the  diftereiK 
in  the  expense  respectively  is  not  a  great  deal.  A  person  wish.r 
to  build  a  sewer  has  to  apply  to  the  Commissioners,  who  decic 
whether  the  sewer  is  to  be  a  large  one  or  one  of  the  smaller  siz 
The  applicant  builds  it  at  his  own  expense,  under  the  superintenc 
ence  of  one  of  the  clerks  of  the  Commissioners,  along  the  tron 
of  his  houses,  and  he  then  has  to  make  a  drain  from  each  hout 

to  that  sewer.  '  .  . 

What  are  the  sizes  of  the  sewers,  and  how  are  the  houses  dramt 

by  such  sewers?  The  one  is  5  feet  high  by  2  feet  6  wide,  ai 

the  other  is  5  feet  6  by  3  feet;  then  from  each  of  the  horn 
whose  frontage  run  parallel  with  that  sewer,  a  drain  must  be  bui 
part  of  that  drain  the  Commissioners  put  in  themselves  at 
expense  of  the  builders.    I  have  endeavoured  to  impress  upon  t 
Commissioners  that  the  builder  ought  to  be  permitted  to  put  t 
drain  in  himself,  but  never  with  any  effect  ;  and  the  reason 
have  done  so  is,  that  they  charge  a  much  greater  sum  lor  doing 
than  it  would  cost  the  builder;  so  that  there  is  not  only  m  mai 
instances  a  much  larger  sewer  than  is  necessary,  but  there  is  i 
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additional  expense  of  employing  the  contractor  of  the  Com-  Mi.  Hugh  Biers. 

missioners.  _ 

Who  constructs  the  main  sewer  ?  All  new  sewers  are  built 

by  the  builder  of  the  houses.  He  builds  it  under  the  direction  of 
the  Commissioners,  without  any  cost  to  the  Commission  beyond 
the  superintendence. 

The  Commissioners  insist  upon  their  own  contractor  building 
I  part  of  the  drain  connected  with  the  house ;  do  they  charge  any- 
thing- for  that?  For  three  feet  of  the  drain,  and  entering  a  ring 

into  the  sewer,  the  Commissioners,  for  a  12-inch  drain,  charge 
11.  3s. ;  the  builder  could  do  it  well  for  10*.  or  11*.  In  my  opi- 
nion, if  the  Commissioners  insist  upon  doing  that  work,  they  ought 
at  all  events  to  do  it  for  the  price  the  builder  can  do  the  work  for 
himself. 

How  much  of  that  11  3s.  is  for  the  building,  and  how  much  for 

fees  ?  There  are  no  fees  now  in  the  Westminster  district ;  the 

whole  amount,  I  have  no  doubt,  is  paid  to  the  contractor ;  nor  do 
I  think  the  contractor  is  at  all  overpaid  ;  for  instead  of  the  builder, 
who  is  on  the  spot  doing  it,  the  contractor  has  to  send  the  men, 
perhaps  from  a  distance,  and  a  cart  and  horse  with  the  materials  ; 
thus  a  great  deal  of  time  is  wasted.,  This  extra  charge  for  waste 
of  time,  in  my  opinion,  ought  not  to  be  borne  by  the  builder.  Nor 
is  this  the  only  inconvenience  the  builder  is  obliged  to  submit  to 
by  this  rule  of  the  Commissioners  :  it  will  sometimes  happen  that 
the  contractor's  men  cannot  attend  at  the  time  appointed ;  the 
ground  will  then  sometimes  colt  in,  and  another  expense  is  incurred 
for  taking  it  out.  It  once  occurred  to  me  that  the  contractor's 
men  not  having  attended  the  appointment,  a  rainy  night  threw  a 
large  quantity  of  earth  into  the  excavation,  and  with  it  a  part  of  a 
turnpike ;  this  caused  a  very  considerable  addition  to  the  charges 
for  putting  in  this  drain,  and  had  very  nearly,  from  the  loose  nature 
of  the  ground,  caused  a  complete  stoppage  in  one  of  the  main  roads 
out  of  London  ;  and  in  a  very  recent  case  an  appointment  was  made 
to  enter  the  drain  on  a  Saturday  afternoon :  the  materials  were 
sent,  but  no  men  came ;  after  waiting  until  late  in  the  evening,  the 
excavation  had  to  be  filled  in  again.  On  Monday  the  ground  was 
again  taken'  out,  but  no  Commissioners'  men  made  their  appear- 
ance ;  the  excavation  had  then  to  be  lighted  and  watched  all  night; 
on  Tuesday  the  ring  and  drain  were  put  in.  All  this  might  have 
been  avoided,  and  all  this  expense  saved,  had  I  been  permitted  to 
have  put  in  the  ring  and  built  this  three  feet  of  drain,  and  which, 
having  built  many  miles  of  sewers,  I  considered  I  was  as  well  qua- 
lified to  do  as  the  contractor. 

The  builder  constructs  the  sewer ;  but  the  contractor  constructs 

three  feet  of  the  drain  to  the  sewer?  Yes;  and  the  ring  in  the 

sewer  besides. 

For  what  purpose  do  the  Commissioners  insist  upon  executing 
that  particular  portion  of  the  work  ?  1  suppose  they  think  they 
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Mr.  Hugh  Biers,  can  depend  upon  their  own  workmen  doing  it  better  than  an  indi- 
vidual builder. 

Is  that  junction  of  more  importance  than  the  construction  of  the 

sewer  itself?  No ;  it  is  only  cutting  away  and  making  good  the 

springing  wall  to  the  ring  that  is  of  any  importance. 

Do  they  have  to  keep  it  in  repair  afterwards  ?  After  (lie 

seWer  is  taken  to  by  the  Commissioners  they  keep  the  sewer  in  re- 
pair, but  not  the  drain. 

You  stated  that  they  insist  upon  a  drain  being  made  to  each 
house.    Is  that  to  each  house  of  every  class,  or  only  houses  of 

particular  classes?  Each  house  of  every  class,  even  the  smallest, 

if  it  has  a  drain,  must  have  a  separate  one,  but  I  should  not  object 
to  that  regulation,  if  properly  carried  out. 

Do  you  mean  that  they  insist  on  a  drain  being  made  to  every 

house?  The  Commissioners  have  not  the  power  to  compel  any 

person  to  communicate  with  the  sewer,  but  they  will  not  allow 
two  houses  to  drain  through  one  drain  if  they  know  it.  I  now  refer 
to  the  Westminster  sewers  :  there  are  other  Commissioners  that  will 
not  permit  less  than  three  houses  to  be  drained  by  one  drain. 

For  what  purpose  is  the  regulation  which  insists  upon  sepa- 
rate drains?  In  the  first  place,  that  the  builder  of  the  sewer 

may  obtain  payment  for  the  sewage  in  frontage  of  a  line  not  wholly 
in  his  possession  ;  and,  secondly,  to  prevent  a  surreptitious  drainage 
from  other  houses  that  have  not  contributed  to  the  expense  of  build- 
ing the  sewer. 

Do  not  all  the  houses  pay  to  the  drainage  ?  Being  a  sewer 

builder  to  a  very  large  extent,  I  have  often  persons  to  deal  with 
who  contrive  to  obtain  a  surreptitious  drainage.  To  avoid  the 
present  charges,  which  I  admit  to  be  exceedingly  heavy,  and  often 
much  too  large,  especially  for  the  poorer  class  of  houses,  they  will 
sometimes  give  a  neighbour,  who  has  paid,  a  trifle  to  permit  a  com- 
munication through  his  drain;  and  they  will  often  do  without  a 
drain  at  all.  All  rated  houses  pay  to  the  sewer-rate,  whether 
drained  or  not,  but  the  building  the  sewer  is  a  distinct  and  separate 
charge  upon  the  building.  I  have  at  least  1000Z.  laid  out  in 
sewers,  of  which  I  dare  say  I  shall  never  see  a  quarter,  in  con- 
sequence of  this  surreptitious  mode  of  getting  a  drainage.  I  can 
mention  one  case  that  lately  occurred  where  a  person  had  for 
thirteen  years  drained  three  houses  through  one  drain,  having  only 
paid  for  one  house ;  he  was  found  out,  and  then  paid  me  for  the 
other  two.  In  another  instance  the  cost  of  a  sewer  built  abutting 
upon  the  front  and  flank  of  a  house  amounted  to  nearly  the  value 
of  the  house  itself  (it  being  one  of  the  smaller  description  of  build- 
ings). For  this  sewer  I  have  never  been  paid,  nor  do  I  suppose  I 
ever  shall  be. 

You  state  that  the  sewers  are  in  a  number  of  places  much 

larger  than  necessary?  Decidedly  ;  there  should  be  a  smaller 

sized  sewer  for  the  poorer  description  of  houses,  which  would  be 
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sufficient  for  the  upper  drainage,  where  the  sewer  would  not  be  fur-  Mk'Hag*  Bta$ 
ther  extended.  I  built  in  the  Edgware-road  five  houses,  the  sewage 
for  which  cost  me  nearly  500/.  This  extravagant  sized  sewer  is 
entered  by  an  18-inch  barrel-drain,  through  which  upwards  of 
forty  houses  have  been  drained  for  the  last  twenty  years,  and  there 
never  has  been  any  stoppage  of  the  least  importance.  I  had  reason 
to  expect  that  if  this  large  sewer  was  built  I  should  be  repaid  a 
moiety  of  the  expense ;  but  after  the  sewer  was  built  the  Commis- 
sioners found  that  they  could  not  compel  the  owners  on  the  oppo- 
site side  to  break  up  their  old  drainage  and  adopt  the  new  ;  so  there 
the  sewer  now  remains,  either  as  a  charge  upon  the  houses  or -  a 
loss  to  myself. 

Of  what  size  would  you  recommend  the  smaller  description 

of  drain  ?  If  it  was  to  drain  the  roadway,  and  the  houses 

on  each  side  of  the  roadway,  half  the  area  of  the  present  West- 
minster small  sewer  would  be  sufficient. 

Do  you  state  that,  looking  to  the  possibility  of  an  extension  ? 
■  No ;  I  refer  to  a  branch-sewer  only.    The  main  sewers  re- 
quire to  be  nearly  the  size  they  are  at  present ;  made  5  feet  by 
.  2  feet  6  inches. 

You  say  that  an  18-inch  barrel-drain  drained  40  or  50  houses. 
Has  that  had  any  particular  advantage  of  being  flushed  with 

water  ?  All  the  water  that  is  used  in  the  houses  passes 

through  it. 

Are  those  houses  supplied  with  water?  Yes. 

Therefore  there  is  the  advantage  of  the  supply  of  water  used  in 

i  40  or  50  houses  to  keep  it  clear  ?  Yes. 

You  would  say  that  an  18-inch  barrel-drain  would  be  suffi- 
cient for  40  or  50  houses  ?  Yes,  it  would  be  quite  sufficient  for 

-  200  or  300  yards  in  the  upper  part  of  a  line  of  sewer. 

With  what  fall  ?  It  would  depend  upon  the  facility  afforded 

by  the  ground. 

What  fall  has  that  18-inch  barrel-drain  ?  That  has  a  very 

good  fall,  perhaps  an  inch  and  a  half  to  10  feet,  and  in  places 
perhaps  more  than  that. 

What  is  the  least  fall  which  you  would  consider  necessary  for  an 

efficient  drainage?  1  have  put  sewage  in  at  as  slight  a  current 

as  half  an  inch  to  10  feet,  where  the  depth  of  digging  was  such  that 
it  could  not  be  more. 

You  would  consider  that  that  was  a  sufficient  drainage  ?  

N  Not  if  I  could  get  better. 

Do  you  think  it  would  be  sufficient  for  an  18-inch  barrel-drain? 
"  ;It  depends  a  great  deal  upon  a  plentiful  supply  of  water ;  in 
iact  it  all  depends  upon  the  supply  of  water. 

What  is  the  average  expense  of  constructing  sewers  of  the  largest 

description  mentioned  by  you?  About  a  guinea  a  lineal  foot ;  a 

ltt^  rnore  or  less,  according  to  the  depth  of  digging,  &c. 

What  would  be  the  expense  of  the  second  class?  The 

second  class  is  two  or  three  shillings  per  foot  less. 
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What  would  you  estimate  the  expense  of  the  third  class  of  Mr-  Hub''  Biers. 

sewer  you  would  recommend  to  be  adopted?  Somewhere 

about  10s. ;  or  less  even  than  that. 

What  size  would  that  be  ?  Half  the  area  of  the  other. 

What  form  do  you  consider  to  be  the  best  for  the  construction 
of  the  largest  class  of  sewers  ?  There  are  two  or  three  con- 
siderations as  to  the  proper  construction  of  a  sewer  :  first,  as  to 
the  strength  of  its  structure ;  secondly,  as  to  its  formation  for  pro- 
perly economizing  the  water  passing  through  it.  As  bricks  are  at 
present,  made,  being  square,  there  is  hardly  a  weaker  construction, 
in  my  opinion,  than  a  small  barrel-drain  ;  and  every  construction 
i  approaching  a  circle  must  more  or  less  partake  of  this  weakness. 
J  The  intradoes  of  the  joints  of  the  drain  are  close,  the  extradoes  are 
made  up  with  mortar.  I  have  used  bricks  which  have  been  made 
purposely  for  drains,  but  they  come  very  expensive ;  I  therefore 
prefer  square  drains. 

What  is  the  average  expense  of  the  bricks  per  thousand  of  which 
you  make  the  square  drains?  From  36s.  to  4.0s. 

What  would  be  the  expense  of  the  bricks  you  describe  as  having 
been  made  specially?  1  think  I  paid  2Z.  15s.  for  them. 

Of  what  form  have  you  constructed  the  sewers  you  have  built  ? 

 According  to  the  section  set  out  by  the  Westminster  sewers. 

I  have  here  a  drawing  made  for  the  purpose  of  showing  the  ill 
effects  of  putting  such  large  rings  into  the  springing  walls.  (See 
p.  284.) 

Do  you  consider  this  form  a  good  one  for  giving  full  effect  to  the 

i  water  in  cleansing  the  sewer  ?  1  think  if  the  invert  was  a  quicker 

sweep  it  would  be  better  as  regards  the  natural  or  self-cleansing. 

I  have  seen  the  Finsbury  sewers,  and  I  think  they  are  very  well 
adapted  for  carrying  off  the  water. 

Do  you  consider  the  form  of  the  Finsbury  sewer,  as  regards  the 

cleansing,  better  than  that  of  the  Westminster  ?  1  think  it  is  the 

quicker  sweep,  having  a  tendency  to  collect  the  sullage  into  a 
smaller  space,  and  consequently  the  water  has  more  power ;  but 
this  form  has  still  the  objection  that  while  the  inside  of  the  invert 
may  be  brick,  the  extrado  of  the  joint  is  of  considerable  thickness 
in  mortar ;  and  when  once  the  inside  face  of  the  invert  begins  to 
wear  away,  1  am  of  opinion  that,  a  very  rapid  decay  will  take  place, 
irom  the  surface  presenting  a  soft  instead  of  a  solid  material. 

It  is  much  less  likely  to  become  choked  up  ?  As  regards 

form,  I  think  it  is  likely  to  choke  up. 

It  would  be  a  cheaper  sewer  to  build,  having  less  materials  in 

II  v~  Yes  ;  it  is  decidedly  cheaper. 

The  outside  wall  might  then  be  a  brick,  instead  of  a  brick  and 

a  halt .  —Yes;  and  that  in  my  opinion  would  be  quite  sufficient 

in  almost  all  sewers,  except  the  main  lines  ;  and  I  beg  to  submit  a 
drawing  of  a  sewer  quite  sufficient  for  an  upper  drainage  to  20  or 
o0  houses. 
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Mr.  Hugh  Bien.  j^0i  ^ — gection  of  a  Sewer  for  Surface  or  Upper  Drainage, 


2  feet. 


"At  6  feet  depth  of  digging  this  sewer  will  cost  7s.  per  foot  lineal.    For  every 
additional  course  in  depth  add  lOrf.  per  foot  lineal. 

Do  you  use  any  particular  kind  of  mortar  or  cement?  Stone 

lime  and  river  sand  is  always  used. 

Are  you  satisfied  that  the  nature  of  the  mortar  is  sufficiently 
adhesive  for  those  purposes  ?  Yes  ;  quite  so. 

Are  you  aware  whether  it  becomes  porous  in  the  course  of  time, 

and  discharges  water  from  that  cause  ?  1  never  knew  of  an 

escape  of  water  through  the  brickwork  or  sides  of  a  sewer. 

In  your  experience  they  are  water-tight  ?  So  completely  that 

if  a  sewer  is  constructed  with  proper  materials,  hard  stock-bricks, 
and  good  stone  lime  and  river  sand,  the  cutting  away  to  put  in  the 
ring  from  the  drain  to  the  sewer  is  sometimes  found  to  be  a  work 
of  some  difficulty,  and  it  gets  much  stronger  by  time. 

Do  you  find  the  same  with  respect  to  the  small  barrel-drain  ? 

 Yes  ;  they,  as  well  as  the  sewers,  become  in  time  to  be  what 

is  termed  water-bound. 

They  equally  become  water-tight  ? — —Yes ;  but  the  smaller  the 
drain  the  worse  the  joint  is,  being  a  circle. 

Do  those  small  drains  ever  leak ;  does  the  earth  outside  be- 
come saturated  with  the  contents  of  the  drain  ?  1  have  seldom 

found  that  to  be  the  case. 

You  have  tried  that  so  frequently  as  to  know  that  it  is  not  the 

case?  It  never  has  been  in  my  experience,  unless  there  has 

been  a  stoppage  of  the  drain,  and  that  stoppage  must  have  con- 
tinued for  a  very  considerable  period. 

Have  you  frequent  opportunities  of  observing  whether  there  is 

exudation?  1  have  had  frequent  opportunities  of  taking  up 

drains  and  repairing  them  ;  but  I  have  seldom  found  it  in  those 
properly  constructed. 

Are  they  so  constructed  that  that  often  does  take  place?  

Sometimes  there  may  be  a  faulty  brick,  or  the  workman  may 
have  been  careless  in  the  construction  of  the  drain,  then  it  may 
possibly  leak  at  the  side,  but  seldom  anything  of  very  great  iftfj 

Then  from  faulty  bricks  or  careless  workmen  those  drains  do 
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occasionally  exude  ?  There  may  be  instances,  but  I  am  not  Mr>  H"e1' Biers- 

aware  of  any  of  importance ;  the  drains  are  generally  efficient. 
What  are  the  advantages  you  propose  by  this  new  form  of 

drain  shown  in  the  drawing?  Strength  and  durability  with  the 

same  inside  area  as  a  12-inch  barrel-drain,  and  without  additional 
cost. 

No.  5. 


<    8"  > 

CO 

V" 

How  do  you  propose  to  effect  that  in  a  12-inch  barrel-drain? 

 1  do  not  mean  a  12-inch  barrel-drain  at  all;  the  form  I 

would  propose  would  be  as  No.  4  in  the  drawing. 

To  what  size  would  you  be  able  to  restrict  that?  The  area 

•  is  the  same  as  that  of  a  12-inch  barrel-drain. 

Would  you  make  the  drain  the  same  form  the  whole  length? 

 If  I  had  my  own  will  in  the  construction  of  a  drain,  I  should 

carry  that  drain  right  through  the  house. 

What  would  be  t  he  effect  of  the  discharge  of  water  through 

that  drain  as  respects  the  shape  of  the  bottom  ?  All  the  sullage 

must  fall  to  the  centre,  and  the  water  passing  through  the  drain 
would,  by  its  concentration,  have  greater  power  in  expelling  such 
sullage. 

You  consider  an  acute  angle  at  the  bottom  better  than  the 

segment  of  a  circle  ?  1  do  so  ■  and  the  more  especially  as  the 

segment  of  a  circle  in  stone  would  make  it  very  expensive. 

Do  you  speak  from  experience  or  from  theory  ?  1  speak  from 

experience  ;  and  where  I  am  not  bound  by  a  covenant  to  construct 
a  barrel-drain,  I  invariably  build  one  similar  to  this.  In  a  barrel- 
dram,  a  very  great  portion  of  the  outside  is  mortar;  in  this  you 
Have  nothing  but  the  hard  material. 

The  question  refers  to  the  angular  point  at  the  bottom?  The 

more  you  can  collect  the  water  into  the  centre  of  either  a  drain  or 
s<?wer,  tlle  less  liable  will  be  a  stoppage. 

Have  you  built  this  drain  to  any  extent  ?  Only  to  my  own 

private  buildings.  *  J 

What  is  the  actual  cost  per  foot  run  of  a  12-inch  barrel-drain  ? 

n     jf  }):in'el"dl'ain  wil1  c°st  about  2s.  per  foot  run. 

Uo  the  Commissioners  of  Sewers  insist  that  the  drains  from 

^efthouse  shall  be- of  a  particular  size?  No;  there  are  two 

sizes,  y  or  12  inches. 

Do  they  fix  the  minimum?  Yes  ;  9  inches  is  the  minimum. 

vo  they  fix  the  maximum?  No;  I  have  put  (hem  in  as 

laige  as  18  inches  where  the  drainage  required  it. 
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Mr.  Hugi.  Biers.    For  a  first-class  house,  what  should  you  put  ?-  An  area  of 

1 12  superficial  inches  is  quite  sufficient  for  any  private  house. 

You  have  constructed  drains  for  a  continuation  of  houses  ?  

Yes. 

What  is  the  size  of  those  ?  Generally  a  9-inch  barrel-drain; 

but  I  prefer  square  drains  where  the  covenant  in  the  building 
articles  does  not  compel  a  barrel-drain.  I  much  prefer  the  form 
of  the  drain  No.  5. 

The  least  which  is  usual  to  put  in  is  nine  inches,  that  is,  nine 

inches  communicating  from  the  house  to  the  sewer?  A  drain 

having  an  erea  of  about  60  superficial  inches  is,  generally  speaking, 
quite  sufficient  for  almost  any  private  dwelling. 

For  the  smaller  classes  of  houses  is  it  necessaiy  to  have  them  as 

lar<re  as  that  ?  I  should  say  from  the  house  to  the  sewer  there 

ouaht  to  be  an  area  of  60  inches  ;  but  in  the  interior,  less  will  very 

often  do.  . .  ,  .  . 

Is  it  on  any  experience  you  state,  that  you  find  it  to  be  necessary 
to  have  a  9-inch  drain,  and  that  a  6-inch  would  not  do  for  the 

outside  of  the  house?  1  think  a  smaller  one  would  do  m  many 

cases  :  but  the  difference  of  expense,  after  you  get  out  of  the  house, 
is  not  worth  saving,  and  the  larger  size  might  perhaps  sometimes 
prevent  the  taking  up  the  road-way,  paving,  Kb.  -  " 

If  it  could  be  shown  that  the  smaller  could  be  made  much 
cheaper  should  not  you  come  to  the  conclusion  that  it  would  be 

desirable  to  put  smaller  ?-  Decidedly ;  but  I  do  not  think  you 

can  show  a  very  great  saving. 

If  they  are  made  of  brick,  making  them  smaller  would  be  a  very 
little  saving  ?  Very  little. 

If  they  were  made  of  bricks,  you  would  have  to  cut  round  in 
pretty  much  the  same  way  whether  the  diameter  was  6  inches  or  9  ? 

1  Unless  the  bricks  were  cut,  or  they  were  made  to  a  radu, 

the  outside  point  in  a  6-inch  drain  would  be  worse  than  in  a 
9™1  inch 

Suppose  you  had  well-burnt  earthen-pipes  sufficiently  strong  for 
the  communicating  drains  from  the  house  to  the  larger  sewer, 

which  would  be  less  expensive  and  give  a  sufficient  area  ?  If  as 

durable,  I  think  it  would. 

Have  you  seen  such  ?  1  have  seen  and  used  them,  especially 

where  there  has  been  a  deficiency  in  the  current. 

Have  you  seen  them  in  trial?  Yes,  I  have;  but  I  do  not 

think  they  are  so  durable  as  a  brick  drain,  and  there  is  also  a  diffi- 
culty in  taking  them  up  to  cleanse. 

Do  you  think  for  the  humbler  class  of  houses  some  such  as  those 

might  be  adopted?  1  think  they  might,  especially  if  improved 

upon,  and  which  might  be  easily  done. 

Have  you  any  knowledge  of  those  kind  oi  pipes  which  have  been 

proposed,  strong  burnt  pipes  glazed  on  the  inside  ?  1  have  not 

seen  any  of  a  very  new  construction. 
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If  they  were  glazed  in  the  inside,  would  that  give  a  freer  water-  Mr.  Ungli  Bins, 
way  than  those  made  of  brick,  which  are  of  course  rough  on  the 

•  inside?-  They  would  of  course  be  much  better;  and  if  every  third 

or  fourth  was  made  to  open,  or  be  made  in  halves,  or  with  a  cover 
even  less  that  that,  it  would  be  a  great  improvement  in  getting  at 
the  drain  to  cleanse  it. 

The  tile  itself  would  make  a  smaller  waterway  ?  1  have  very 

often  constructed  drains  to  the  smaller  houses,  according  to  this 
drawing,  with  a  tile  bottom,  bricks  on  the  sides,  and  covered  with  a 
stone  or  a  brick,  and  I  find  that  much  better  that  the  9-inch  barrel- 
drain,  which  requires  so  much  mortar  to  fill  up  the  outsides  of  the 
joints,  and  besides  being  so  much  cheaper. 

i  No.  6. — Section  of  a  Drain  equal  in  Area  to  a  9-inch.  Barrel  Drain,  but  much 
cheaper  in  construction,  adapted  to  the  smaller  description  of  houses. 


Cost  price,  lOcf.  per  foot ;  the  bottom,  a  strong  garden-drain  tile. 

On  what  do  you  lay  the  tile  ?  On  the  earth  itself,  and  the 

brick  side,  just  clear  of  the  tile. 

Is  not  there  a  bad  joint?  No  ;  if  it  is  flushed  in  with  a  little 

cement  its  makes  a  much  stronger  description  of  drain  than  the 
3-inch  barrel-drain. 

If  they  were  made  of  tiles  well  burnt,  and  glazed  inside,  would 
-hey  not  give  a  freer  waterway  than  those  made  of  bricks  ?  Yes. 

They  would  in  consequence  require  less  declivity  than  if  made  of 

cricks  ?  Generally  speaking,  pipes  are  used  where  we  cannot 

jet  so  much  current. 

That  would  give  you  an  opportunity  of  having  them  shallower? 
~    —Yes ;  there  would  not  be  so  much  digging. 

That  would  be  of  advantage,  in  giving  you  a  clear  waterway  ? 
Yes ;  where  I  can  get  a  current  I  never  hesitate  about  the 
expense  of  a  little  dWinff. 

TT  DO  © 

Jriave  you  any  experience  of  the  quantity  of  water  necessary  for 

vorking  a  drain  of  this  kind?  No,  I  have  not;  but  the  usual 

un  of  water  from  a  house  is  generally  found  sufficient. 

iou  state  that  an  18-inch  barrel-drain  is  sufficient  where  there 
T-  °r  ^  h°uses  '■>  are  you  acquainted  with  any  mode  by 
mich  earthenware  pipes  might  be  sufficiently  large  and'sufficiently 
trong  for  small  barrel-drains,  to  carry  the  drainage  from  two  rows 

h°uses  into  the  common  sewer  ?  1  am  not  aware  that  such 

arge  pipes  are  at  present  manufactured. 

You  have  never  used  box  tiles  for  the  purpose  ?  No  :  except 

dose  termed  ««  drain-pipes." 

VOL.  II.  TI 
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Mr.  Hugh  Biers.     D0  you  conceive  they  might  be  used  for  making  drains  at  much 

less  expense  than  those  made  of  brick?  1  think  it  possible  that 

pipes  may  be  constructed  to  cost  much  less  than  the  present  brick 
drains. 

Do  you  think  it  would  be  desirable  that,  for  smaller  houses,  this 
kind  of  drain  should  be  adopted  instead  of  those  made  of  brick  1 

 Anything  that  would  keep  down  the  prices  of  the  present 

system  of  drainage  would  be  an  advantage,  to  the  humbler  classes 
of  houses  especially. 

That  would  give  a  great  facility  for  draining  many  which  are  not 

drained  at  present,  owing  to  the  expense  ?  My  endeavour  has 

been  to  get  a  much  smaller  description  of  sewage  than  that  now 
permitted  for  the  smaller  description  of  houses,  especially  where  in 
an  upper  line,  which  cannot  by  possibility  be  carried  beyond  a  cer- 
tain distance.  . '  I 

You  stated  that  the  sewers  were  5  feet  by  2  feet  6  inches  and 
5  feet  6  inches  by  3  feet ;  in  what  way  are  those  drains  cleansed 

from  time  to  time  ?  There  is  a  man-hole  left  about  every 

50  yards. 

They  are  left  to  provide  for  the  possibility  of  men  having  to  go 
into  the  sewers  ?  Yes, 

Is  not  this  large  opening  requisite  as  long  as  the  present  mode 

of  clearing  them  is  continued  ?  As  long  as  a  man  is  employed 

to  o-o  in  the  sewer  it  cannot  be  of  much  less  size  than  the  present. 

Suppose,  instead  of  cleansing  them  by  men  going  into  them, 
they  could  be  cleansed  by  water  as  in  the  Finsbury  division,  they 

would  not  require  to  be  so  large?  No;  but  I  conceive  they 

must  be  occasionally  opened  for  the  purpose  of  cleansing. 

Under  any  plan  of  construction?— —I  think  so. 

You  do  not  know  that  there  is  any  district  in  which,  by  a  sufn- 
eient  flushing  of  water  and  a  proper  construction  with  a  valve  at  the 
top  the  water  would  be  sufficient  to  carry  off  the  matter  ?- — I  am 
not  aware  of  it ;  but  if  so  there  must  be  a  very  excellent  supply 

of  water.  ,  ai 
■  If  that  could  be  done,  would  not  a  less  sized  sewer  be  suffi- 
cient? Whether  or  no,  a  less  sized  sewer  would  very  often  be 

quite  sufficient.  . 

That  would  lead  you  to  make  drains  much  less  expensive  (- 
That  is  what  is  very  desirable. 

Then  probably  the  Westminster  Commissioners  would  have  no 

objection  to  decreasing  their  size  ?  1  should  think  they  would 

not  object ;  and  I  think  they  have  seen  the  evil  of  compelling,  fl 
every  instance,  these  large  sized  sewers  ;  they  having  come  to  the 
determination  to  give  permission  for  18-inch  barrel-drams,  or  some- 
1  hi  ng  of  that  description,  for  surface-drains,  or  upper  drainage ;  but 
thatbpermission  is  made  almost  inoperative,  for  it  is  with  the  con- 
dition that  the  persons  constructing  shall  be  at  the  expense  ot 
cleansing  these  drains,  instead  of  the  Commission.    Those  tffio 
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have  the  control  of  the  several  public  ways  will  never  take  to  the  Mr.  Hugh  Biers, 
roads,  so  long  as  the  sewage  is  under  the  control  or  superintendence 
of  private  individuals. 

You  have  spoken  with  reference  to  the  cleansing  of  the  sewer ; 
do  you  mean,  that  if  the  water  continues  passing  clown  in  dribblets 
it  would  not  be  sufficient?  or  that  if  the  same  quantity  of  water 
were  dammed  up  for  a  certain  time,  and  then  let  down  in  a  current, 

that  would  not  be  sufficient  ?-  It  is  difficult  to  say  ;  there  are 

so  many  circumstances  to  be  considered.  In  the  upper  part  of  the 
drain  you  do  not  get  the  same  quantity  of  water  as  in  the  lower 
part ;  the  water  as  it  progresses  increases.  It  may  be  sufficient  in 
one  place  and  not  in  another. 

The  part  which  was  flushed  would  do,  but  not  the  other  which 
n  was  not  flushed?  The  first  consideration  in  a  sewage  is  a  pro- 
per supply  of  water. 

Do  you  think  that  part  which  was  flushed  would  do  ?  Yes;  but 

that  greatly  depends  upon  the  flushing  to  carry  off  the  whole  of 
the  sullage  from  the  different  houses,  and  the  mud  from  the  streets 
eas  well.  I  think  it  would  require  a  very  large  supply.  I  have  been 
informed  that  such  is  the  case  ;  but  I  have  not  had  much  experi-  ' 
ence  in  that  matter.  The  plan  and  section  No.  4  would  be  a  sewer 
of  quite  sufficient  area  for  an  upper  drainage,  if  such  was  permitted 
to  be  built,  with  a  man-hole  or  entry,  which,  if  left,  perhaps,  every 
50  or  100  yards,  might  be  very  easily  taken  up,  and  although  not 
large  enough  for  a  man  to  go  into  it,  the  sewer  might  be  cleansed. 

What  size  have  you  made  yours  ?  The  sewer  has  an  inside 

area  of  about  6  feet,  the  man-hole  about  4  feet  long.  There  would 
then  be  the  means  of  getting  in  at  both  the  ends,  with  a  rake  to 
cleanse  it  of  any  accumulation;  it  would  require  some  contrivance 
ot  that  sort  if  a  sewer  of  that  size  was  constructed. 

How  would  you  propose  to  get  the  soil  out  ?  By  rakin^  both 

ways  towards  the  man-holes,  the  soil  might  be  taken  out ;  or  if  it 
was  stirred  up,  a  great  deal  of  it  would  go  away  if  well  flushed  with 
water. 

You  state  that  if  a  smaller  description  of  drain  was  allowed, 
many  places  now  without  a  sewage  would  have  one  quite  sufficient 
tor  their  purpose?  1  have  no  doubt  of  that. 

Is  that  with  regard  to  districts  at  present  not  built  on,  or  with 

iegarc  to  districts  on  which  houses  are  at  present  built?  With 

regard  to  districts  at  present  built  on,  I  know  several  places  which 
re  without  proper  sewage,  in  consequence  of  the  great  expense  of 

'  l£r*wtl°12  °f  a  S?WeF'  accordbS  to  the  Present  regulations. 
J^oes  that  refer  to  whole  streets  ?  Yes. 

<a£L r«*w 7^°° of  houses '  what class ? — 0f  alm°st  aii 

not  drnin     ^  A1Phart,a§es  :  a  considerable  number  of  these  are 
PortS  T    7  1  P      u'  but  by  a  ^eptitious  drainage.    Part,  of 
ortlancl  iown  is  m  the  same  way;  a  portion  of  Lord  Portman's 

u  2 


292    House  and  Main-drains  should  be  under  one  system. 

Mr.  Hugh  Biers,  estate,  now  undrained,  or  only  drained  by  surreptitious  drainage,  \ 
but  which  would  be  drained  in  a  proper  way  if  a  less  expensive  I 
description  of  drainage  were  allowed.  There  is  also  a  large  num-  I 
ber  of  houses  of  the  smaller  description,  built  at  the  back  of  the  i 
Edgeware-road,  called  Hall-park,  without  a  sewage,  in  consequence  L 
of  the  great  expense. 

What  class  of  houses  are  those  without  a  proper  sewage  ?  

Of  the  third  and  fourth  rate  generally  ;  but  the  Alpha  cottages  are  . 
mostly  very  respectable  houses.    The  expense  of  sewage  is  looked 
at  principally  by  builders  of  the  smaller  description  of  houses.  I 
should  perhaps  state  that  the  reason  the  Alpha  cottages  have  not 
the  usual  sewage  is,  that  they  have  very  large  frontages,  and  the  I 
sewage  would  cost  almost  the  value  of  the  land,  if  constructed  on  i 
the  present  scale  of  expense. 

Do  you  know  whether  any  surreptitious  drains  are  carried  into 
the  canal  ?  No,  I  should  think  not. 

What  description  of  sewer  would  you  recommend  to  meet  the 

wants  of  those  houses?  At  all  events  not  above  half  the  size  ofl 

the  present  smaller  Westminster  or  Finsbury  sewers,  and  similar  I 
in  plan  and  section  as  drawing  No.  4. 

You  consider  that  the  expense  of  that  would  come  within  the! 

means  of  the  inhabitants  of  those  houses  ?  1  think  they  would  i  j 

have  had  no  objection  at  the  first  building,  but  having  now  got  afj 
drainage,  whether  the  same  may  be  a  good  or  a  bad  one,  I  think 
they  would  now  object  to  any  further  expense. 

What  is  the  size  of  the  present  smaller  Finsbury  sewers  ?  4 

feet  by  2  feet  6,  I  think :  there  is  one  lettered  C  in  Mr.  Roe's 
Report,  which  is  a  very  good  one,  but  still  with  the  objection  of 
being  built  in  circles  with  bricks  of  a  square  form. 

Supposing  the  cost  of  these  main  sewers  were  to  be  spread  over 
a  number  of  years,  and  to  be  paid  by  equal  instalments,  by  collec-> 
tions  from  the  occupiers,  do  you  consider  that  that  would  be  an  in- 
ducement to  persons  to  construct  those  sewers?  As  regards 

new  houses,  there  is  no  doubt  that  then  there  would  be  a  very  good< 
drainage ;  it  is  the  first  outlay,  which  is  so  large  that  builders,: 
especially  small  builders,  avoid  the  expense  wherever  they  can. 

The  Commissioners  would  have  to  provide  for  it,  and  be  repaid 

by  instalments  by  the  occupiers  ?  1  think  that  would  be  a  very 

excellent  plan. 

Would  you  in  that  case  recommend  that  the  private  drains  from 
each  house  to  the  sewer  should  also  be  constructed  by  the  Com- 
missioners or  by  the  occupier?  1  think  it  would  be  best  if  they 

were  constructed  by  the  Commissioners  up  to  the  house,  and  then 
leave  the  owners  to  deal  with  the  drain  inside  as  I  hey  pleased. 

Making  them  pay  by  instalments  for  the  expense  of  the  main 
sewer,  and  also  for  the  drain  up  to  the  house?  1  see  no  diffi- 
culty at  all  in  that  matter. 
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Would  you  consider  it  beneficial  that  such  an  alteration  should  Mr.  Hugh  Biers, 
be  made  in  the  regulation  for  the  construction  of  sewers  in  the 
metropolis,  that  the  Commissioners  should  form  the  great  sewers 

as  well  as  the  drains  ;  the  expense  being  paid  by  instalments  ?  ■ 

I  think  that  would  be  a  very  great  improvement  upon  the  present 
system,  inasmuch  as  you  would  then  get  a  drainage  to  every  street, 
and  from  every  house. 

Do  you  think  that  arrangement  would  not  be  objected  to  ?  

I  think  not ;  it  would  certainly  not  be  objected  to  by  the  builders. 

Would  that  have  the  effect  of  increasing  the  sewer-rate  ? — i — 
Every  person  would  still  have  to  pay  the  present  sewer-rate,  which 

-  is  for  repairs.    The  payment  of  the  instalment  would  be  thrown 
upon  those  who  receive  the  benefit  of  construction,  and  which  I  am 

-  sure  would  not  be  objected  to  by  the  builders. 

Would  it  diminish  the  rent  taken  by  the  builder  for  the  houses? 

 In  the  smaller  description  of  houses  the  builder  or  proprietor 

now  pays  the  sewer- rate ;  it  is  a  landlord's  rate,  and  it  is  only 
where  there  is  a  special  agreement  it  is  now  paid  by  the  occupier 
of  the  house. 

According  to  the  present  arrangement  the  builder  must  get 

repaid  for  the  amount  of  the  construction  of  the  sewer?  If  a 

person  was  to  purchase  a  house  he  would  say  what  is  the  outlay  ; 
there  is  a  ground-rent  of  3/.  or  41.,  and  there  is  the  sewer,  I  shall 
have  to  pay  for.  Under  the  proposed  arrangement  he  would  have 
to  pay  a  small  annual  addition.  He  conducts  his  bargain  accord- 
ing to  the  sum  of  money  he  has  actually  to  disburse;  but  under 
the  present  regulations,  the  poor  occupier  has  to  pay  from  10  to 
1*2|  per  cent,  upon  this  first  cost  or  outlay. 

Do  you  think  such  a  system  would  be  applicable  to  the  smallest 

class  of  houses  ?  1  think  it  would  be  as  applicable  to  them,  or 

more  so  than  to  the  largest  description  of  houses  ;  the  builder  of 
the  large  houses  does  not  care  so  much  about  it,  for  it  is  compara- 
tively of  little  importance  to  him  whether  it  is  20Z.  more  or  less ; 
but  the  strong  objection  is  the  present  expense  upon  these  smaller 
description  of  dwellings. 

Are  these  dwellings  generally  supplied  with  water  ? — ■ — 
(generally  they  are  supplied :  at  the  same  time  paving  very 
dearly  for  it. 

Are  they  supplied  with  water-closets?  Not.  the  smaller 

nouses ;  these  have  privies  :  there  is  a  cesspool  generally  built  for 
the  privy,  and  which  also  serves  for  the  reception  of  the  waste  water 
from  the  whole  of  the  house ;  from  that  cesspool  there  is  a  drain 
communicating  with  the  sewer,  that  is  to  say,  where  there  are 
sewers  and  drains. 

Where  there  is  no  drain  for  that  what  becomes  of  the  surface 
.  r  '~~ — The  soil,  and  also  the  surface  water,  is  then  collected 
in  a  cesspool,  which  is  emptied  occasionally  ;  they,  of  course,  if  not 
attended  to,  will  overflow  ;  and  also  the  damp,  in  consequence  of 
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Hugh  Biers,  such  want  of  an  outlet,  must  be  very  deleterious  to  the  health  of 
those  occupying  the  houses,  and  where  there  are  a  large  number 
of  houses  wanting  such  drainage,  I  should  say  of  the  district. 

Would  it  not  be  a  proper  provision  that  there  should  be  a  com-  i 
munication  to  the  sewer  from  every  house  to  take  away  that  which 

must  be  so  deleterious  to  the  health  of  the  inhabitants  ?  There 

is  no  reason  why  that  should  not  be  effected  if  the  expense  was  so 
adjusted  as  not  to  press  too  heavily  on  the  poor;  there  would  be 
no  objection  to  enforce  the  regulation  under  a  cheap  mode  of  1 
drainage. 

Do  you  think,  in  case  that  were  done,,  drainage  might  be  ij 
effected  in  some  of  the  more  densely-populated  parts  of  the  metro- 1 

polis,  where  no  drainage  at  present  exists?  1  think  it  might| 

be  effected  to  a  considerable  extent;  but  generally  speaking  it  is 
difficult  to  get  people  out  of  their  habits,  and,  even  if  the  drainage 
was  brought  up  to  their  very  doors,  if  it  was  to  put  them  to  any 
considerable  additional  expense,  I  think  they  would  not  be  very 
anxious  about  it.  I  am  speaking  now  of  districts  already  built 
upon. 

You  think  it  desirable  to  make  it  peremptory  to  build  such 

drains?  If  it  could  be  done  without  putting  the  parties  to  a 

great  expense,  I  should  certainly  say  that  a  drainage  ought  to  be 
compulsory. 

Have  you  seen  the  General  Report  on  the  Sanatory  Condition 

of  the  Labouring  Population?  1  have  read  the  first  volume 

of  it. 

Will  you  refer  to  pages  453  and  454,  and  read  the  suggestion 
which  is  there  made  ?  

"Suggested  Form  of  Notification  to  Owners  or  Occupiers  for  the 
distribution  of  the  expense  of  permanent  alterations,  and  the  avoidance 
of  overcharges  on  persons  enjoying  only  portions  of  the  benefit. 

"  The  Commissioners  of  Sewers  appointed  to  superintend  the  execution 
of  the  Act  of  Victoria,  passed  for  the  protection  of  the  public  health, 
which  requires  that  every  inhabited  tenement  shall  be  provided  with  proper 
means  of  drainage  and  cleansing,  and  the  removal  of  refuse,  have  caused  a 
survey  to  be  made  of  the  houses  and  tenements  in 

[court  or  street,  as  the  case  may  be].  On  this  survey  it  appears  that  your 
house,  with  others  in  the  same  place,  are  without  the  requisites  required 
bylaw;  that  they  are  without  proper  sewers,  without  drainage  from  the 
house,  and  without  water  or  proper  means  for  the  constant  removal  of 
night-soil,  or  conveniences  for  cleansing. 

"  By  the  section  of  the  Act  the  several  requisites  hereunder  de- 

scribed are  directed  to  be  provided  and  completed  within 
months  after  this  date. 

"The  Commissioners  have  directed  tenders  for  contract  upon  specifica- 
tions to  be  taken  for  the  execution  of  the  required  works,  under  a  civil 
engineer,  in  the  most  beneficial  manner,  and  at  the  lowest  cost. 

They  are  also  prepared  to  take  loans  on  the  security  of  the  rates,  for 
defraying  the  expenses  of  the  execution  of  the  works  contracted  for. 

« It  will  be  at  your  option  either  to  repay  at  once  the  cost  of  the  re- 
quisite works  by  which  the  property  will  be  benefited,  or  to  repay  it  by 
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annual  instalments  in  thirty  years,  paying  five  per  cent,  interest  on  the  Mt-  Hugh  Biers, 
principal  sum  expended,  or  on  that  part  of  it  that  may,  from  time  to  time 
remain  unpaid. 

"  To  save  the  trouble  and  expense  of  a  double  collection,  annual  in- 
stalments and  the  interest  on  the  principal  sums  expended  will  be  collected 
from  the  tenant  with  rates.    Where  the  landlord  is  under  any 

agreement  or  obligation  to  cleanse  the  cesspools,  the  tenant  will  be  entitled 
to  deduct  from  the  rent  the  charge  for  the  drainage  and  apparatus  for 
cleansing.  Where  the  tenant  pays  rent  weekly,  or  at  shorter  periods  than 
quarterly,  and  does  not  pay  rates,  the  charge  for  the  works  in  ques- 

tion is  required  by  the  statute  to  be  paid  by  the  owner  of  the  tenement, 
who  will  levy  the  amount  with  the  rent,  or  make  his  own  terms  with  the 
tenant  for  the  improvement  in  question. 

"  The  cost  of  the  required  improvements  or  principal  sum,  which  will 
be  charged  at  the  contract  prices,  together  Avith  the  annual  instalments  and 
interest  thereon,  and  the  weekly  charge  or  improved  rent  that  may  be  due 
•  or  charged  on  the  weekly  tenant,  will  be  as  follows : — 


First  Outlay  pet  Tenement. 

Annual 
Instalment  for 
Repayment 
in  30  Years. 

Annual  Interest, 
commuted  at  5  per  Cent. 

on  Outlay  charged 
as  Rent  on  Tenant,  and 
Annual  Rent  of  Water. 

Weekly  Charge 
to  the  Tenant, 
or  Increased 
Rent. 

£     s.  d. 

s.  d. 

ft  d. 

s.  d. 

Water-closet  ] 

Water-tank    \    10    8  6 

6  11 

6  8 

0  3 

Drain    .    .  } 

iMain  sewer.    •    5  12  0 

3  9 

3  6 

o  15 

5  0 

0  1 

Total    .    .  . 

10  8 

15  2 

0  5J 

"  If  the  landlord  undertake  to  cleanse  the  cesspools,  then  the  additional 
weekly  charge  on  the  occupier  for  the  supplies  of  water  and  drainage  will 
be  2^d.  weekly,  involving,  as  the  occupier  should  be  informed,  the  con- 
veniences, cleanliness,  and  security  to  health,  and  saving  of  medical  ex- 
penses. 

"  Persons  having  only  interests  in  property  for  years  or  for  determinate 
periods  may,  by  means  of  the  above  table,  distribute  amongst  the  persons 
successively  interested  in  the  property  the  portions  of  the  charge  to  which 
they  are  liable. 

"  The  surveyor  and  officers  of  sewer's  are  charged  with  the  duty  of  from 
time  to  time  inspecting  and  seeing  to  the  sufficiency  of  the  means  of  drain- 
ago  and  cleansing.  By  the  terms  of  the  contract  the  contractor  is  bound 
to  make  good  the  drains  for  years  ;  but  the  tenant  will  be  liable  to  make 
good  any  wanton  damage. 

,  "  ^  ^ct  gives  to  the  owner  of  the  beneficial  interest  in  the  premises 
the  option  of  executing  the  prescribed  works  himself,  or  giving  notice  on 
or  before  the  of  such  his  intention,  and 

entering  into  his  surety  to  execute  them  within  the  time  prescribed,  and- 
according  to  the  contract  specifications,  to  the  satisfaction  of  the  officer 
charged  with  the  superintendence  of  the  work.*' 

Do  you  think  that  such  a  plan  as  that  would  answer  the  purpose, 
an"  "e  beneficial  to  those  resfding  in  the  poorer  classes  of  tene- 
ni°At  ?  should  think  it  would  be  exceedingly  beneficial. 

According  to  that  mode  the  charge  for  the  maximum  expense 
ot  drainage  would  be  brought  down  to  the  charge  of  6j\  per  an- 
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Mr.  Hugh  Biers,  num,  or  3c?.  per  week  ;  would  that,  if  levied  as  a  rate,  be  objec  j 

tionable  even  to  the  poorer  classes  of  tenements?  1  think  not  a  j 

all;  and  if  it  could  be  brought  down  to  that,  I  think  it  ought  t<l 
be  made  compulsory  ;  in  point  of  fact,  where  there  is  a  sewage  I 
the  tenant  is  now  paying  treble  that  sum  as  a  rent-charge  laid  oi  l 
by  the  landlord  to  reimburse  the  large  outlay  in  the  constructioi* 
of  the  sewer. 

Would  you  make  it  also  compulsory  with  regard  to  buildingiB 

already  erected?  If  it  was  a  rate  of  only  6s.  per  annum,  I  thinl  I 

it  should  be  made  compulsory  on  both  old  and  new ;  it  is  true  tha  L 
there  will  be  a  little  additional  expense  in  the  construction  of  drain« 
to  houses  already  built,  but  the  advantages  to  the  inhabitant  I 
generally  would  be  more  than  counterbalanced  by  the  good  donlB 
to  them. 

Suppose  the  expense  of  laying  on  water,  which  is  at  present  th  I 
tenant's  or  occupier's  charge,  were,  for  all  the  structural  arrange'! 
ments,  such  as  water-pipes  and  so  on,  in  the  same  manner  diffuseoi 
over  a  period  of  years,  and  reduced  to  the  charge  of  about  2d.  afl 
week,  do  you  think  that  would,  by  the  poorer  tenants,  be  generally  J 

objected  to  ?  No  ;  that  is  only  8s.  a-year  :  the  water-companieil 

in  the  district  in  which  I  reside  to  the  poorer  classes  seldom  charg  j 
less  than  18*.,  and  often  double  that,  and  that  too  after  all  th  I 
structural  arrangements,  such  as  pipes,  cisterns,  &c,  have  bee« 
provided  by  the  builders. 

Is  the  water  generally  laid  on  to  those  houses?  There  artj 

but  few  houses  that  have  not  got  water  supplied  to  them  by  th  | 
water-companies. 

What  was  the  scale  of  the  45  houses  you  have  referred  to  ?  

Second  and  third-rate  houses. 

What  were  the  number  of  inhabitants  in  those  houses?  1 

should  say  about  10  in  each  house ;  that  is  the  average  in  Mary  j 
lebone  and  Paddington. 

Each  of  those  houses  would  be  equivalent  to  two  or  three  of  thl 

smaller  class  of  houses,  would  it  not  ?  1  think  not.    Generall;  j 

speaking,  in  the  smaller  houses  there  are  two  families  of  four  o  j 
five)  in  each  family.  The  average  number  of  persons  living  in  ;  I 
house  is  10,  except  in  the  very  smallest. 

If  an  18-inch  barrel-drain  was  equal  to  the  drainage  of  such 
number  of  houses,  would  not  one  of  smaller  capacity  have  don! 

for  half  the  number  ?  1  dare  say  it  would. 

Were  the  40  houses  inhabited  by  one  family  only  in  each  ?  ■ 

Generally ;  but  the  larger  the  quantity  of  water  passing  throug. 
the  drain  so  much  the  better,  and  the  larger  the  number  of  person' 
occupying  a  house,  generally  speaking,  the  greater  is  the  quantit 
of  water  passing  through  the  main  drain. 

If  the  smaller  drain  would  be  sufficient,  that  would  be  supposin; 

it  were  well  supplied  with  water?  Yes. 

The  supply  of  water  for  the  drains  is  jointly  necessary  with  th< 
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instruction  of  drains  in  a  cheap  form  ?  Yes,  in  any  form ;  it  is  Mr.  Hugh  Bieri. 

.paite  useless  to  promote  a  system  of  sewage  without  at  the  same  time 
promoting  a  supply  of  water,  and  the  more  abundant  the  better. 

Supposing  such  a  system  of  drainage  adopted  in  any  district, 
ivould  you  recommend  a  separate  drain  from  each  house  to  the 
sewer,  or  have  them  so  constructed  as  that  there  should  be  a  separate 

ilrain  for  every  five  or  six  houses?  There  maybe  some  difficulties 

in  communications  by  a  common  drain :  sometimes  a  person  will 
hrow  things  down  his  drain  which  are  improper,  that  might  stop 
-lis  neighbour's  drain;  where  there  are  several  houses  to  one  drain 
.here  might  be  sometimes  some  difficulty  in  getting  them  cleansed, 
[n  the  Kennington  district  I  understand  they  do  not  permit  less 
han  three  houses  to  be  drained  through  one  main  drain.  In 
Vlarylebone  and  Paddington,  under  the  Westminster  sewers,  two 
louses  are  not  permitted  to  drain  through  one  drain.  If  it  is 
thought  desirable  to  have  but  one  entry  into  the  sewer  for  two  or 
three  houses,  I  should  advise  that  the  main  drain  receiving  the 
contents  from  the  two  or  three  branch  drains  be  of  a  larger  size 
;han  the  branch  drains. 

Would  you  prefer  that  the  authority  respecting  those  drains 
should  be  under  the  building  surveyor  or  under  the  Commissioners 

)f  Sewers?  1  think  anything  relating  to  sewers  should  be  under 

he  Commissioners  of  Sewers. 

So  that  the  whole  drainage  should  be  under  one  supervision? 
 1  think  so. 

Have  you  turned  your  attention  to  the  mode  of  trapping  di-ains 
.0  keep  down  the  smell  ?— — Yes,  I  have. 

Do  you  think  any  improvement  might  be  made  in  that  respect  ? 

 In  all  the  sewers  I  have  built  on  the  Bishop  of  London's  estate 

he  whole  of  the  gullies  in  the  roads  I  have  trapped  for  the  pur- 
pose of  keeping  down  the  stench. 

To  prevent  the  smell  coming  out  ?  Yes. 

That  keeps  the  smell  in?  Sometimes  it  does;  but  the  trap 

permitted  by  the  Commissioners  is  but  a  very  imperfect  piece  of 
nechanism,  for  the  smell  is  often  as  offensive  as  if  not  trapped  at 
ill,  and  it  is  at  the  same  time  rather  expensive.  The  Commis- 
sioners furnish  the  trap  if  the  sewer  is  in  progress  of  building, 
charging  20.?.  for  it,  but  if  a  trap  is  put  in  after  the  sewer  is  built, 
-hen  the  charge  is  31,  and,  after  all,  is  not  effective  in  keeping  down 
he  smell. 

,  Supposing  a  man  goes  down  to  clean  the  sewers,  does  not  he 
ind  them  worse  in  consequence  of  your  having  kept  all  the  smell 
n  ^       I  dare  say  they  are,  occasionally. 
Would  it  not  be  a  great  advantage  if  you  could  do  without 

he  man  going  in,  and  destroy  the  stench  by  flushing  ?  It 

-ertainly  would ;  but  this  in  my  opinion  would  take  a  great  supply 
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Mr.  HughBiors.     Have  you  made  a  comparison  of  the  cost  of  cleansing  by  flush 
ing  and  by  hand  ? — —No,  I  have  not. 

Have  you  seen  such  an  estimate?  1  have  gone  through  th 

Sanatory  Report,  and  see  it  there  stated,  that  the  sewers  could  b 
cleansed  with  water,  and  that  the  expense  in  so  cleansing  must  c 
course  be  much  less. 

Supposing  that  which  is  stated  were  supported  by  evidence 

have  you  any  doubt  that  would  be  the  better  mode  ?  There  i 

no  doubt  it  would  be  a  very  great  improvement. 

Have  you  known  any  instance  of  an  explosion  having  takej 
place  where  the  sewers  are  trapped,  and  the  foul  air  routined  i 

them?  1  think  Mr.  Dowley,  the  surveyor  of  the  Westminste 

sewer,  was  once  injured  by  the  foul  air  catching  light,  and  he  we 
severely  burnt. 

Unless  means  were  taken  of  getting  rid  of  that  foul  air 

would  not  be  safe  to  trap  all  the  gully-holes?  1  do  ncj 

think  there  is  so  much  foul  air  generated  as  many  persons  supj 
pose.    A  great  portion  of  it  is  dispersed  by  the  water  runninj 
through  the  sewer,  and  the  better  the  supply  of  water  the  less  yo 
will  have  of  foul  air. 

If  you  trap  the  gully-holes,  does  not  the  smell  go  up  the  sma; 

drains  ?  It  will  sometimes,  unless  they  are  trapped ;  but  the 

are  generally  trapped  ;  sometimes  we  are  called  upon  to  cure  thi 
smell  from  the  drains,  as  they  call  it,  and  we  generally  find  th 
trap  has  been  left  up,  and  that  has  caused  the  smell. 

Do  rats  come  up  the  small  drains  ?  They  do  sometime! 

but  they  can  be  kept  back  by  proper  traps.    I  do  not  muc 
object  to  rats  in  the  drains,  provided  they  do  not  come  into  tb 
house. 

They  make  good  scavengers  ?  1  think  they  do ;  for  in  takin 

up  a  drain  we  sometimes  find  that  the  soil  has  been  paddled  awa 
and  a  great  deal  of  it  no  doubt  mixes  with  the  water  and 
washed  away, 

Those  men  who  go  into  the  man-holes  stir  it  up  in  tl 

sewers,  and  the  rats  in  the  drains?  Just  so  ;  and  I  thin 

the  rats  in  a  drain  are  much  more  serviceable  than  many  persor 
.imagine. 

A  good  system  of  flushing  would  do  better  than  the  men  < 

the  rats?  -I  think  it  would;  but  I  am  still  of  opinion  that  tl 

rats  are  not  altogether  useless  in  the  operation  of  cleansing 
small  drain. 

Are  bell-traps,  where  used  for  drains,  often  left  dry  ?  N' 

very  often  ;  a  pint  of  water,  and  about  half  a  minute's  work,  w 
effectually  trap  any  drain  having  a  bell-trap.    I  have  seen  tra] 
in  private  houses  not  only  dry,  but  filled  with  dirt,  so  that  wttld 
could  not  get.  through  thern  ;  that  is  from  persons  not  knowing  lio 
to  manage  them ;  but  it  is  very  soon  put  to  rights. 
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Do  you  find  the  men  that  clean  the  sewers  are  subject  to  any  Mr- H»gHBier«. 
articular  disease  ?  No  ;  I  never  found  that, 

Do  they  meet  with  any  particular  annoyance  ?  1  think  not. 

have  travelled  through  some  miles  of  sewers  :  the  only  annoyance 
have  met  with  has  been  when  there  has  been  too  large  a  con- 
relation  of  rats. 

Do  you  ever  hear  the  men  complain  of  it  ?  No ;  there  are 

[ways  plenty  of  hands  to  be  had  for  that  description  of  work. 
.•  Is  it  consistent  with  your  experience  that  ventilation  might  be 
icured  in  the  houses  of  the  poorer  classes  in  a  simple  manner 

ithout  much  cost  ?  1  think  so.  It  is  very  important  for  the  poor. 

t  Can  you  state  any  form  which  appears  to  you  the  most  simple 

id  cheapest,  to  secure  ventilation  in  the  houses  of  the  poor  ?  

s  regards  the  foundation,  the  most  simple  and  the  most  effectual 

to  put  air-gratings  underneath  the  floors,  so  that  the  foundations 
ive  an  imperceptible  current  of  air  passing  through  them. 
I  The  question  refers  to  means  for  the  escape  of  impure  air  in 
e  part  inhabited  ?  That  will  materially  assist  the  ventilation 

the  other  parts  of  the  house  ;  but  there  is  another  way  of  doing 

by  putting  something  like  a  hopper  in  the  ceiling  of  the  stair- 
.ses. 

HA  self-acting  ventilator?  Yes  ;  and  there  is  another  method, 

ly  cheap  and  very  simple,  merely  boring  a  few  holes  in  the 
ap-door  usually  placed  in  the  ceiling  of  the  staircase.  This  will 
umit  an  escape,  continuous  but  imperceptible,  of  a  large  quantity 
contaminated  air  from  the  upper  part,  of  the  house,  and  conse- 
lently  from  the  lower  part  into  the  roof. 

You  think  it  would  be  possible  to  enforce  any  means  of  ven- 
ation, when  coal  is  at  its  present  price  in  London  ?  1  think 

>u  cannot  enforce,  but  still  it  would  be  desirable  to  recommend. 

You  think  it  desirable  that  there  should  be  means  for  the  dis- 

iarge  of  vitiated  air  ?  1  think  so.    A  single  apartment  is 

ten  used  for  cooking,  washing,  working,  and  sleeping,  and  the 
ndows  all  closed ;  you  cannot  make  people  open  their  windows  • 
it  it  is  very  desirable  to  impress  upon  them  the  benefits  of  a 
oper  ventilation. 

They  have  an  opportunity  of  letting  in  the  air? — > — Yes; 
nerally  in  the  lower  description  of  dwellings  there  is  a  want  of 
ntilation,  especially  in  the  old  houses,  where  eight  or  ten  families 
side  in  the  same  house. 

The  self-acting  ventilators  would  not  admit  of  being  obstructed? 
~—l  think  the  plan  of  ventilating  by  the  trap-door  in  the  ceiling 
the  landing,  and  through  the  roof  of  the  smaller  description  of 
uses,  might  be  adopted  with  advantage. 

Have  you  ever  introduced  any  into  the  smaller  description  of 

"  V.  A  *  haVe  n0t  hatl  much  occasion  to  ventilnie  in  I  lit;  way 

scribed:  and  I  am  sorry  to  say  that,  from  the  way  in  which  (he 
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Mr.  Hugh  Biers,  window-taxes  are  levied,  so  far  from  promoting  a  better  ventilation 
I  have  been  obliged,  in  several  new  buildings  I  have  lately  coil 
structed,  and  they  are  buildings  of  a  superior  class,  to  do  awj  |. 
with  some  of  the  ventilating  lights,  such  as  under  the  steps ;  ai  I 
in  the  larders,  outhouses,  and  so  on,  where  I  should  have  had  twl 
three,  or  four,  there  is  now  but  one. 

You  consider  that  a  subject  of  great  importance?  1  certain  I 

do;  so  much  so,  that  in  a  Building  Act,  a  short  time  since  prl 
posed  for  the  consideration  of  the  Commissioners  of  Woods  an 
Forests,  we  suggested  that  the  ventilators  or  lancet- windov  I 
should  be  permitted  in  houses,  particularly  of  the  lower  clasl 
without  making  them  chargeable  to  the  window-tax,  unless  til 
place  in  which  they  were  was  used  as  a  dwelling-room,  and  th<l 
that  the  tax  should  be  charged ;  but  if  it  was  purely  for  ventilatio  1 
the  community  ought  to  have  the  advantage  of  it. 

Even  where  a  room  is  allowed  for  dwelling,  you  do  not  see  ail 
objection  to  an  aperture  for  ventilation,  which  should  not  lj 

charged  with  a  tax  ?  No ;  but  the  assessors  can  charge  ttj 

tax  if  the  opening  is  in  an  external  wall. 

Suppose  it  were  a  hole  in  the  wall  to  let  off  the  impure  air?  'A 

If  o-lazed,  the  tax-gatherer  would  most  decidedly  charge  fori 
window.  I  have,  however,  constructed  three  air-flues  in  a  pari 
wall  of  one  of  my  workshops,  each  having  a  shutter  to  open  ail 
shut,  and  the  same  flues  answer  for  all  the  stories. 

What  is  the  size  of  those  flues?  9  inches  by  14. 

How  many  workpeople  may  there  be  in  those  shops?  NJ 

many ;  but  it  was  not  so  much  for  the  number  of  workmen  en 
ployed  as  the  advantage  derived  by  the  ventilation,  particular! 
in  the  cellar  story,  which  is  in  rather  a  confined  situation.  I 

Do  you  find  any  of  the  workmen  desirous  to  close  it?  Nol 

they  open  it  occasionally  when  they  want  the  air ;  they  have 
sliding  shutter  to  open  or  shut  as  they  please. 

Have  you  a  fire  in  that  workshop,  or  cellar   story?  j 

neither  of  the  stories  ventilated  in  this  way  is  there  a  fire-place.  9 

Do  you  not  apprehend  that  in  common  cases  an  opening  abol 
would  interfere  with  the  fires,  or  rather  admit  air  instead 
taking  it  off? — ■ — Where  there  is  a  chimney  and  a  window,, 
think,  generally  speaking,  there  is  a  sufficient  ventilation.  If 
•  had  had  a  fire-place  in  either  of  those  rooms,  perhaps  I  shou 
not  have  wanted  those  flues ;  but  it  was  in  consequence  of  my  n 
having  a  fire-place  that  I  made  those  apertures. 

Do  you  not  find  that  there  are  in  many  apartments  in  the  small 
houses  cottage  grates,  which  have  fires,  but  which  are  very  bad  I 

ventilated  above  the  grates  ?  It  may  be  so ;  but  I  think,  wit 

a  chimney  and  a  window,  a  sufficient  ventilation  can  be  obtained. 

You  stated  that  the  poor  sometimes  improperly  throw  rubbis 
down  their  drains ;  does  not  that  show  that  they  should  have  sou 
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ot  where  they  can  throw  ashes  and  things  of  that  kind? — - — An  Mr.  Hugh  Bi«ru. 
h-pit  or  dust-hole  is  generally  provided  to  almost  all  dwellings. 
Is  it  not  necessary  that  some  place  of  that  kind  should  be 

cured  to  them?  Generally  they  have  one,  but  what,  they 

row  down  those  places  is  something  they  wish  to  hide,  as  broken 
dna ;  sometimes  accidentally  a  scrubbing-brush,  house-cloth,  and 
her  things;  these  accumulate,  and  in  time  stop  up  the  drain. 
■  Is  it  not  necessary,  for  the  sake  of  cleanliness,  that,  they  should 

ive  a  receptacle  provided  for  ashes  and  such  matters?  Yes; 

it  I  think  I  would  leave  that  to  the  fancy  of  the.  persons  them- 
lves.  I  do  not  like  ash-holes  near  a  house,  where  I  can  get  rid 
the  ashes  without  them. 

Have  you  seen  the  plans  for  the  ventilation  of  drains  or  sewers 

w  adopted?  1  have  noticed  that  now  introduced  into  the 

y  of  London,  and  also  that  in  Finsbury,  namely,  by  a  grating  in 
e  centre  of  the  road,  at  little  distances,  over  the  centre  of  the 
wer. 

Is  not  a  very  large  quantity  of  foul  air  discharged  from  such 
atings ?  No  doubt  there  is. 

'Would  it  not  be  desirable  that,  instead  of  allowing  that  vitiated 
r  to  be  poured  out  into  the  street,  which  might  be  directed  by  a 
rrent  into  a  particular  house,  it  should  be  carried  into  a  shaft, 

other  means  adopted  for  passing  it  off?  That  has  been 

.ggested,  and  also  to  burn  the  contaminated  air;  and  if  the 
vvers  could  be  freed  of  that  foul  air  without  a  large  expense  it 
)uld  certainly  be  desirable ;  but  I  think  the  expense  would  be 
;ainst  it. 

Would  the  expense  be  anything  beyond  the  building  of  the  shaft 
—The  purchase,  or  ground-rent  of  the  plot  of  ground  for  the 
•e  to  build  such  shaft  on,  the  superintending  it,  the  burning  the 
r,  the  repairs,  &c. 

!  Suppose  the  burning  of  the  air  were  to  be  done  away,  and  that 
were  simply  a  communicating  channel,  so  that  air  might  enter 
the  mouth  of  the  river  and  pass  up  through  the  sewer,  that  the 

lole  might  be  considered  as  a  chimney  ?  Persons  would  not 

to  come  and  live  very  near  those  chimneys;  they  would 
ppose  the  air  contaminated,  and  the  vicinity  of  such  chimneys 
iuld  be  avoided  both  by  inhabitants  and  builders;  but  if  a 
ntrivance  of  the  sort  was  to  be  carried  out,  the  best  plan  would 
to  drive  the  foul  air  towards  the  river,  instead  of  from  the  river 
o  the  town. 

Do  you  not  think  it  is  still  more  objectionable  that  the  air 

ould  be  permitted  to  come  out  in  the  middle  of  the  street?  

-'"nk  it  is  in  such  small  quantities,  so  gradual  and  imperceptible, 
at  it  is  not  of  any  great  importance.    I  have  endeavoured  to 
tect  smells  from  these  gratings,  but  have  been  seldom  able 
do  so.  ■  '  6- 

Are  you  aware  of  a  cheap  description  of  water-closets  fit  for  the 
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Mi.  Hu  h  iiie?s.  poor  ?  1  have  used  a  cheap  description — the  common  hoppcl 

and  shoe,  in  cast-iron. 

Have  you  made  any  comparison  in  cost  of  the  cheapest  cor  I 
struction  of  water-closet  with  the  expense  of  a  privy,  and  til 
constant  necessary  expense  of  cleaning  it  by  hand  from  time  tl 

time,  and  carting  the  soil  away?  The  expense  would  not  on] I 

be  in  the  construction  but  also  the  expense  of  laying  on  the  watei 
and  it  would  increase  the  size  of  the  cistern.  I  would  observ' 
that  it  is  very  seldom  necessary  to  empty  the  cesspool  and  drair 
by  hand  where  there  are  sewers,  and  a  moderate  supply  of  water 
With  a  good  supply  of  water  you  would  think  that  a  chea 

water-closet  was  very  preferable  to  a  privy?  -Yes,  it  would  1; 

generally,  no  doubt;  but  it  should  be,  for  the  smaller  class  < 
houses,  simple  in  construction,  durable  as  to  the  materials,  n< 
liable  to  get  out  of  order,  and  not  expensive  if  necessary  to  repai; 

Supposing  a  system  of  sewage  with  an  ample  supply  of  watc 
were  established,  should  you  consider  it  any  hardship  on  tri 
public  if  the  construction  of  cesspools  were  entirely  prohibited! 

 1  think  not ;  but  the  price  of  water  must  be  always  borne  i 

mind.    The  public  are  now  left  to  the  mercy  of  companies,  wh 
I  have  no  doubt,  would  say,  you  supply  your  water-closets  nod 
which  you  did  not  do  before,  and  we  shall  charge  you  so  muo! 
extra  for  that. 

Suppose  water  supplied  at  the  rate  stated  a  little  while  ago  I 

the  poor  ?  At  twopence  a-week — I  should  say  if  it.  could  tl 

supplied  at  that  price  it  would  be  a  great  advantage  to  do  awaj 
with  cesspools.    But  how  can  you  supply  water  at  twopence  p«| 
week,  when  the  companies  now  in  possession  charge  to  the  poor  :| 
least  three  times  that  sum  ?  and  if  they  happen  to  take  in  a  litt 
washing,  charge  another  pound  or  two  for  that. 

Do  you  not  think  that  the  prevalence  of  cesspools  contaminat<j 
the  soil,  and  affects  the  supply  of  water  from  pumps  and  wells  | 

 It  may  sometimes  escape  ;  but  if  so,  it  would  soon  be  ibun 

out ;  the  water  would  not  be  drinkable.  I  think  if  you  could  C 
away  entirely  with  cesspools  it  would  be  a  great  advantage, 
used  invariably  to  build  cesspools,  but  I  now  do  entirely  withb' 
them ;  and  I  sometimes  fill  up  an  old  cesspool,  and  often  find  it 
remedy  for  bad  smells,  which  have  puzzled  and  annoyed  the  11 
mates  of  the  house  for  years. 

Are  there  any  other  suggestions  you  have  to  offer  to  the  Con 

missioners  ?  1  would  most  respectfully  submit  that  there  a 

four  primary  objects  to  be  kept  in  view  in  legislating  for  the  con 
forts  and  accommodation,  especially  of  the  humbler  classes  of  tl 
community,  namely,  cheapness  in  the  construction  of  their  dm 
IJno-s  and  the  several  appendages  necessary  to  make  a  workld 
mail's  home  comfortable  ;  a  plentiful  supply  of  good  water  at 
cheap  rate;  a  sufficient  sewage  and  drainage  at  a  reasonable  cosl 
and  the  promotion  of  ventilation.    These,  if  properly  carried  on 
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ould  be  of  most  essential  service  to  the  poor.    It  may  be  taken  Mr.  gusto  Biers. 

;  an  axiom,  that  if  you  make  a  working  man's  home  comfortable, 

}  will  give  up  the  public-house  and  its  ruinous  consequences ;  and 

tat  where  a  working  man's  home  is  little  better  than  a  pigsty, 

iat  man  will  almost  be  an  inhabitant  of  the  public-house  or  beer- 

iop.    I  say  this  confidently,  from  my  experience  of  the  habits  of 

,rge  numbers  of  the  working-classes. 


Mr.  JEREMIAH  LITTLE,  builder.  Mr.  Jeremiah 

Little. 

'  Where  do  you  live  ?  In  Omega-street,  near  the  Alpha-road. 

•  You  are  a  builder,  and  have  built  houses?  Yes. 

Why  were  the  streets  so  named  ?  -Alpha-road  is  the  beginning 

'  Colonel  Eyre's  estate,  and  Omega-street  is  the  end  of  Lord 
ortmans  estate. 

What  description  of  houses  have  you  principally  built  ?  1 

ive  generally  been  building  fourth-rate  houses ;  I  have  built  also 
lird-rate  houses  ;  but  I  have  built  most  of  the  fourth-rate  houses ; 
st  year  I  built  and  superintended  50  and  upwards. 
1  What  description  of  persons  usually  occupy  the  fourth-rate 

Duses  which  you  have  built  ?  —Mechanics,  usually,  or  persons 

hose  earnings  average  24?.  a- week. 

\  At  what  rates  do  you  let  the  fourth-rate  houses  which  you  build? 
— At  20Z.  a-year  for  the  four-roomed  houses ;  and  at  301  the 
x-roomed  houses ;  of  this  the  ground-rent  is  about  4.1.  per 
inum. 

In  what  periods  do  you  collect  the  rents  ?  -About  one-third 

onthly ;  and  the  rest  we  collect  quarterly. 

What  may  be  your  losses  on  the  collections  1—  They  will 

wage,  perhaps,  about  one-fifth ;  we  lose  rather  the  most  on  the 
tarterly  tenements. 

What  are  the  chief  causes  of  your  losses  from  this  class  of 

Hants?  -Loss  of  work  first;  then  sickness  and  death;  then 

auds. 

Are  the  frauds  considerable?-- — -Not  so  much  as  the  inabilities 
Pay-  I  find  the  working-classes,  if  they  have  means,  as  willing 
pay  and  as  honourable  as  any  other  class.  Within  the  last 
^months  there  have  been  a  great  many  people  out  of  work;  at. 
her  times  there  is  as  much  loss  to  the  landlord  from  sickness  as 
om  any  other  cause.  Three  out  of  five  of  the  losses  of  rent  that  I 
)w  have  are  losses  from  the  sickness  of  the  tenants,  who  are 
orking  men. 

When  children  are  sick,  there  is  of  course  no  immediate  inter- 
'Pjjon  to  the  payment  of  rent?  Very  seldom. 

What  sort  of  sicknesses  are  they  from  which  the  interruption  to 

one  and  to  the  payment  of  rent  occurs  ?  Fevers,  nervous  dis- 

•aers,  and  sickness  that  debilitates  them. 

I  hen  anything  which  promotes  the  health  of  the  tenants  will 


304  Unnecessary  Expense  of  Sewers. 

"r«SS?^  ,en(1 10  Prevent  losses  of  rent  to  the  owners  of  the  lower  class  <l 

houses?  Yes;  I  have  decidedly  found  that  rent  is  the  be; I 

got  from  healthy  houses. 

Have  the  fourth-class  houses  which  you  have  built  sewer  J 

drains,  or  water-closets,  and  water  laid  on  ?  They  have  sewer  I 

and  drains,  and  water  laid  on,  and  privies  running  into  cesspools  J 
these  cesspools  drain  into  the  drain  which  runs  into  the  sewer,  j 
What  does  the  common  privy,  and  the  cesspool,  and  the_draij 

from  a  house  of  this  description  cost?  About  01.  or  71;  <J 

this,  the  privy  will  cost  about  one-half,  and  the  cesspool  ar 
house-drain  the  remainder.  ; 

What  will  the  sewer  cost  besides  these  ?  According  to  tl 

regulations  of  the  Commissioners  of  Sewers  it  costs  about  10 
per  foot,  which,  on  the  fourth  class  of  houses,  makes  71.  10*.  fd 
each  fourth-class  house  of  15  feet  frontage  ;  besides  that,  there d 
the  entrance-fee,  which  is  one  guinea  for  a  nine-inch  barrel-draij 
You  are  required  to  make  this  sewer  of  the  second-class  sizti 

that  is,  with  spreading  footings  and  upright  sides?  Yes;  ar; 

I  have  to  do  this  in  a  street  of  only  16  houses,  Henry-streeH 
Blandford-square ;  this  is  a  street  with  only  eight  houses  on  eac 
side.    A  sewer  of  one-half  the  size  would  have  been  quite  suti 
cient  for  the  houses  I  have  built.    It  is  the  general  complaint 
the  builders  of  such  houses,  that  we  are  compelled  to  build  sewe<> 
of  double  the  size  that  is  necessary.  ,    •    .  , 

If  you  had  been  allowed  to  put  the  ring  of  the  drain  into  tin 
sewer  at  the  same  time  that  the  sewer  was  made,  for  how  muo 

could  you  have  done  it  ?  For  5*. 

Would  it  have  been  quite  as  good  work  for  the  5s.  as  tor  t 

cruinea?  Yes  ;  I  am  sure  it  would.    Another  evil  of  which  j 

complain  is  the  great  expense  attending  the  sewers  and  paving 
corner  houses.    Suppose  a  corner  house  with  15  feet  fronta° 
22  feet  deep,  yard  16  feet,  half  the  street  (supposing  it  to 
30  feet  wide)  15  feet,  and  half  the  street  again  m  front  of  the  sa 
house  15  feet,  the  whole  length  of  sewer  for  such  house  will 
83  feet;  at  10*.  per  foot,  is  41Z.  10*.    In  most  cases  the  corn 
house  has  to  bear  the  whole  of  this  great  expense,  which  1  ton 
ou^ht  to  be  equally  charged  among  the  streets  of  houses.  _ 
What  is  the  cost  per  foot  of  the  lowest  class  of  drains  used  in  tl 

lowest  class  of  tenements?  For  the  nine-inch  barrel-dram 

brick  it  is  about  1*.  Od.  per  foot. 

How  many  feet  of  drain  have  you  to  each  house?—  l'rom 
50  feet  on  an  average.  , 
How  much  will  the  81.  10s.  per  house,  for  the  sewer  and  e 

trance-fee,  add  to  the  rent  of  each  house?  Putting  it  at  t 

usual  rate  of  purchase  for  such  property,  or  at  the  ret  urn  which 
the  usual  inducement  to  build,  that  is  10  or  12  years,  it  would 
about  18*.  9d.  a-year;  then  we  have  to  pay  a  sewer's  rate,  wW 
amounts  to  2*.  6cZ.  per  annum  for  each  house. 
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Are  there  not  complaints  of  smells  from  the  drains  or  sewers,  as  H»,  lutmUk 

they  are  at  present  constructed?  Very  often ;  I  have  had  them 

complain  that  these  smells  cause  a  sickness ;  but  I  believe  this  has 
arisen  most  from  the  smells  in  the  drains. 

Are  you  allowed  to  make  one  entrance  to  the  sewer  serve  for 

several  houses ;  one  for  each  four,  for  example  ?  Oh,  no ;  we 

must  make  a  drain  from  every  house,  and  an  entrance  into  the 
sewer. 

Then  you  pay  for  these  16  entrances  16  guineas,  which  you  say 
you  could  have  done  yourself  for  four  guineas  ?  Yes. 

Are  these  openings  in  the  sewers  trapped?  No;  there  are 

16  untrapped  openings  from  the  sewers  to  the  houses. 

It  is,  then,  to  be  collected,  as  you  complain,  that  the  unnecessary 
;ize  and  expense  of  the  sewer  occasions  an  addition  to  the  rent  of 
3s.  a-year  to  the  labouring  man?  Yes,  certainly. 

You  complain  that  the  drains  are  defective ;  would  not  it  be 
i  better  to  make  drains  of  stone  and  earthenware  glazed  pipe, 
■vhich  is  half  the  price  and  less  permeable  to  effluvia,  than  brick  ? 

 Yes,  if  the  earthen  pipes  were  of  sufficient  size,  that  would 

be  better  certainly. 

If  such  drains  were  built  on  a  general  system,  might  they  not 
oe  made  much  cheaper  than  they  are  made  even  now  by  the  pri- 
vate builder  ?  Yes,  greatly  less;  and  my  opinion  is,  that  they 

)ught  to  be  made  either  by  the  persons  who  build  the  sewers,  or 
ander  their  instructions. 

Do  you  find  the  necessity  of  the  first  outlay  of  money  an  ob- 
struction to  such  work  for  the  fourth-class  of  houses  ?  Yes,  it 

s  a  great  pull-back  to  have  so  much  money  to  pay  for  the  sewers 
and  drains,  and  it  is  the  reason  why  they  try  all  they  can  to  evade 
:hem. 

Would  it,  then,  facilitate  such  work,  if  dr  ains  as  well  as  sewers 
■vere s  made  on  contract,  in  the  best  manner  and  the  lowest  cost,  by 
he  Commissioners  of  Sewers,  or  some  competent  and  really  re- 
sponsible authority,  and  the  cost  were  levied  by  equal  instalments, 
say,  of  30  years,  principal  and  interest,  as  an  additional  rate  from 
he  occupier  ?  In  my  opinion  it  would  be  a  vast  improvement ; 

wS    ?reatl'y  facilitate  the  erection  of  a  better  sort  of  houses. 
'    tu\  1S  the  exPense  of  layi"g  on  water  to  such  houses  as  the 

•ttl    l        °f  houses  of  which  y°u  have  keen  speaking  ?  Very 

■"tie  less  than  41.  per  house,  including  lead  pipe,  ball  and  cock, 
md  water-tank  or  water-butt. 

lor            y°U  mUSt  charge  Ss-  or9s-  of  additional  rent;  might 
a  cheaper  apparatus  be  provided,  or  one  tank  be  made  to  serve 
evera!  houses?  Yes,  it  might  be  so,  but  the  water-companies 

•omD  one  tank  t0  suPP1y more  than  one  house-  The 

ake     t63  C?n  enforce  a  Penary,  if  one  tenant  allows  another  to 
n water  fl,om  the  same  tank  or  butt.    One  tank  might  have 

vol"      t0  SGrVe  f°r  ea°k  Side'  °l  eight  houses,  of  tne  street 

3C 
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Mr.  jeremiai,  which  I  have  built.  They  also  compel  us  to  have  the  same  sized 
ball  and  cock  as  for  a  large  house ;  we  are  obliged  to  have  inch 
pipe,  when  three-quarter  inch  pipe  would  do. 

What  are  their  reasons  for  this  ?— — I  believe  they  save  engine- 
power  by  it ;  as  by  the  larger  pipe  they  deliver  the  supply  in  a 
shorter  time. 

What  is  levied  per  tenement  as  a  water-rent  on  the  tour- 
roomed  houses?  26s.  a-year;  on  a  six-roomed  house  they 

charge  38s. 

What  is  the  cost  of  the  water-tank  and  ball-cock?  Ferhap 

30s.  per  house.    Then  there  is  about  50  feet  of  pipe  besides. 

Why  do  you  use  lead  pipe  exclusively,  iron  pipe  being  half  the 
price,  and  having  a  less  injurious  oxide ;  or  is  it,  the  plumber's 
opinion  on  which  you  act,  in  using  the  most  expensive  material 
it  beino-  stated  that  hard  tile  pipe,  which  might  be  used  for  some 

lengths',  is  to  be  had  for  a  halfpenny  per  foot  ?  Iron  is  not  made 

so  as  to  bend,  as  lead  is ;  and  perhaps  the  water  in  iron  pipe? 
might  be  more  easily  frozen  than  lead. 

But  might  not  iron  pipe  be  got  with  bends  for  use  ?  Perhaps 

it  might,  but  it  is  not  at  present. 

This  30s.  for  the  water-tank  would  then  occasion  an  additional 
rent  of  3s.  Ad.  per  annum.  It  is  stated  that  under  general  ar- 
rangements the  water  may  be  supplied  to  each  labouring  man's 
house  for  7s.  per  annum,  and  may  be  always  kept  on  at  high 
pressure,  at  an  extra  charge  for  such  high  pressure  of  about  Is.  4d 
per  tenement;  and  that  for  this  sum  it  may  be  kept  on  night  anc 
day,  ready  at  a  moment  to  brought  to  bear,  by  means  of  a  hose 
to  extinguish  a  fire  in  any  room,  and  to  be  used  also  for  cleaning 
the  windows  and  the  pavement,  and  watering  the  streets.  Bjj 
such  an  arrangement,  saving  the  expense  of  water-tank,  and  tht 
deterioration  of  the  water,  exposed  to  soot  and  dust,  supposing  i 
to  be  practicable,  as  engineers  and  men  of  practical  experience 
have  stated,  would  not  the  cleanliness  of  the  houses  and  streets 
the  comfort,  and  security,  and  health,  and  genera  condition  o 

this  class  of  inhabitants  be  much  improved?  Undoubtedly  the; 

would,  and  it  would  be  an  important  boon. 

Do  you  insure  the  houses?  Yes,  I  am  under  covenant  froti 

the  ground-landlord  to  insure  to  two-thirds  ot  their  value.  MM 
value  of  the  four-roomed  houses  is  about  150/.,  and  ot  the  six- 
roomed  houses  about  250/.  .. 
These  are  in  general  inhabited  by  more  than  one  family,  afl 

they  not?  Yes,  the  four-roomed   houses  are  on  the  average 

inhabited  by  two  families,  and  the  .six-roomed  by  three,  and  some 
jiin.es  more. 

What  proportion  of  the  inhabitants  insure  their  goods  t  Abou  I 

one-fourth,  perhaps 

What  may  they  insure  for  ?  Generally  about  100/. 

Would  not  such  an  arrangement  as  1o  the  water,  having  i 
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always  ready  night  and  day  to  be  brought  into  a  room  at  onca  to  Wr(  Jeremiah 
axtinguish  any  fire,  without  waiting  for   any  engines,  greatly 

diminish  the  risk  and  charge  of  insurance  on  such  houses?  

Certainly,  it  ought  to  do  very  much. 

Are  there  any  complaints  as  to  the  quality  of  the  water  ?  

Sometimes  very  great  complaints  j  that  it  is  thick,  bad-tasted,  and 

:lir(y- 

What  is  the  district  surveyor's  fee  on  each  house?  The 

proper  fee  to  a  fourth-rate  house  is  two  guineas. 

This  fee  then  will  add  4s.  6d.  to  the  rent  per  annum  perma- 
nently? At  least  that. 

How  much  of  the  surveyor's  time  is  occupied  in  the  duty  of 

inspecting  each    house?  Three  or  four    minutes,  perhaps. 

Usually  he  calls  twice,  though  it  is  sometimes  more. 

Might  not  the  sewer's  surveyor  and  his  assistant  in  new  districts 
perform  the  duty  of  seeing  that  the  party-wall,  and  the  provisions 

)f  the  Building  Act,  were  complied  with  ?  Yes,  they  might  do 

hat  with  very  little  more  trouble,  and  one  notice  might  serve. 

Would  a  survey,  which  might  be  consulted  for  the  levels,  be  of 

lse  to  builders?  'Yes,  it  would  be  a  great  accommodation  if 

he  levels  for  the  houses,  for  the  drains,  and  for  the  pavement, 
:ould  be  directed  by  one  body.  They  now  occasion  very  great 
nterruption  to  the  work  being  arranged  and  done  properly.  Jn 
tsvery  building  there  is  a  great  interruption  from  their  not  being 
lone  properly. 

The  unnecessary  charges  on  the  fourth-rate  tenement  would 
hen  appear  to  be  nearly  as  follows  : — 


Sewers  71.  10*.;  in*tead  of  41. ;  entailing  on  the  annual  rent 

an  excess  of  

Cost  of  inserting  the  neck  of  a  private  drain  into  the  sewer, 

Is.  instead  of  5s.,  an  excess  of  

Private  drains  3/.  instead  of  1/.  10s.,  an  excess  of    ...  . 

Water  apparatus  4/.  instead  of  21.,  an  excess  of  

Water  supply,  annual,  ]/.  6s.  instead  of  8s.  6d.,  an  excess  of 
Surveyor's  fee  21.  2s.  instead  of  10.  del.,  an  excess  of     .     .  . 
lire-insurance  risk  10s.  instead  of  2s.  6d.,  an  excess  of  '     .  . 

£. 


0 


0    1  9 

0    3  4 

0    4  5 

0  17  fi 

0    3  5 

0    7  G 


entailing  on  the  builder  of  your  class  of  labouring  men's  tenements 
n  immediate  outlay  of  17/.  or  18/.  instead  of  8/.  or  91.,  and  sub- 
ecting  the  labouring  men's  families,  who  inhabit  each  house  to  a 
•erpetual  excess  of  nearly  21.  6s.,  for  household  purposes,  for  an 
ministration  which  produces  drains  and  openings  into  the  houses, 
i   Sewers  which  emit  pestilential  smells;  water  which  is  some- 
mes  complained  of  as  bad,  and  scanty  in  supply  for  fires:  is 
^ — " — Yes;  I  consider  this  is  our  case,  which  it  will  be  a 
feat  saving  and  blessing  if  we  can  have  remedied. 

x  2 
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Mr.  J««.miah  That  is  omitting  the  extra  insurance  for  sickness.  Now,  as  you 
LiUle'  say  that  two  out  of  three  of  your  losses  of  runt  occur  from  sick- 
ness, how  much  may  the  extra  charge  of  rent  be  reduced  by  im- 
provement in  the  tenement  which  shall  diminish,  as  medical  mei 
declare  to  be  practicable,  the  sickness  by  one-half?-— I  tmnli 
that  the  extra  rent  to  cover  risks  cannot  be  less  than  30s.  a-yeai 
for  a  four-roomed  tenement;  and  two-thirds  of  the  losses  beirij 
mostly  from  sickness  of  one  sort  or  other,  if  the  sickness  wen 
reduced  one-half,  it  would  reduce  the  annual  charge  at  least  10*. 

You  have  read  the  suggested  form  of  notice,  prepared  to  ex 
emplify  the  mode  of  spreading  the  charge  of  new  works  for  tb 
improvement  of  the  health  of  the  labouring  population,  where  th 
builder  or  owner  preferred  not  doing  them  himself;  suppose,  io 
new  districts,  the  works  were  carried  out  in  the  manner  there! 
described,  and  payment  were  levied  by  instalments  of  principal  a 
interest,  do  vou  conceive  that  such  a  mode  of  execution  woi 
be  deemed  unobjectionable  by  the  tenants  as  well  as  the  landlor 

 I  really  think  not;  I,  as  a  builder,  very  much  approve  ot  1 

It  is  stated  as  an  objection  to  laying  on  water  on  the  poor< 
tenements,  that  the  tenants  would  cut  the  pipes,  and  steal  the  leadj 

do  you  sustain  frequent  depredations  or  losses  ?  It  has  not  ocj 

curred  in  my  neighbourhood ;  and  I  do  not  think  that  an  important 

"if  a  simple  form  of  water-closets  were  introduced,  do  you  thinl 

it  would  be  spoiled?  If  something  could  be  constructed  asj 

water-closet  on  a  simple  plan,  it  would  be  a  great  benefit  to  thj 
labouring  classes  ;  and  I  think  there  would  be  no  danger  wort* 
noticincr  of  its  being  put  out  of  order  or  damaged  wantonly. 


in 
ili 

rd 
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Mr.  CHARLES  BR  ATT,  examined. 

Mr.  cimrie.       You  reside  in  Church-street,  Spitalfields  ?— — Yes. 

Bratt-          You  are  the  owner  of  a  considerable  number  of  tenements 
that  district  ?  In  Spitalfields  and  Bethnal-green. 

Do  those  tenements  derive  much  advantage  from  the  sew  e 
there  ?  1  am  very  sorry  to  say  that  very  few  of  them  do.  j 

Notwithstanding  that,  you  have  to  pay  sewer-rates  upon  then 
 Yes,  every  one  of  them.  .         .  . 

Will  you  describe  some  of  the  difficulties  experienced  m  gettnt 
any  sewage  in  that  populous  district?  I  have  repeatedly  aj 
plied  to  the  Commissioners  of  sewers  on  the  subject,  and  never  y 
with  any  success  in  some  of  the  districts.  Some  of  the  inco 
venience  I  have  experienced  is  that  where  I  have  been  willing 
lay  a  drain  of  considerable  length,  I  have  met  with  refusal,  at  : 
been  told  it  must  be  a  second-sized  sewer. 

What  has  been  the  size  of  a  second  sized  sewer?  1  do  m 

recollect. 
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Is  it  a  large  and  expensive  sewer  according  to  the  regulations?  Mr.Oiarici 

 Yes.  Bratl- 

What  size  were  you  willing- to  have  laid  ?  In  the  case  I 

Specially  allude  to,  I  would  have  laid  an  18-inch  barrel-drain. 
For  how  many  houses  ?  For  one. 

Were  you  prevented  from  so  doing  by  some  regulation  of  the 

Commission  ?  Yes,  I  was  compelled  to  pay  a  sum  of  upwards 

)f  60/.  to  the  Commissioners  of  Sewers  for  laying  down  a  sewer. 

Does  the  fact  of  a  great  number  of  tenements  in  that  district 
lot  being  drained  arise  from  the  nature  of  the  regulations  which 

lad  been  laid  down  by  the  Commissioners  ?  It  arises  from  the 

■rant  of  sewers  within  reach.    In  many  places,  the  water  lies 
■ibove  ground  for  the  length  of  half  a  mile. 
There  is  no  underground  sewage,  and  yet  those  houses  have  to 

jay  the  sewer  rate?  Yes. 

How  long  have  the  owners  of  that  property  paid  rates  ?  1 

;:m  now  60  years  of  age,  and  I  recollect  that  district  ever  since  I 
ii'as  14.    From  that  period  they  have  paid  sewer  rate. 

And  no  sewage  has  been  carried  up  to  the  houses?  None 

.hatever. 

Have  you  any  evidence  as  to  the  previous  payment  of  sewer 

ite  on  that  same  property  before  your  own  recollection?  It  is 

-nderstood  to  have  been  paid  for  the  last  two  centuries. 

Are  there  not  expensive  regulations,  with  respect  to  joining  the 
rain  from  each  house  into  the  sewer,  so  that  the  Commissioners 
squire  that  you  shall  pay  so  much  for  the  junction,  and  so  much 

nr  two  or  three  feet  carried  up?  Not  very  expensive,  I  think, 

•i  our  district. 

I  How  much?  1  think  I  paid  something  about  9s.  for  the  last 

I  did. 

That  is  for  the  first  yard?  For  the  first  yard.    I  am  so  de- 

rous  of  getting  sewers  wherever  I  can,  that  I  do  not  mind  trifling 
cpenses. 

•  Do  you  think  there  might  be  an  improvement  in  the  regulations, 
5  to  the  expense  and  sizes  of  sewers  that  would  make  the  system 
iuch  more  effectual  for  the  purpose  of  draining  the  humbler 
asses  of  houses  ?  -I  think  there  might. 

1  Would  it  be  of  advantage,  that  plans  as  to  private  house  drain- 
*e  should  be  prepared  after  good  consideration  for  the  use  of 
udders.    Have  you  ever  found  any  difficulty  from  the  want  of 

i  a  P^an  ?  On  application  for  a  drain,  in  many  instances  it 

necessary  that  a  plan  should  be  prepared,  and  the  individual 
^plying  for  the  drain  cannot  prepare  a  plan  without  applying  to 
surveyor,  and  paying  a  guinea  for  it,  and  I  consider  that  a  need- 
ss  expense. 

Have  you  experienced  that  yourself?  1  have.    I  wished  to 

y  a  drain  to  a  house,  and  I  was  obliged  to  get  a  plan  drawn  and 
inexed  to  the  petition,  before  the  question  could  be  entertained. 
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Mr.churica       Was  that  plan  adopted?  It  is  the  case  I  have  alluded  to, 

wherein,  after  having  been  at  that  expense,  the  report  of  the  sur- 
veyor was,  that  nothing  less  than  a  second-sized  sewer  could  be 
allowed  to  be  laid  across  the  street. 

What  did  that  cost?  Upwards  of  50Z. 

Does  the  health  of  the  populous  district,  in  which  you  reside, 

suffer  much  from  the  want  of  improved  drainage?  Greatly. 

With  respect  to  paving  the  surface,  and  the  cleansing  and  the 
scavenging  from  time  to  time  in  the  humbler  parts  of  the  district, 

is  that  also  in  the  same  measure  neglected  ?  Yes. 

Does  the  health  of  the  district  suffer  from  those  causes  also  ?  ■ 

It  must  suffer  greatly. 

Does  it  require  some  inspector  or  public  officer  to  see  that  the 

duty  is  performed  in  that  respect?  1  think  in  some  degree  it; 

arises  from  the  persons,  under  whose  control  the  cleansing  the 
streets  is,  for  not  making  a  contract  for  the  sufficiently  cleansing 
them.  For  instance,  in  the  parish  where  I  reside,  I  found  a  little 
while  ao-o,  to  my  surprise,  that  certain  small  streets  and  courts  are 
only  contracted  to  be  cleansed  once  a-month. 

Have  you  a  good  supply  of  water?  The  supply  of  water 

which  the  Company  contract  to  let  us  have  is  rather  scanty.  _  It  is 
three  times  a-week,  and  the  time  they  propose  to  have  it  on  is  two 
hours.    Sometimes  the  turncocks  let  it  be  on  a  little  longer. 

Do  the  tenants  complain  of  the  quality  of  the  water  as  well  as  the 

quantity?  I  have  not  heard  many  complaints  of  the  quality  ol 

the  water.    I  have  occasionally,  but  not  often. 

It  is  understood  that  in  your  district,  when  an  application  is  made 
for  a  sewer  to  be  brought  up  any  small  street  which  had  no  drain 
before,  the  Commissioners  require  the  proprietors  of  the  houses  to 

pay  a  certain  portion  of  the  expense  ?  Yes. 

Do  you  find  a  difficulty  sometimes  in  getting  all  the  proprietor; 
to  agree  to  that  ?  Very  great  difficulty,  because  we  find  pro- 
prietors very  frequently,  who  wish  to  be  benefited  at  any  person  \ 
expense  but  their  own. 

Do  you  think  it,  would  give  facility  for  making  the  necessarj 
charge,  if  it  were  spread  over  a  period  of  several  years,  in  wind 
the  respective  parties  should  pay  according  to  their  interest,  tfa 
owner  of  the  fee  so  much,  the  owner  of  the  lease  so  much  according 

to  his  lease,  and  so  on?  Certainly  the  spreading  of  thos) 

expenses  would  be  a  benefit,  particularly  in  the  district  that 
allude  to.    It  is  an  old-built  district,  a  district  winch  has  beei 
paying  sewer  rate  a  good  many  years  without  benefit. 

Do  you  think  that  some  such  alteration  would  give  Facilities  io 

making  sewers  in  those  districts?  1  can  hardly  form  an  idea 

The  Commissioners  of  Sewers  in  our  districts  seem  to  be  ver 
neo-lio-ent  in  attending  to  any  applications.  Some  little  time  ago 
there3  was  an  application  to  the  Commissioners  of  Sewers  ver; 
extensively  signed  by  individuals,  who  took  some  interest  in  tin 
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neighbourhood  of  Spitalfields,  requesting  that  a  sewer  might  be  Mv'^"lea 
laid  down  in  a  certain  direction.  On  presenting  that  memorial,  it 
was  referred  to  a  committee,  and  the  deputation  was  informed  that 
it  should  be  referred  to  a  committee,  not  for  the  sake  of  being  got 
rid  of,  but  they  thought  that  we  had  made  out  a  good  case  for  con- 
sideration, and  we  were  assured  that  the  deputation  should  have 
notice,  when  the  question  was  to  come  under  consideration ;  but 
that  has  not  happened  yet. 

How  long  was  that  ago  ?  Two  years  ago. 

Tins  is  in  the  Tower  Hamlets  district?  Yes. 

Have  the  inhabitants  who  pay  sewers'  rates  any  voice  in  the  choos- 
ng  the  Commissioners?  None  whatever. 

Have  they  any  control  over  the  acts  of  the  Commissioners  ?  

None  whatever. 

Would  it  not  be  advantageous  that  those  who  pay  the  rates  for 
those  necessary  purposes  should  in  some  form  or  other  have  some 

control  over  the  manner  in  which  the  money  is  expended  ?  If 

.they  were  to  have  some  control  over  the  manner  in  which  it  is 
expended,  or  the  parties  who  have  the  expending  of  it,  I  should 
sxpect  that  individuals  who  paid  so  little  attention  to  it  would  not 
be  likely  to  be  re-elected. 

You  think  it  would  most  likely  bring  in  some  improvement  ? 
 1  think  it  would. 

How  are  they  elected  at  present  ?  They  are  appointed  under 

'he  Great  Seal. 

Supposing  that  in  your  district  you  had  one  Commissioner 
elected,  he  would  still  be  in  a  minority?  Yes. 

And  the  majority  from  another  district  would  govern  the  first 

ipplication  of  the  sewers'  money  to  that  district?  Certainly 

hey  would. 

Is  your  district  crowded,  or  are  there  a  great  many  new  build- 
.ugs  going  on  ?  No,  it  is  an  old  district. 

Are  the  buildings  rather  close  together?  Some  of  them  are. 

Would  it  be  an  improvement,  if  for  the  future  there  was  some 
'ule,  so  that  the  streets  should  be  wider,  so  as  to  give  a  better 

circulation  of  air  ?  It  would  be  an  improvement  if  it  could  be 

iffected  without  injury  to  private  property. 

Do  you  think  some  regulations  as  to  having  decent  privies  or 
water-closets,  and  places  for  the  reception  of  refuse,  would  be 

advantageous  to  the  health  of  the  inhabitants?  very  much  so. 

some  of  the  places  are  very  bad  indeed. 

Do  you  think,  from  your  knowledge  of  those  localities,  that 
;ome  regulations  for  the  better  enforcement  of  drainage,  and  cleans- 
ng  and  sweeping  would  be  very  advantageous  to  the  inhabitants  ? 
T"TjI  ^ink  it  would. 

Have  you  read  the  statement  of  Mr.  Little  ?  1  have. 

Are  any  of  those  facts  applicable  to  your  own  district?  -I 

nink  that  is  peculiar  to  a  new  district ;  what  I  am  speaking  of  prin- 
cipally are  old  districts. 
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Mr.  cimrics       Do  you  think  it  would  be  practicable  in  old  districts  to  open  out 
Br"""       masses  of  buildings,  which  are  too  close  together,  without  doing  any 

violence  to  the  rights  of  property?  If  it  could  be  done  without 

doing  violence  to  the  rights  of  property,  it  would  be  a  great  improve-  ) 
ment. 

Supposing  a  narrow  court,  is  built  up  at  the  end,  do  you  see  any  i 
objection  to  opening  it  at  the  end,  making  reasonable  compensation  to  \. 

the  owner  of  the  property  ?  If  reasonable  compensation  is  made 

to  the  owner  of  the  property,  it.  would  be  a  very  great  benefit. 

Do  you  happen  to  know  what  is  the  amount  of  loss  of  rent 
caused  only  by  sickness  in  that  district.  Is  not  it.  considerable 
amongst  the  poorer  and  worse-conditioned  population?  Sick- 
ness at  all  times  forms  an  excuse  for  the  poorer  part  not  paying 
their  rent,  and  a  reasonable  excuse. 

Is  not  the  loss  from  sickness  very  considerable  in  those  worse- 
conditioned  tenements  ?  1  believe,  in  some  of  the  districts  which 

have  been  referred  to,  there  is  perhaps  no  period  of  the  year  free 
from  fever. 

Do  you  think  the  poor-rates  in  your  district  are  very  much  in- 
creased owing  to  illness,  referable  to  these  causes  No  doubt. 

And  that  good  structural  regulations  and  additional  supplies  ofj 
water,  and  better  cleansing  and  drainage,  would  be  good  economy 

in  respect  of  poor-rates?  1  certainly  think  it  would. 

Have  you  any  open  spaces  reserved  near  you  for  public  walks,! 

or  anything  of  that  kind  ?  Nothing  of  the  kind. 

How  far  are  you  from  the  Victoria  Park,  where  it  is  understood  i 

that  there  is  a  reservation  made  now?  Two  miles. 

Is  it  your  opinion  that,  owing  to  the  crowded  state  of  the  build-: 
ings,  and  the  absence  of  any  open  space  for  exercise,  the  people  are? 

very  much  led  to  bad  habits?  1  should  think,  if  there  were* 

open  spaces  of  ground,  it  would  frequently  lead  pex-sons  to  themj 
rather  than  to  public-houses. 

It  is  stated  that  the  loss  on  the  collection  of  rent  from  the 
poorest  class  of  tenement  sis,  inordinary  cases,  about  15  per  cent.,  ot 
which  about  one-third  would  be,  in  ordinary  times,  the  loss  from 
sickness,  and  the  rest  from  loss  of  -work  and  fraud ;  do  you  thinkj 

that  is  correct  as  far  as  your  neighbourhood  is  concerned?  1 

think  that  is  about  correct. 

The  loss  from  sickness  being  the  loss  from  the  sickness  of  the 
head  of  the  family  chiefly,  and  his  consequent  inability  to  pursue 

his  work?  Yes. 

What  is  the  expense  of  a  supply  of  water  generally  ?  A  guinea  , 

in  a  small  house. 

How  many  families  in  a  house?  1  should  say  two.  The 

guinea  would  be  for  the  supply  of  a  house  with  four  rooms  in  it. 

For  what  period  do  you  have  a  supply  for  that  money?  Three! 

times  a-week,  two  hours  each  time. 

In  case  of  the  occurrence  of  fire,  how  long  have  you  usually  to 
wait  before  the  water  can  be  brought  to  the  fire  ?  1  do  not  think 
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e  have  a  right  to  complain  a  great  deal  upon  that  ground;  the  "'j,™,11''8 
ater  is  trenerally  pretty  ready  in  the  district  I  allude  to. 

Do  you  know  the  district  of  Wentworth-street,  Whitechapel,  and 
ie  courts  that  branch  out  of  it  ?  Yes. 

Do  they  remain  in  the  same  state  of  filth  and  dirt  in  which  they 
'ere  a  year  ago?  Yes. 

Do  you  know  anything  of  the  state  of  the  low  lodging-houses  in 

.iat.  district?  From  the  relieving  officer  of  our  district  I  have 

eard  a  good  deal. 

Have  you  heard  that  they  are  in  a  very  neglected,  wretched 
•ate  ?  As  wretched  as  it  is  possible  that  they  can  be. 

Is  there  any  authority  to  visit  them,  and  to  enforce  their  being 

-ashed  and  ventilated,  and  cleansed  ?  There  is  an  Act  of  Par- 

ament,  that  has  been  passed  within  a  short  period;  it  has  been 
■equently  brought  under  the  notice  of  the  Board  of  Guardians,  and 
otices  have  been  giveu  ;  and  in  some  instances  I  believe  there  has 
een  a  little  cleansing  on  that  account;  but  it  is  ■only  temporary. 

Do  persons  of  the  worst  character  keep  lodging-houses  in  that 

-  istrict  ?  They  are  not  the  best,  that  is  certain,  or  they  would 

ot  keep  lodging-houses. 

Those  lodging-houses  are  resorted  to  by  a  migratory  and  chang- 
_)g  population  of  a  very  low  character?  Yes,  very  low. 

Do  they  require,  in  your  opinion,  supervision  and  cleansing  from 
.me  to  time?  They  do. 

Does  not  the  whole  district  about  there,  which  is  thickly  popu- 
ated,  require  great  improvement  as  regards  the  health  of  the 

•  orking  classes  ?  Very  great.    That  district,  beginning  at 

Ventworth-street  and  going  on,  with  very  little  exception,  to  the 
ack  of  Shoreditch  church,  is  as  bad  as  any  that  can  be  found. 

Are  you  acquainted  with  a  district,  not  very  far  from  that,  be- 
iveen  Shoreditch  church  and  Bishopsgate  Without,  crossing  Bishops- 
;ate-street  Without  and  going  into  the  small  courts  near  Half- 
Vloon-street,  Sweet- Apple-alley,  and  a  number  of  alleys  branching 
rom  there  ?  Yes. 

Is  that  a  district  that  is  extremely  populous?  Yes. 

Do  you  know  that  that  also  is  a  neglected  and  filthy  district? 

 The  City  of  London  are  at  this  time  very  busy  in  carrying 

ewers  through  that  district. 

How  long  have  they  begun  upon  that  good  work?  1  think 

hey  have  been  upon  that  work  very  busy  for  the  last  ten  or  twelve 
/ears— not  just  in  that  district. 

Is  not  it  about  a  twelvemonth  that  they  have  been  so  employed 
ti  that,  district  ?  Yes. 

How  long  have  you  known  that  district  ?  1  have  known  it 

hese  fifty  years. 

During  all  the  time  you  have  known  it  till  within  the  last  two 
>r  three  years,  has  it  been  a  very  neglected  and  dirty  district  ?  
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Mr.  Charles       Do  you  know  Thompsons-reins  ?  Yes. 

llra""  Do  you  know  the  inner  court  beyond  that  called  Thompson'* 

rents?  1  used  to  know  it  twenty  or  twenty-five  years  ago. 

Do  you  know  Sweet- Apple-row  and  Catherine-alley?  Yes 

Is  not  all  that  district  one  which  stands  in  great  need  of  clean- 
ing and  drainage  ?  Yes. 

Is  not  that  a  part  in  which  the  cleansing  and  scavenging  is  great \\ 

neglected  ?  Not  quite  so  much  as  some  of  the  other  districts  ] 

have  mentioned. 

You  mean  that  it  is  not  quite  so  bad  as  those  courts  out  o 

Wentworth-street  ?  No. 

There  is  a  district  called  Spitalfi elds-market  ?  Yes. 

Do  you  know  whether  the  cleansing  of  the  refuse  from  tha 

market  is  attended  to  ?  It  is  not. 

Is  not  it  requisite  that  some  improvement  should  take  place  it> 

that  ?  It  should,  I  have  heard  a  good  deal  of  complaint  o 

collecting  the  refuse  in  Spitalfields-market,  and  leaving  it  for  i 
day  or  two,  that  carts  might  take  it  away  for  manure,  creating  a 
very  offensive  smell. 

Petticoat-lane,  does  not  that  also  require  some  cleansing  ?  

Petticoat-lane  within  the  last  three  years  has  had  a  new  sewei 
laid  down  in  it.  .  i 

With  respect  to  the  scavenging,  how  is  it?  It  is  filthy,  bu 

not  so  bad  as  it  used  to  be. 

In  the  dirty  neighbourhood,  on  the  west  side  of  Bishopsgate 
street,  where  those  close  courts  are,  the  paving  and  sca  venging,  ami 

sewage  is  under  the  authorities  of  the  City  of  London  ?  Yes. 

In  the  district  you  spoke  of  first,  in  the  Tower  Hamlets,  unde: 

whom  is  the  paving?  It  is  under  small  commissions. 

In  the  case  of  the  districts  that  have  been  referred  to,  is  not  i 
almost  impossible  for  a  decent  family  who  come  there  to  keep  lij 
their  decent  habits,  is  it  not  almost  certain  that  they  will  com. 

down  to  the  low  habits  of  their  neighbours?  T  should  say  it  1 

almost  impossible  for  them  to  maintain  decent  habits-,  but  in  refer' 
ence  to  a  part,  at  the  back  of  Shoreditch  church,  there  are  som 
streets  that  were  formed  about  30  or  40  years  ago,  inhabited  n 
stories  where  the  cellars  are  inhabited  as  dwellings,  without  anj 
sewage  whatever. 

Is  not  it  highly  necessary  that  such  a  practice  should  be  put  ; 

stop  to,  unless  there  is  an  area  and  proper  drainage  ?  "i  es. 

What  are  the  names  of  those  streets  ?  Collingwood-street 

Nelson-street,  and  Vincent-street. 

What  is  the  price  of  a  night's  lodging  in  some  of  those  lodging 

houses  to  which  you  refer?  2d.,  li\<J.,  and  3«?. 

Are  there  none  lower  than  that?  Yes,  I  suppose  there  are. 

Do  you  know  whether  there  are  many  people  tliat  sleep  out  all 

night  in  that  district  ?  We  have  representations  frequently,  o< 

persons  being  out  all  night  and  sleeping  on  staircases. 
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Is  there  any  particular  haunt  that  is  accessible  to  people  at 

lio-ht  but  still  protected  in  the  shape  of  an  arch  or  gateway  ?  

Vot  that  I  know  of.  It  frequently  happens  that  when  poor  people 
ire  before  the  Board  of  Guardians,  the  question  arises  where  they 
lept  the  last  night,  and  it  takes  a  great  deal  of  trouble  to  ascer- 
ain  where  they  did  sleep  last,  either  in  a  bed  or  room. 

Are  you  aware  that  a  considerable  number  of  people  do  sleep 

lut  of  doors  ?  Yes,  but  there  are  many  large  houses  that  let  out 

odo-ings,  and  the  consequence  is,  that  the  street-door  is  never  fas- 
ened,  and  after  most  of  the  inmates  have  retired,  these  poor  per- 
ons  secrete  themselves  upon  the  staircase.  I  apprehend  that  is 
he  sort,  of  place  they  mostly  go  to. 


In  the  course  of  such 
o  pay   especial  attention 


STRETHILL  O.  FODEN,  Esq.,  Architect,  examined. 

IHave  you  been  engaged  in  superintending  the  building  of  work- 
louses  and  other  edifices  for  the  reception  of  persons  of  the 

abouring  classes?  Yes,  I  have.    I  have  superintended  the 

rection  of  the  Rye  Union-house,  the  Aylesbury  Union-house, 
nd  other  similar  buildings. 

practice  have   you  had  occasion 
No.  1. 

o  the  means  of  supersed- 
.ng  the  use  of  privies  and 
•esspools  by  the  substitution 
if  soil-pans,  and  simpler 
.nd  cheaper  apparatus  than 
he  common  water-closet? 
— — Yes,  I  have.  I  have 
>een  at  great  pains  to  exa- 
mine the  various  methods 
iow  in  use  for  the  purpose 
n  question,  I  have  paid 
^articular  attenion  to  the 
tpparatus  which  is  in  suc- 
cessful use  in  500  rooms 
n  one  public  establishment, 
tn  various  private  houses, 
soil-pans  with  traps  are  in 
ise  on  one  common  princi- 
ple. A  soil-pan  of  the  de- 
scription displayed  [No.  1], 
nade  of  lead,  has  been  in 
jse  18  years  in  a  private 
gentlemen's  house;  and  is 
found  to  act  very  well. 
The  following  [No.  2] 
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Their  probable  Cost. 
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No.  3. 


No.  4. 


is  the  form  of  a  soil-pan 
and  trap  made  of  iron  which 
lias  been  in  use  in  several 
hundred  instances.  The 
objection  is  to  the  material, 
which  is  of  cast-iron,  which 
in  time  cor  rodes.  The  filth 
is  then  apt  to  adhere  to  it. 

Another  form  is  the  fol- 
owing,  [No.  3]  sold  by  Mr. 
Wiss,  of  Charing-cross, 
which  possesses  advantages 
for  places,  where  it  may  be 
difficult  to  get  height  or 
room.  The  top  is  of 
earthenware,  the  bottom 
portion  is  of  lead. 

What  do  you  deem  the 
most  advantageous  and  con- 
venient form  of  apparatus  ? 

 The  form  represented 

in  the  subjoined  diagram 
[No.  4]  would,  I  think,  be 
found  to  answer  the  best  for 
common  tenements.    C.  is 
a  sink  and  soil-pan ;  the 
dotted  lines  showing  the  form  of  the  pan  and  the  trap  which  ^ 
connected  with  the  house-drain,  which  leads  to  the  sewer  or  man 
drain  in  front  of  the  house.    This  soil-pan  may  be  made  of  two 
pieces,  or  formed  in  one  block,  and  glazed  inside.    The  flap  oi  q 
seat  B.  may  be  hung  on  hinges  to  a  wood  frame,  that  it  may  ocj 
lifted,  and  vessels  be  emptied  into  the  sink  or  trap  C.  without 
wetting  or  dirtmg  the  seat.    The  lid  A.  falls  down  within  the 
wood  enclosure,  and  gives  the  whole  a  neat  appearance.    It  made 
in  one  block,  it  might  be  in  a  round  form. 

What  might  be  the  expense  of  this  apparatus?  lhat  wouu 

depend  on  the  number  used.    But  the  price  might  vary  from 
to  30.y.  each,  including  the  price  of  fixing  them  complete. 

What  would  be  the  expense  of  the  water-pipe  and  tap  it  < 
great  number  were  done  ?— A  moderate  length  of  pipe,  with  ; 
tap,  to  supply  a  soil-pan  and  small  sink,  would  cost  about  Vos. 

What  would  be  the  expense  of  the  sink?-- A  small  sink  will 
waste  pipe,  grate,  and  tap,  would  cost  about.  25s. 

It  is  stated  that  at  Huddersfield  and  other  places  the  use  eve. 
of  the  cheaper  water-closets  has  been  introduced  among  tli 
labouring  classes,  and  that  at.  Glasgow,  in  new  houses  built  fe- 
ttle working  classes,  the  use  of  soil-pans  has  been  introduced 
Have  you  sufficient  experience  in  London  to  justify  the  conclusion 
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hat  a  similar  apparatus  would  be  acceptable  and  available  for 

louses  of  the  poorest  labouring  classes?  'Yes,  in  Cross-street, 

Hatton-garden,  a  house  has  been  let  as  a  lodging-house  in  sepa- 
•ate  floors  and  separate  rooms,  to  people  of  the  working  classes ; 
here  are  six  or  seven  families  in  the  house  ;  this  house  has  been 
•ecently  repaired,  and  one  pan  has  been  fixed  in  a  part  of  the  pre- 
mises for  the  use  of  the  whole  house ;  there  is  a  cistern  on  the  top 
)f  the  privy ;  the  bricklayer,  a  man  of  the  name  of  Prime,  in  St. 
John-street,  Clerkenwell,  informs  me  that  it  "  answers  most  admi- 
•ably."  These  are  his  words.  He  proposes  to  find  the  pan  and 
ix  it  complete,  and  connect  it  with  a  drain  in  any  old  tenement 
n  any  part  of  the  London  district  for  11.  each,  privy  superseded. 
The  laying  on  the  pipe  would  be  extra,  and  it  would  be  a  varying 
:harge,  according  to  the  distance  of  the  supply.  From  this  ex- 
perience he  has  purchased  several  of  these  pans  to  fit  up  in  other 
olaces  in  the  same  neighbourhood,  which  is  chiefly  inhabited  by 
he  poorer  classes. 

Where  there  exists  any  No.  5. 

;ommon  privy,  and  when 
i  constant  supply  of  water 
it  high  pressure  may  be  ob- 
ained,  do  you  think  the 
principle  of  the  soil-pan 
fou  have  described  available 
n  that  or  in  any  other 

form?  Yes.    The  soil- 

oans  I  have  described  I 
have  used  for  the  inside  of 
mouses;  for  the  outside  I 
lave  used  pans  of  the  an- 
nexed form  [No.  5].  The 
pan  and  pipe  is  in  one  piece 
—set  to  dip  into  the  water 
which  stands  in  the  drain, 
means  being  provided  to 
Slush  it  out  occasionally.  This  would  do  admirably  where  a  run- 
ning stream  could  be  made  the  means  of  flushing. 

What  is  the  common  expense  of  digging  and  forming  a  cess- 
pool ?_Diggulcr  and  "  steining,"  that  is,  lining  it  with  brick,  is  from 
It-  10*.  to  21. 

Would  that  be  the  expense  of  the  cesspool  to  a  common  privy 
or  a  fourth-class  house,  such  as  would  be  occupied  by  labourers'? 

T~^es5  'hat  would  be  the  expense  for  such  a  house. 

How  much  addition  to  the  rent  would  the  consi ruction  of  such  a 

-ess-pool  involve?  At  8  per  cent.,  which  is  the  lowest  charge,  it 

would  be  from  Is.  3d.  to  Is.  Qd.  per  annum :  it  might  fairly  be 
put  at  2.9.  per  annum  for  such  tenements  where,  for  the  risk,  they 
require  10  percent. 
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strethm  o.        This,  however,  is  for  a  cesspool  which  does  not  prevent  the  con- 

Fo.ii-..,         tents  pevmeating  the  surrounding  stratum  ?  No  ;  they  are  built 

up  with  dry  brick-work,  that  is,  briclc-woyk  without  mortar. 

In  what  state  do  you  usually  find  the  old  foundations  in  taking 

them  up?  We  find  the  earth  around  it  usually  saturated,  and 

springs  near  are  poisoned  with  the  soakage  from  the  cesspool. 

Is  it  not  commonly  injurious  to  the  foundation?  Decidedly 

so ;  and  in  some  places  it  rots  the  floors.    In  taking  up  old  founda- 
tions the  soakage  is  often  found  to  be  very  offensive. 

What  course  is  usually  taken  to  obviate  these  evils  ?•  We  line 

the  cesspool  with  cement,  and  provide  an  overflow  drain  from  then 
into  the  common  sewer  or  the  nearest  outlet. 

What  would  be  the  extra  expense  of  such  a  protection  for  a 
common  privy? — It  would  cost  11.  more  to  line  it  with  cement 
Then  either  the  cesspool  must  be  more  frequently  cleansed,  in  whicl 
case  there  is  an  extra  expense  incurred,  as  indeed  there  would  be 
even  if  an  overflow  drain  were  provided.  The  expense  of  an  over- 
flow drain  would  be  uncertain.  In  the  usual  mode  it  would  be  no: 
less  than  Is.  Qd.  per  foot,  and  not  less  in  distance  than  30  feet.  I 
would  be  probably  50  feet.  The  additional  expense  of  a  cesspoo 
so  protected,  3  feet  6  diameter,  would  not,  at  the  London  prices,  be 
less  than  31.  5s. 

Making  the  whole  expense  of  the  cesspool  so  protected  about 
57.,  and  involving  an  annual  rent,  at  10  per  cent.,  of  10s.  for  the 
cesspool  alone  ?  Yes ;  that  would  be  about  the  amount. 

Nightmen  and  persons  carrying  on  the  business  of  cleansing  sucl 
receptacles  have  stated  that  the  expense  of  cleansing  cesspools,  i 
properly  done,  will  involve  the  labour  of  emptying  and  the  expense 
of  carting  away  two  loads  of  such  refuse,  or  an  expense,  one  tone 
ment  with  another,  of  17.  per  annum  each,  in  the  metropolis ;  ane 
in  other  districts,  where  the  refuse  is  in  higher  demand  as  manure 
the  expense  of  that  emptying  and  the  cartage  of  two  loads,  what 
ever  it  may  in  the  particular  district  be,  is  deducted  from  the  sale 
able  value  of  the  manure.  This  expense  of  cleansing,  added  to  fchj 
rental  of  the  cesspool,  on  your  estimate,  then,  make  the  presd 
annual  charge  of  that  mode  of  cleansing  in  the  metropolis  from  1/ 
to  17.  10s.  per  annum;  or  It.  2s.  per  aunum,  or  from  4d.  to  5d.  pe 
week,  for  common  tenements.  Now,  if  the  use  of  the  cesspoo 
were  generally  superseded,  and  soil-pans  and  such  apparatus  as  yoi 
describe  were  laid  on  in  new  or  in  old  tenements,  in  connection  witl 
the  public  drainage,  and  as  part  of  it,  executed  under  a  genera 
contract,  involving  an  additional  rental  of  5  per  cent,  on  the  outlay 
what  would  be  the  common  expense  per  week  per  tenement — >a; 
first  for  a  new  building?  The  expense  will  be — 

£.  s.  4. 

For  a  soil-pan  and  curved  trap,  such  as  described  in  the  sketch.  1/. ; 
laying  on  the  water  with  8  feet  of  i-inch  lead  pipe,  and  a  stool- 
cock,  will  he  about  10s. ;  total  1  10  0 

5-hich  glazed  tile  tube  pipe,  to  connect  with  the  soil-pan  or  sink, 

say  at  Gd.  per  foot— say  30  feet  0  lj 
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£.  s.  d. 

The  expense  of  the  tenant's  communication  water-pipe,  supposing  Maili' 
the  water  laid  on  the  premises,  would  be,  complete,  about.        .        10    0  * 

If  the  house  were  in  a  court,  tube  drains  of  10  inches  or  1  foot 
diameter  would  suffice,  laid  down  at  an  expense  of  Is.  6d.  per 
foot,  to  serve  the  houses  on  both  sides,  say  18  feet  frontage,  or  'J 
feet  for  each,  with  a  tile  trap  at  the  entrance  .        .       .        .       0  15  0' 


Total    .        .  4  0  0 
Involving  for  the  repayment  of  principal  and  5  per  cent,  interest,  by 

instalments  in  30  years,  a  rental  of         .        .        .        .        .  0  4  10 

Or,  a  weekly  rent  of   I)  I)  1| 


[  I  presume  that  water  is  to  be  laid  on,  and  the  house  and  main 
rainage  is  to  be  done  under  the  public  authority,  when  5  per 
ent.  would  suffice.  If  the  work  be  done  separately  by  private 
ulividuals,  it  would  be  at  the  common  rate  for  building  work  of 
lat  class,  that  is  to  say,  10  per  cent.,  occasioning  a  double  rental 
)  the  occupier. 

It  is  stated  in  evidence  that  water  may  be  provided  and  laid  on 
pon  the  smaller  tenements,  at  constant  pressure,  night  and  day, 
3  as  to  supersede  the  necessity  of  water-butts  and  tanks,  and  any 
xpense  of  such  machinery,  as  is  now  done  at  Nottingham  at  an 
xpenseof  4*.  6d.  per  tenement,  or  Id.  weekly.  The  total  weekly 
barge  for  the  improvement  would  therefore  be  as  follows  or  there- 
bouts  : — 

d. 

Rental  for  apparatus     .        .        .  11 
For  water    .  .        .  1 

Total  per  tenement  .        .    2£  per  family  weekly  ; 

r  less  than  half  the  existing  charge  of  the  present  noxious  system  ? 
-Supposing  water  to  be  had  at  the  price  stated,  this  change  of 
/stem  may  undoubtedly  be  accomplished  for  the  above  sum. 

Supposing  it  were  requisite,  in  any  large  number  of  existing 
ouses  which  had  only  cesspools,  and  had  no  drains  to  supersede 
ie  cesspools  and  lay  down  soil-pans,  and  house  and  street  drains 
i  them ;  what  do  you  consider  would  be  the  extra  expense  of  such 

process?  1  believe  that  1/.  per  house  would  cover  all  the 

khtional  expense  above  the  expense  stated.  The  additional  ex- 
3nse  would,  be  of  cutting  through  two  walls,  taking  up  and  re- 
ding flooring.    If  it  were  done  under  a  contract,  no  doubt  11. 

tenement  would  cover  the  expense  :  there  would  be  little  more 
'an  the  additional  labour. 

That,  then,  would  involve  an  additional  rental  of  Is,  2$cfc  per 
ouse  per  annum,  or,  per  week,  of  id.,  making  the  total  weekly 
nt  otthe  new  apparatus  applied  to  existing  buildings  2^d.,  or 
.  e  ex'sting  charge,  and  bring  water  into  the  tenement  into  the 
.irgavn?  Yes,  certainly. 

Do  you  consider  that  if  the  whole  change  were  carried  out, 
W«H  public  authority,  in  the  manner  indicated  in   the  form 

a  supposed  notification,  it  would  be  generally  acceptable  to 
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stwtww  0/  landlords  as  well  as  tenants :  is  there  any  doubt  that  they  \voul< 
Foden,  m'    appreciate  the  advantages  in  the  reduction  of  mere  money  charge? 

 1  fit  were  carried  out  under  competent  authority,  I  have  n 

doubt  it  would  be  appreciated.  I  can  state  this  as  a  person  in 
terested  in  property  in  small  houses  such  as  require  the  relief.  Th 
bricklayer  who  is  providing  the  soil-pans  informs  me,  that  he  find 
the  builders  and  owners  of  small  houses  exceedingly  well  dispose 
to  receive  them,  as  being  so  superior  to  the  common  privy,  an 
being  as  effectual  at  a  low  charge  as  the  usual  water-closet  appa 
ratus.  For  the  middle  classes  of  persons,  the  existence  of  a  watei 
closet  is  supposed  to  give  an  additional  value  to  the  house  of  5 
per  annum,  and  I  am  quite  confident,  from  my  own  experience  i 
London,  that  it  does  so. 

For  middle  class  houses  all  that  need  be  added  to  the  estimat 
of  the  additional  expenses  of  the  removal  of  existing  cesspools  woul 
be  the  expense  of  a  second  class  sewer,  which  it  is  stated  may  b 
made  at  3 s.  or  4s.  per  foot:  on  the  subjoined  answer  to  the  follow 
ing  question  to  Mr.  Hawksley : — "Do  you  consider  that  th 
sewage  of  towns  may  be  improved  in  general  construction,  an 

rendered  more  economical?  Yes;  by  the  use  of  egg-shape 

sewers,  built  with  radiating  bricks.  I  find  an  egg-shaped  sewer, 
feet  9  inches  high,  and  2  feet  wide,  may  be  laid  at  a  depth  of  z 
least  8  feet  for  about  3.?.  per  foot,  the  bricks  radiating,  and  the  rir 
4J  inches  thick.  Such  a  sewer  would  be  large  enough  for  two 
thirds  of  the  streets  of  a  provincial  town,  if  the  inclination  be  nj 
less  than  1  inch  in  10  feet.  Such  a  sewer  would  frequently  drai 
500  or  600  houses,  and  would  relatively  answer  the  purpose  . 
second  sized  (4  feet  6  inches  by  2  feet  6  inches)  sewers  m  Londo^ 
Staffordshire  drain-pipes,  of  10  inches  diameter,  would  answer  fc< 

most  courts."     Do  you  agree  in  this  view  ?  Yes,  on  a  2 

feet  frontage  for  this  class  of  houses,  the  expense  of  10  feet  of  tl 
new  sewer,  where  they  require  it,  would  be  21  each  house,  or, 
rental  of  2,?.  5d.  per  annum.  But  most  of  that  class  of  housij 
would  not  only  have  some  sewerage,  but  would  have  a  supply  i 

water  laid  on.  . 

Do  you  doubt  that  if  water  can  be  laid  on  constantly  at  lug. 
pressure,  it  will  be  proper  to  prohibit  entirely  the  use  of  cesspoo. 
in  towns,  and  to  compel  the  use  of  more  economical,  as  well  as  mo: 

effectual  and  salubrious  means  of  cleansing  ?  -There  can  be  Jj 

question  of  the  propriety  of  such  a  course  of  legislation. 

It  appears,  then,  from  your  evidence,  that  you  put  down  an  a] 
paratus  of  the  nature  of  a  water-closet,  with  water-cock  and  pip; 
sink  and  drain  in  the  house,  in  a  new  district,  at.  an  expense  of  4 
5.?.,  or  only  3s.  more  than  a  surveyor's  fee  for  seeing  to  the  eret 
tiori  of  a  party  wall  to  a  two  story  house  in  an  old  district ;  that  r 
expense  of  4?.,  or  not  much  more  than  the  surveyor's  fee  for  a  fir 
class  house  in  an  old  district,  the  public  may,  in  a  new  district,  < 
a  provincial  town,  defray  the  expense  of  the  complete  apparatus  \ 
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e  nature  of  a  water-closet,  the  sink,  and  improved  house  drain,  f^Miifw 
e  expense  of  the  tenants'  communication  water-pipe,  and  the  pro-     °  e"' lis<1' 

>rtionate  expense  of  a  second  class  sewer  ?  Unquestionably. 

Supposing  the  house  and  the  main  drainage  to  form  in  a  new 
strict  part  of  one  general  system,  under  the  superintendence  of  a 
mpetent  officer,  who  has  to  see  that  all  drains  are  proper  and 
icient,  might  not  that  officer,  who  has  to  see  that  the  drains  are 
operly  laid,  at  the  same  time,  and  without  any  heavy  addition  to 
£  general  duty,  see  that  the  foundations  of  any  party  wall  which 
ight  be  required  is  properly  laid,  and  the  necessity  be  obviated  of 
ping  a  fee  for  taking  a  professional  man  out  of  his  practice,  chiefly 
•  the  one  special  object  of  seeing  to  the  sufficiency  of  a  party 
.11  ?  1  think  that  the  two  duties  might  be  combined  with  great 


vantage. 


Have  you  read  the  hypothetical  form  of  a  notice  for  the  for- 
ition  of  such  works  in  new  or  in  old  districts  mentioned  in  the 

idence  given  by  Mr.  Biers  ?  Yes,  I  have. 

Do  you  consider  that  the  principle,  if  carried  out,  would  be  ac- 
table ?  1  conceive  it  would  be  a  great  boon;  and  with  such 

tions  as  it  gives,  entirely  unobjectionable. 

The  cases  hitherto  brought  under  your  consideration  have  been 
ses  where  there  have  been  house-drains ;  where,  it  is  supposed, 
jfe  are  main-drains  or  sewers,  into  which  the  house-drains  may 
led ;  and  where  the  preservation  of  the  refuse  for  agricultural 
rposes  has  not  necessarily  entered  into  consideration.  Have  you 
d  to  meet  cases  in  rural  districts  where  there  have  been  no  main- 

ains  or  system  of  public  sewage  ?  Yes,  I  have.    In  the  case 

the  Union  workhouses  at  Eye  and  Aylesbury,  soil-pans  were 
ed  at  the  instance  of  Mr.  Parker,  the  Assistant  Commissioner, 
here  the  situations  have  been  favourable,  as  at  Rye,  for  giving  a 
Jid  fall  to  the  drain,  I  placed  a  large  covered  tank  or  cesspool  at 
ne  distance  from  the  building :  the  tank  was  formed  for  the  pre- 
vation  of  the  refuse,  and  its  application  to  agricultural  purposes 
liquid  manure.  It  would  be  pumped  into  water  carts,  and  in  that 
»de  distributed  as  liquid  manure.  In  one  instance  of  some  land 
enured  by  the  liquid  manure  applied  by  water-carts,  the  produce 
the  land  was  stated  to  have  been  doubled. 

In  the  instances  you  have  mentioned,  did  you  succeed  in  prevent- 
any  smells  ?  Yes,  completely ;  at  Rye,  the  tank  was  200 

t  or  more  from  the  building. 

By  this  apparatus,  then,  would  be  conveyed  away  not  only  the 
['  j     unne>  which  is  of  high  value  as  manure,  but  generally  al- 

ed  to  run  away  to  waste  ?  Yes :  everything  was  carried  away 

«i  the  building 

^nd  the  night-soil  being  carried  away  in  suspension  in  water 

g  i  covered  and  impermeable  drains,  and  received  into  covered 

impermeable  tanks,  thei  *e  was  the  less  escape  in  the  form  of 

monia,  in  which  it  is  stated,  that  two-tlurds  of  the  fertilizing  value 
/ol.  ii.  v 
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§odlnUi3°'  of  t^at  manure  *s  usua%  l°st  by  evaporation,  to  the  injury  of  tli 
o  en,  <JSq.    ^j^,  ?  jn  t^g  m0(je  tnere  was  certainly  no  smell,  and  I  do  no 

believe  there  would  be  any  considerable  amount  of  evaporation.  1 
could  not  escape  either  through  the  drains  or  the  cesspools. 

How  were  the  tanks  formed  ?  They  were  formed  circulai 

with  a  dome  top,  and  a  hole  to  get  out  the  liquid  manure  with 
cover  stone.    The  sides  were  built  in  mortar  simply. 

Has  any  rule  been  deduced  as  to  the  size  of  such  tank 
in  proportion  to  the  number  of  inmates  of  the  tenements  drained 

 1  am  not  aware  of  any  such  rule  myself  as  having  bee 

yet  formed. 

It  is  stated,  that  cheap  tanks  for  the  reception  of  liquid  manm 
have  been  formed  simply  by  common  stones  (where  they  were  to  tj 
had)  puddled  with  strong  clay  :  and  a  top  formed  of  loose  timbei 
covered  over  with  strong  thick  turf,  which  are  stated  to  act  ver 

well.    Have  you  met  with  such  instances?  1  have  not;  but 

have  no  doubt  they  would  act  well. 

What  number  of  inmates  was  the  workhouse  at  Rye  calculate 
for?  When  completed  it  will  hold  500. 

What  was  the  size  of  the  soil-drain?  A  fourteen-inch  barn 

drain,  smooth,  the  bottom  cemented  perfectly,  and  the  top  built 
mortar. 

If  you  could  have  got  them,  would  not  proper  tile  tubes,  of  a  fo( 

or  14  inches  in  diameter,  have  served  as  well,  or  better  ?  Yes 

they  would  have  been  better,  if  such  tile  drains  as  I  should  havj 
used  for  such  a  purpose,  the  Staffordshire  ware,  could  have  been  ha 
readily. 

Such  an  arrangement  being  advantageous  for  such  an  edific 
would  not  an  arrangement  similar  in  principle,  at  the  leas 
be  equally  available  for  a  detached  suburb,  or  a  village  contaihir 
the  same  number  of  inhabitants,  provided  they  have  a  sufficiei 
supply  of  water?  No  question  of  it. 

What  would  be  the  expense  of  the  barrel  chain,  such  as  you  coi 
structed  in  the  particular  instance  ?  2s.  0>d.  or  3&  per  foot. 

What  wodd  a  pipe  drain  of  Staffordshire  tile  tube  cost?  Abo; 

Is.  6d.  per  foot. 

It  appears  from  the  evidenceof  Mr.  Braidwood,  and  from  ottn 
sources,  that  fires  very  rarely  occur  in  the  tenements  occupied  I 
the  labouring  classes ;  that  in  the  metropolis,  for  example,  on 
1  out  of  700  fires  occurred  in  tenements  occupied  by  the  labourii 
classes ;  the  chief  reason  assigned  for  which  is,  that  their  roon 
are  generally  always  occupied,  and  whenever  a  fire  does  tal 
place,  it  is  at  once  put  out  before  it  gets  head.  Now,  in  respe ! 
to  this  class  of  property,  do  you  consider  legislative  protectK 
necessary  for  the  enforcement,  of  party-walls  between  every  t»| 

houses?  In  respect  to  houses  occupied  by  the  labouring  classe 

I  certainly  think  party-walls  an  unnecessary  expense. 

What  is  the  additional  rent  entailed  by  building  a  party- wall  P 
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.  labourer's  tenement,  a  two-story  house  in  a  town,  in  the  metro-    stvctuin  o. 
>olis,  for  example  ? — The  extra  expense  of  the  wall  is  about  8/.    Fodeu'  E3(i« 
ach  house,  which,  at  10  per  cent.,  gives  a  rental  of  16s.  per 
nnum  beyond  what  it  would  be  if  there  were  no  registration. 
Is  there  any  further  loss  consequent  on  the  unnecessary  space 

ccupied  by  party-walls  ?  Besides  the  additional  expense  in- 

urred  by  an  unnecessary  thickness  of  party-wall  in  this  class  of 
ouses,  the  loss  of  space  consequent  on  such  legislation  should  be 
onsidered  (allowing  that  five  inches  be  taken  for  each  party- wall), 
ould  take  17  feet  superficial  of  space  from  each  house.  The 
xtra  thickness  taken  by  party-walls  from  every  such  house  is 
jual  to  the  space  frequently  allowed  for  a  bed,  or  a  large  sized 
othes-press.  Three  children  might  sleep  in  the  space. 
1  The  increased  expense  of  a  party -wall  would  then  incur  for  each 

ich  house  a  weekly  rent  of  3|c?.  ?  Yes,  nearly  that. 

5  Suppose  there  were  no  restriction  on  this  class  of  party-walls, 
hat  would  be  the  expense  of  insurance,  taking  the  house  and 
miiture  to  be  worth  400/.,  and  not  taking  into  account  the  ad- 
itional  security  obtainable  from  keeping  on  a  constant  supply  of 
ater  night  and  day,  at  high  pressure,  in  constant  readiness  for  ap- 
lication  to  extinguish  fires  ? — The  common  insurance,  including 
Jty,  is  4s.  '6d.  per  cent. 

Then  such  houses  may  at  present  be  wholly  insured  at  less 
cpense  than  by  the  erection  of  a  party-wall  ?  Yes. 

It  would  appear,  then,  if  competing  expenses  be  considered,  that 
ater  may  be  laid  on  and  kept  on  at  high  pressure,  in  constant 
■adiness  for  the  extinction  of  fires  as  well  as  for  domestic  use  ; 
iat  the  house  may  be  drained  and  supplied  with  a  soil-pan  appa- 
tus;  and  pay  its  contribution  to  a  common  sewer :  altogether  at 

j  expense  involving  a  rental  of  2\d.  per  week  ?  Yes  •  but  the 

lditional  rental  for  the  party-wall  is  exclusive  of  the  expense  and 
Iditional  rental  incurred  by  the  surveyor's  fee. 

Do  labourers'  tenements  frequently  fall  in,  either  from  failure 

the  vvalls  or  of  the  flooring,  or  from  any  other  cause?  No, 

etropol'"1  V6ly  Varely'  thou&b-  they  are  built  very  slightly  in  the 

Do  you  deem  legislative  interference  necessary  in  respect  to  that 
rtf    u •     ses>  either  in  respect  to  secure  at  increased  expense 

mer  thickness  of  walls  or  thickness  of  floors?  Certainly  not. 

such  legislation,  either  for  thickness  of  walls  or  for  thickness 
oc-rs,  I  think  uncalled  for  and  mischievous,  as  inflicting  unne- 
ssary  expense  on  a  class  of  persons  who  can  ill  afford  to  bear  it. 
hick     n   j316  umiecessary  for  strength  for  such  tenements, 
it  no  Wallsudo  not  always  secure  warmth.    I  agree  with  other 
_uesses  who  state  that  walls  battened  are  preferable  to  thick 
f  ""battened.    Besides,  all  such  gratuitous  interferences  stand 
me  way  of  impr0Vements.    I  think  that  legislation  should  be 
mnned  to  the  securing  house-drainage  and  cleansing,  and  sup- 
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plies  of  water  at  a  cheap  rate.    These  are  objects  of  paramount 
importance,  and  they  cannot  be  accomplished  by  individuals. 
Something  might,  I  think,  be  done  by  legislation  to  secure  better  i 
ventilation,  without  increasing  expense.   It  is  also,  I  think,  possible  1 
to  ensure  due  provision  for  external  ventilation,  in  respect,  to  the 
width  of  courts  and  streets.    But  everything  that  does  not  dimi-1 
nish  rather  than  increase  some  existing  expense  I  think  pernicious.! 

It  appears  then,  from  your  evidence,  that  you  put  down  an  ap-l 
paratus  of  the  nature  of  a  water-closet,  with  water-cock  and  pipe,! 
sink  and  drain  in  the  house,  in  a  new  district,  at  an  expense  oil 
21.  5s.,  or  only  3s.  more  than  a  surveyor's  fee,  for  seeing  to  the| 
erection  of  a  party -wall  to  a  two-story  house,  in  an  old  district :  l 
that  at  an  expense  of  41.,  or  not  much  more  than  the  surveyor's 
fee  for  a  first-class  house  in  an  old  district,  the  public  may,  in  a 
new  district,  or  a  provincial  town,  defray  the  expense  of  the  com- 
plete apparatus  of  the  nature  of  a  water-closet,  the  sink,  and  ini-l 
proved  house  drain,  the  expense  of  the  tenants'  communicator! 
water-pipe,  and   the  proportionate  expense  of  a  second-classl 

sewer  ?  Unquestionably. 

Supposing  the  house  and  the  main  drainage  to  form,  in  a  newl 
district,  part  of  one  general  system,  under  the  superintendence  o  I 
a  competent  officer,  who  has  to  see  lhat  all  drains  are  proper  ancl 
efficient,  might  not  that  officer  who  has  to  see  that  the  drains  an 
properly  laid,  at  the  same  time,  and  without  any  heavy  addition 
to  his  general  duty,  see  that  the  foundations  of  any  party-wali 
which  might  be  required  is  properly  laid,  and  the  necessity  b 
obviated  of  giving  a  fee  for  taking  a  professional  man  out  of  hi 
practice,  chiefly  for  the  one  special  object  of  seeing  to  the  suft 

ciency  of  a  party-wall  ?  1  think  that  the  two  duties  might,  h 

combined  with  great  advantage. 


Mr.  Edward 
Corbett. 


EDWARD  CORBETT,  Architect,  &c. 

Are  you  an  architect  in  Manchester?  1  am  an  architect  an 

surveyor,  and  have  some  business  as  estate  and  insurance  agent.  _ 

Have  you  also  been  a  considerable  time  on  the  Police  CommiS 

sion  ?  1  have  been  about  six  years  on  the  Commission,  an 

during  the  greater  part  of  that  time  I  was  on  the  Fire  Committeg 

Had  you,  as  a  member  of  that  committee,  to  consider  the  be: 
mode  of  obtaining  supplies  of  water  in  case  of  fire? — That,  I 
course,  was  one  object  of  our  attention. 

Were  you  satisfied  that  the  mode  of  supply  was  adequate  for  tl: 

purpose  intended?  Decidedly  not.     I  felt  much  dissatisfie 

with  the  delavs  which  occurred  in  procuring  supplies  of  water 
the  engines  on  their  arrival ;  and  at  one  of  the  earliest  meetings  < 
the  committee,  after  my  election,  I  proposed  that  means  should 
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taken  to  have  water  constantly  on  in  the  mains ;  but  the  proposition  Mr.  Edward 
was  overruled  on  account  of  the  expense.  Corbett. 

In  what  did  the  additional  expense  consist  ?  It  was  said  that 

an  additional  sum  would  have  been  charged  by  the  Waterworks 
to  compensate  them  for  the  water  being  constantly  on,  and,  there- 
fore, liable  to  be  drawn  off  by  the  consumers ;  to  meet  which  addi- 
tional charge  there  was  no  fund  available  by  the  committee. 

Are  you  aware  that,  by  the  experience  of  Preston,  Ashton,  Not- 
tingham, and  other  towns  in  which  water  is  constantly  on  in  the 
mains,  an  actual  saving  of  water  is  effected  by  this  very  circum- 
stance?— ■ — I  was  not  then  aware,  of  it,  but,  since  that  time  I  have 
become  so. 

Have  you  read  the  evidence  of  Mr.  Anderton,  of  Preston,  and 
of  Mr.  Bradley,  the  manager  of  the  fire  brigade  in  the  same  town, 
for  extinguishing  fires,  and  also  the  evidence  of  Mr.  Hawksley 
relating  to  Nottingham,  and  the  answers  to  the  questions  received 
from  Philadelphia  and  New  York,  stating  the  results  of  having  a 
constant  supply  of  water  in  the  mains  night  and  day  at  high  pres- 
sure, to  be  applied  at  once  by  means  of  a  hose,  and  thrown  over 
the  premises,  if  necessary,  to  extinguish  fires  ?  Yes,  I  have. 

If  such  a  system  had  been  available  since  you  have  been  a  member 
of  the  Fire-Engine  Committee,  what  amount  or  proportion  of  loss 

from  fire  do  you  think  might  have  been  saved  to  the  town  ?  1 

think  it  would  be  fair  to  estimate  that  one-half  of  the  losses  by  fire 
would  have  been  saved.  I  am  not  prepared  to  estimate  that  saving 
with  great  accuracy ;  but  I  feel  very  confident  that  it  would  have 
been  upwards  of  100,000/.  during  about  seven  years. 

Does  the  construction  of  the  warehouses  in  Manchester  render 

them  peculiarly  liable  to  destruction  by  fire  ?•  Very  much  so. 

The  general  fashion  of  forming  warehouses  has  been  to  build  them 
with  wood-bearers  and  beams  supported  on  cast-iron  columns, 
brick  outside  walls  lined  with  wood,  painted  and  varnished,  with  a 
well  for  hoisting  goods  through  every  floor,  these  wells  being  formed 
of  wood.  They  have  a  large  space  for  light,  from  the  top  to  the 
ground-floor,  open  through  and  serving  as  a  funnel  in  case  of  fire ; 
the  counters  surrounding  the  wells  being  backed  with  varnished 
wood-work,  forming  a  supply  of  fuel,  and  the  windows  being  so 
niany  air-draughts  to  supply  the  air  requisite  to  cause  the  whole  to 
burn  in  the  shortest  possible  time. 

Then,  with  such  a  form,  it  must  be  of  the  first  importance  to 

have  an  immediate  supply  of  water  ?  Without  an  immediate 

supply  the  efforts  of  the  most  skilful  firemen  will,  in  most  instances, 
be  useless  in  saving  the  building  on  fire,  and  can  only  be  directed 
to  prevent  its  extension,  which  is  often  a  difficult  task,  from  the 
extent  of  the  buildings  in  fire  connection,  and  the  narrowness  of 
many  of  the  streets. 

Do  you  consider  it  practicable  to  build  warehouses  possessing 
similar  advantages  to  those  now  existing,  but  less  exposed  to  risk 
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Mr.iviward    0f  destruction  by  fire?  Certainly.    They  ought  to  be  built 

with  well-faced  brickwork  or  masonry,  instead  of  the  wooden  wetyi, 
the  walls  and  ceilings  being  also  of  brickwork ;  care  being  taken  in 
the  arrangements  for  gas-light,  warming,  and  ventilation,  so  as  to 
diminish  the  risk  of  fire  from  these  sources. 

Do  you  consider  that  warehouses  should  be  separated  by  party- 
walls  ? — Yes,  certainly  so  ;  for  when  we  come  to  calculate  the  rela- 
tive cost  of  insurance  and  fire-fencing  construction,  as  applied  tc 
warehouses  and  buildings  destined  for  the  reception  of  costly  goods 
the  expediency  and  economy  of  constructing  such  walls  and  fire- 
fences  is  very  apparent.    Suppose  we  take  the  case  of  a  warehoust 
five  stories  high,  16  yards  deep,  and  10  yards  wide,  we  have  e 
cost  of  about  16007.  on  the  building  to  ensure  at  a  rate  of  nearly  3s. 
say  2s.,  per  cent,  additional,*  =  11.  12*$  goods,  value  perhaps  on 
average  10,000Z.  at  2s.  =  101;  total  saved  annually,  11/.  12* 
and  as  the  cost  of  the  wall  is  not  increased,  because  the  requisite 
thickness  for  a  fire-fence  is  also  requisite  for  strength,  we  have  onh 
to  add  that  2  feet  high  above  the  roof,  1%  brick  in  thickness,  16  yard 
long  at  3s.,  =  2l.8s.,  and  16  yards  of  coping  and  flashing,  at  3s., 
=  21.  8s.  $  total  outlay,  41.  16s. ;  the  interest  on  which  is  arapW 
covered  by  the  saving  on  the  building  alone.    There  is  little  doubt 
that  the  present  defective  system  would  find  its  remedy,  even  without 
legislative  interference,  by  the  rates  of  insurance  rising  and  acting 
as  a  check  on  it.    But  still  much  mischief  must  arise  m  the  meai 
time  :  many  offices  even  now  refuse  to  take  the  risk. 

Fires  are  stated  rarelv  to  occur,  and  seldom  to  extend  in  cottagi 
property,  and  as  the  cost  of  a  party-wall  for  a  cottage  might  h 
about  30s.  to  insure  against  an  accident  which  seldom  happens,  mighJ 
this  sum  not  be  better  applied  in  laying  on  water  at  high  pressure 
which  would  afford  a  means  of  checking  fire  in  the  house  itself,  anc 
add  additional  facilities  for  cleanliness  ?— In  higher  class  houses; 
think  party-walls  should  be  retained,  because  the  expense  bears  i 
much  less  proportion  to  the  cost  of  insurance  than  when  applied  td 
the  lower  class  dwellings  ;  but  in  the  lower  class  dwellings,  the  ex 
pense  might  be  better  laid  out  towards  supplying  water  and  water 
closets  The  annual  cost  entailed  upon  the  tenant  by  a  party- wa I 
above  the  roof  would  be  about  3s.,  and  if  nine  inches  thick,  abou 
4s.  6d.  The  cost  of  laying  on  water  would  be  10s.  The  rental  o 
10.?.,  in  addition  to  the  annual  charge  for  water,  would,  according  ti 
the  present  rates  of  this  town,  be  about  8*.,  which  would  be swell  lai, 
out  in  the  promotion  of  cleanliness  and  health,  and  would  be  value, 
by  the  occupants  generally,  who  would  much  rather  pay  8s.  tor  a 
abundant  supply  of  water  than  4s.  for  a  party- wall. 

According  to  your  calculation  8s.  per  annum  would  cover  th 
expense  of  laying  on  and  supplying  water  where  it  does  not  aln-nd 
exist,  which  is  equivalent  to  an  addition  of  about  3s.  per  annun 
to  the  present  rates  which  the  poorer  classes  pay  for  procuring l 

*  Since  much  increased. 
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ater  from  stand  pipes ;  now  it  has  been  shown  that  a  water-  Mc0r^(!Jrtard 
loset  for  such  tenements  may  be  fitted  up  at  an  expense  of  31., 
r  at  an  annual  cost  of  4s.,  making  an  additional  total  cost  of  7s. 
n  the  rental  for  a  water-closet,  and  a  better  supply  of  water  to 
ach  house,  do  you  think  that  this  additional  cost  on  the  poorer 
wellings  would  be  well  incurred?  Decidedly  so  ;  the  advan- 
ces of  the  system  would  be  soon  appreciated,  and  the  poorer 
-lasses  would  generally  very  much  value  the  improved  system  on 
ccount  of  its  increased  cleanliness,  decency,  and  convenience. 
Do  you  conceive  that  there  would  be  much  risk  of  wanton 

amage  to  the  apparatus  ?  It  would  be  of  importance  in  the 

wst  districts  of  the  town  to  have  the  piping  of  iron,  or  some 
ther  cheap  material.  But  I  do  not  anticipate  any  damage  to  the 
pparatus,  except  insofar  as  the  want  of  experience  might  at 
-  rst  operate  in  producing  unintentional  mischief,  but  such  would 
e  of  as  little  consequence  as  the  breakage  of  street  lamps  in  com- 
arison  with  the  advantages  of  gas-light. 

In  respect  to  dwelling  houses  for  the  poor,  if  a  general  system  of 
rater-closets  was  introduced,  and  a  sufficient  supply  of  water  coll- 
ected with  sewerage,  do  you  consider  that  there  would  be  much  ob- 

jction  to  the  expenses  incurred  by  such  additions  ?  1  have  no 

oubt  of  the  expediency  of  providing  a  good  supply  of  water  under 
efficient  pressure  for  the  purpose  of  street  and  sewer  cleansing ;  and 
am  also  convinced  that  great  advantages  would  result  from  the  in- 
duction of  the  water-closet  system.  There  might  ba  a  few  pre- 
adices  to  encounter  at  first ;  but  I  am  assured  they  would  be 
•issipated  by  the  experience  of  a  year  or  two  in  the  benefit  and  ge- 
eral  good  economy  of  the  system.  No  tax  would  afterwards  be 
lore  willingly  paid  than  the  amount  requisite  to  reimburse  the  out- 
iy.  But  the  repayment  of  the  outlay  should  be  distributed  over  a 
>eriod  of  20  or  30  years,  for,  from  the  peculiar  way  in  which  many 
ecome  owners  of  building  property,  there  is  abundance  of  need  to  be 
areful  in  imposing  burdens  on  them. 

Have  you  considered  the  best  means,  in  the  event  of  the  introduc- 
i6n  of  the  water-closet  system,  of  applying  the  refuse  of  a  town  for 

nanure?  For  this  town  I  would  suggest  that  a  large  deput  be 

)rmed  in  the  manner  of  a  covered  well,  and  that  the  sewerage  of  the 
3wn  should  be  carried  into  it  by  a  system  of  main  sewers  placed  in 
he  direction  of,  and  under  the  general  line  of  the  rivers  and  brooks 
arming  the  natural  drainage  of  the  district;  that  the  present,  sewer- 
nouths  should  be.  dropped  into  these  drains  ;  and  that  the  contents 
WSV  the  large  covered  well  should  be  lifted  to  a  considerable 
'eight,  and  sent  into  the  counlry  by  pipes  laid  in  the  general  lines  of 
ie  navigation,  say  on  the  reverse  bank  from  the  towing-paths, 
^eans  should  be  provided  at  the  crossing  of  roads  for  charging 
ountry  carts  with  the  liquid  manure  ;  by  which  means  it  could  be 
onveyed  in  a  cheap,  efficacious,  and  economical  manner,  without  the 
'resent  nuisance  of  foul  rivers  and  putrid  canals,  or  roads,  as  in  some 
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Mr.  Edward    directions  at  present  existing,  lined  with  a  continuous  stream  of  dungl 
CorbeU-     carts.    The  garden  produce  of  these  districts  would  be  brought  int  J 
the  town;  and  the  system  of  taking  out  the  refuse  would  be  cheapel 
than  the  present  system,  and  free  from  the  nuisance. 

It  appears  to  me  that  the  low  lands  near  Oardsall  or  TrafforL 
Moss  are  well  suited  for  the  placing  of  the  lifting  pump  and  receive!, 
and  it  is  easy  to  construct  the  sewage  drains  in  such  manner  thal| 
on  the  occasion  of  a  heavy  rain  or  flood,  the  rivers  should  take  thl 
superabundant  water  as  at  present. 

The  cost  of  this  undertaking,  I  believe,  would  be  compensated  fc 
its  income,  together  wilh  the  sanatory  advantages  of  removing  tb 
nuisances  before  mentioned,  and  the  saving  of  cost  of  scavenging  i 
part.  I  am  not  prepared  to  say  accurately  what  would  be  the  co 
as  the  calculation  would  involve  the  outlay  of  more  time  than  I  ca 
afford  to  give.  I  have  thought  of  it,  and  of  all  the  objections  I  coul 
find;  but °all  were  trivial  in  comparison  of  the  benefils  to  be  receive 
by  the  adoption  of  the  system. 

How  do  you  obtain  in  Manchester  and  Salfordthe  necessary  fund 

for  sewering  and  paving  unimproved  districts  ?  Ultimately  froi 

the  owners  of  property  situated  in  the  districts  improved.  Tr 
expenses  are  considered  to  be  due  as  soon  as  the  work  is  finished. 

Does  any  inconvenience  arise  from  this  system  ?  It  is  frequent! 

very  oppressive,  especially  to  the  owners  of  cottage  property, 
have  known  instances  from  which  two  to  four  years'  rent  has  bee 
required  to  pay  the  charges  for  paving  and  sewering.    Of  coun 
where  the  income  of  the  owner  arises  from  the  property  alone,  tl, 
case  becomes  extremely  oppressive. 

If  the  payments,  instead  of  being  demanded  at  once,  were  rein 
bursed  in  equal  annual  instalments  with  interest  over  an  extendi 
term  of  years,  would  this  mode  be  an  equitable  and  popular  one  i 

reimbursing  the  outlay  ?  It  would  be  a  great  improvement  cs 

the  present  system,  and,  if  spread  over  a  term  of  20  years,  wou 
scarcely  be  felt ;  but  the  owner  should  have  the  option  of  payh 
the  expense  at  once  if  he  choose. 

Would  such  a  mode  of  levying  the  expense  remove  the  prn 

cipal  objection  to  the  improvement  of  ill-conditioned  localities  ?  

Decidedly  so  ;  it  is  my  belief  that  it  would  cause  the  improvemei 
of  such  localities  to  be  earnestly  sought  for  by  the  owner. 

The  air  in  the  houses  of  the  poorer  classes  is  generally  in  a  vei 
unwholesome  state ;  do  you  think  dwellings  coidd  be  better  ventilate 

at  small  expense  ?  The  adoption  of  a  proper  means  of  ventilatu 

for  public  and  private  buildings  is  of  great  importance;  the  chi 
difficulty  is  first  to  give  a  sufficient  idea  of  its  importance  to  thoi 
who  are  yet  ignorant  of  the  subject,  and  to  adopt  a  system  wluc 
should  be  free  from  objection  as  to  producing  too  much  centilatioiM 
stormy  weather  or  high  winds.  This  should  be  done  on  the  prii 
ciple  of  allowing  the  air  to  come  into  the  rooms  by  a  much  larger  or 
fice  or  orifices  than  the  aperture  for  its  exit,  and  by  providing  a  val\ 
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on  the  principle  of  the  self-acting  flood-gate,  to  prevent,  sudden  puffs  Mc™™rd 

of  wind;  and  to  provide  at  the  roof  exit  a  hooded  funnel,  so  contrived 

as  always  to  turn  its  vent  in  the  direction  of  the  wind,  and  to  have  a 

similar  valve  near  its  orifice,  so  that,  in  case  of  a  reverse  draught  by 

any  change  of  wind  or  derangement  of  the  apparatus,  no  harm  would 

ensue.    The  valves  should  be  perforated,  to  allow  a  lessened  action 

when  they  close.    In  providing  ventilation  for  new  buildings,  the 

work  would  be  easily  managed ;  and  generally  it  is  easy  to  adopt 

a  cheap  and  efficacious  method  of  ventilating  existing  buildings. 

The  valve  I  have  mentioned  should  be  a  disk  of  wood  or  metal, 

hung  on  pivots  in  its  centre  of  gravity,  but  formed  broader  on  one 

-ide  of  the  pivots  than  on  the  other,  and  so  weighted  as  to  have  a  bias 

ending  to  keep  it  open,  except  in  case  of  a  reverse  draught  of  wind, 

«vhen,  by  the  action  of  its  broader  side,  it  would  shut  it. 

It  has  been  suggested,  that  in  lieu  of  window-tax  an  equivalent 
revenue  might  be  obtained  to  Government  by  levying  the  tax  on 
;he  cubic  contents  of  the  house,  on  the  assumption  that  each 
louse  requires  a  certain  amount  of  light  and  air ;  do  you  consider 
diat  this  mode  of  charging  the  window-tax,  while  it  occasioned  no 
•loss  to  the  revenue,  would  operate  favourably  by  promoting  the 
access  of  light  and  the  facilities  of  ventilation  to  the  dwelling- 
houses  ?  1  consider  that  it  would  be  a  very  great  benefit,  and 

a  more  popular  and  equitable  system  of  charging  the  tax  than 
;hat  at  present  in  operation.  It  would  render  light  and  ventila- 
:ion  ore  easily  attainable.  The  poor  would  have  the  benefit  of 
this  arange  ment  by  making  the  line  of  exemption  from  the  tax, 
at  such  a  standard  as  will  suffice  for  a  working  man's  comfortable 
residence,  instead  of  the  present  mode  of  fixing  a  minimum  num- 
-ber  of  windows.  The  poor  man's  cottage  would  thus  have  as 
riany  windows  as  were  requisite.  I  conceive  that  such  a  system 
-vould  be  highly  advantageous  to  all  parties. 

Do  you  consider  the  local  authorities  to  be  the  proper  power  to 
appoint  the  officers  to  have  the  control  of  the  sewering  and  laying 
Jut  of  streets  and  sanatory  regulations  for  towns  and  populous 
districts?  1  think  it  much  more  advisable  that  the  responsi- 
bility of  the  district  surveyors  and  sanatory  officers  should  rest 
vith  a  national  board  of  public  works  ;  for,  setting  aside  the  ten- 
ancy of  local  interests  swaying  such  bodies,  I  think  the  fact  of 
such  offices  being  liable  to  change,  greatly  prevents  their  efficacy, 
•he  parties  being  often  chosen  irrespectively  of  their  possessing 
such  knowledge  as  the  subjects  require.  And  there  is  in  the  cen- 
rahxahon  of  power  the  great  advantage  of  centralization  of  inform-, 
ition  and  knowledge,  which  renders  such  placing  of  responsibility 
"ghly  beneficial.  I  would  instance  the  Registration  Act,  and  the 
lew  Poor  Law,  out  of  which  we  may  say  the  present  inquiry  has 
inaenj  m  consequence  of  the  focalizing  of  information  on  the  causes 
f  V?V^'  disease,  and  death ;  and  it  is  manifest  that  the  utility 
>i  the  best  constituted  local  powers  could  not  have  led  to  such 
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Mr.  Edward',  valuable  results,  or  given  materials  for  such  an  accumulation  of 
corbett.  knowiecige  as  these  Acts  have  produced,  unless  there  had  been 
a  point  of  union  for  their  various  branches  of  information.  And 
from  these  facts  and  experiences,  and  my  own  ideas  on  the  subject, 
I  should  think  it  much  more  proper  that  the  officers  should  be 
appointed  by  a  central  board,  and  act  under  its  control.  I  have 
read  Mr.  Holme's  evidence,  which  1  think  is  very  generally  appli- 
cable to  Manchester.  I  quite  agree  with  him  as  to  the  necessity 
of  a  central  control,  and  his  description  of  the  necessary  qualifica- 
tion of  a  district  surveyor  quite  coincides  with  my  own  views. 


„  .     hVv  Mr.  JOSEPH  KAYE,  Builder. 

Mr.  Joseph  Kaye  T   V,  T 

How  many  houses  have  you  built  in  Huddersneld  i  1  heue\ 

that  I  have  built  nearly  one-third  of  Huddersneld. 

What  number  of  men  do  you  employ  ?  1  now  employ  about 

250 ;  at  other  times  I  have  employed  about  1,100  men, 

Have  you  observed  the  mode  in  which  other  towns  are  built  anc 

new  houses  erected?  If  there  had  been  a  Building  Act  n 

Huddersneld  it  would  have  been  of  great  advantage  to  the  town 
that  is,  if  it  regulated  the  drainage ;  if  it  regulated  the  cleansing  o 
the  towns,  in  respect  to  the  privies.  All  the  town  here  belongs  t( 
one  landlord,  Sir  John  Ramsden,  who  compels  the  formation  o 
wide  streets,  and  the  building  of  good  straught  houses.  1  think  i 
would  have  been  well  for  other  towns  to  have  had  regulations  as  t< 
the  width  and  directions  of  the  streets.  I  think  provision  should  b 
made  for  having  areas  in  the  front  of  houses,  as  it  tends  to  kee] 

them  dry.  .  .  n 
Are  the  smaller  houses  in  Huddersneld  built  with  party  walls 
 The  walls  are  usually  built  a  brick  in  length,  that  is,  9  inche 

in  thickness.  -\t  \ 

Have  you  ever  found  fires  extend  through  the  wails  I  -JNo, 

never  have.  A  fire  took  place  in  the  next  house  to  mine  th 
morning  ;  it  is  a  grocer's  shop,  and  a  large  quantity  oi  paper  thei 
had  burned  very  rapidly,  and  consumed  the  whole  of  the  t  hings 
the  shop  before  it  was  put  out,  but  the  fire  did  not  extend  to  ni 
house  at  all.  I  have  heard  of  fires  extending  from  house  to  nous 
in  other  towns,  but  not  in  this.  .  .  I 

Do  you  conclude  that  it  is  not  requisite  to  provide  in  respect  1 
this  town  for  the  building  of  party-walls  for  protection  against  tu x 

 I  certainly  conclude  not;  there  is  no  occasion  to  make  U 

houses  more  than  a  brick  in  length  in  thickness. 

Do  you  find  that  fires  are  very  frequent  amongst,  the  npus 
occupied  by  persons  of  the  labouring  classes?  1  hey  are  >ei 

rare  indeed.  .  ,  ,  t] 

There  appears  to  be  a  large  proportion  of  the  town  w he  e  tl 
houses  are  not  properly  drained.  Suppose  it  to  be  provided  th 
they  should  be  drained  and  cleansed  on  a  principle  similar 
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le  water-closet,  what  would  be  the  first  obstacle  to  the  accom- Mr.  Joseph  Kayo. 

-lishment  of  that  object  ?  The  first  obstacle  would  be  the 

xpense. 

If  the  work  were  done  on  a  large  scale,  and  under  regulation, 
jould  not  the  persons  having  charge  of  the  sewers,  or  other  local 
mblic  works,  be  enabled  to  do  it  not  only  better  but  much  cheaper, 

han  private  individuals  could  do  it  for  themselves  ?  1  should 

hint  they  might,  do  it  one-third  cheaper,  and  certainly  much  better ; 
11  the  little  builders  are  quite  strangers  to  such  work. 

If  the  persons  having  charge  of  the  public  sewers  and  drainage 
re  re  enabled  to  raise  the  money  for  doing  this  by  loan,  and  were  to 
jpay  the  principal  and  interest  for  the  works  by  a  rate  spread  over 
period  of  years,  would  not  such  an  arrangement  remove  the  chief 

bjections  in  respect  to  expense  to  the  drainage  of  old  houses  ?  

certainly  think  it  would  be  an  excellent  thing,  especially  for  the 
ouses,  which  are  done  by  working  men.  It  is  the  practice  in  this 
)wn  for  working  men  to  put  into  what  is  sometimes  called  a  build- 
.ig-club;  sometimes  a  money-club.  When  they  ha  ve  accumulated 
■erhaps  fifty  pounds,  they  will  go  and  build  a  house  that  costs 
erhaps  seventy  or  eighty,  but  are  unable  to  complete  it.  The 
rainage  of  these  houses  is  particularly  bad.  The  privies  are  the 
tst  things  erected,  and  they  are  generally  very  badly  done.  They 
ave  no  capital  to  get  on  further.  In  all  such  cases  the  plan 
roposed,  which  would  avoid  the  necessity  of  an  immediate  outlay, 
ould  be  a  great  advantage.  It  would  be  a  capital  thing  for  the 
ibouring  classes  here  to  charge  for  the  drainage  and  cleansing,  and 
lying  water  on  in  the  old  houses  as  a  rent.  It  would  be  one  of 
ie  best  things  that  could  be  done.  I  believe  the  inhabitants 
ould  like  it.  I  have  read  the  printed  note  on  the  principle  of 
efraying  such  expenses,  and  I  see  nothing  in  it  that  is  against  my 
und.  It  would  greatly  facilitate  each  street  paying  for  its  own 
were,  which  would  be  far  better,  when  they  were  paid  for  as  a 
mt,  than  charging  the  expense  on  a  district. 
It  is  stated  that  in  all  those  houses  of  the  labouring  classes  where 
ie  water  is  already  laid  on,  that  if  it  were  done  on  a  large  scale  a 
leap  apparatus  of  the  nature  of  a  water-closet  might  be  laid  on, 
ith  glazed  pot  soil-pipes  to  carry  off  all  the  refuse  and  slops  from 
ie  house,  and  make  it  clean,  at  an  expense  of  an  outlay  of  21.  or 
'<•  per  tenement,  involving  a  rate  or  additional  rent  of  2,?.  or  3*. 
er  annum.  Do  you  believe  that  the  labouring  classes  would,  after 
>eing  the  work  done  in  some  instances,  so  far  appreciate  the  advan- 
ces of  the  additional  cleanliness,  and  making  the  house  "  always 
veet,    as  to  be  willing  to  pay  2s.  or  3s.  per  annum  for  it  ?- 


ly  idea  is  that  they  would.  In  the  areas  for  good  houses  we  now 
at  water-closets  for  the  servants ;  they  are  becoming  very  common 

d  \  u  aronow  belter  made  and  much  cheaper  than  formerly: 
na  the  better  houses,  built  within  the  last  seven  years,  have  not  the 
nells  about  them,  that  the  better  houses  built  formerly  have.  The 
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Mr.  iosni)hKayc.sevvants  prize  them  very  much,  and  they  will  become  common  fo 
labouring  men,  where  there  is  a  convenience  in  getting  into 
common  drain.  Indeed  ihe  water-closets  have  been  built  for  th 
servants,  in  consequence  of  the  servants  using  those  made  for  thei 
masters,  instead  of  going  to  their  own  privy  in  the  yard.  Wher 
ever  we  have  fevers  in  this  town,  it  is  generally  in  those  place 
where  the  privies  are  badly  kept,  and  where  there  is  a  pool  t 
water  stagnant,  perhaps,  for  one-half  the  year. 

Besides  provision  for  drainage  in  any  Building  Bill,  what  otht 
measure  do  you  think  requires  to  be  provided  for  compulsorily] 

 Undoubtedly  ventilation;  it  is  even  more  important  tha 

anything  I  have  yet.  mentioned.  Proper  arrangements  for  ventilatioj 
may  be'provided  at  an  expense  that  is  to  be  considered  next  tl 
nothing.  A  good  house  may  be  ventilated  for  a  few  shilling 
Here  the  poor  are  badly  off  for  ventilation ;  they  have  scarce 
sash  or  a  pane  that  will  open,  and  ventilation  flues  for  cottages  ai 
almost  unknown.  Where  people  are  living  in  numbers,  the  clos 
smell  you  experience  on  entering  their  rooms  is  extremely  oppre: 
sive.  If  the  ventilation  were  duly  attended  to,  I  am  convinced  th; 
far  fewer  doctors  would  be  needed  than  now  are.  I  would  nevt 
have  a  house  built,  if  it  could  be  avoided,  without  a  flue  apprc 
priated  for  the  purpose  of  ventilation.  I  venture  to  say  that  tl 
execution  of  such  a  provision  might  be  very  safely  left  to  tli 
discretion  of  any  proper  officer. 

Have  you  ever  any  houses  fall  down,  or  is  life  endangered  i 
this  district  from  defects  in  respect  to  thickness  of  walls  or  floors 
 I  recollect  nothing  of  the  kind.    Our  houses  are  usually  bui 

with  stone.  . 

Have  you  had  any  failure  of  any  public  buildings  attended  wit 
loss  of  life,  which  might  be  evidence  of  the  necessity  of  legislate 
in  that  respect  ?  None  whatever. 

When  you  build  cottages,  do  you  carry  up  the  walls  above  th 

roof,  so  as  to  protect  them  against  fire?  We  do;  we  can 

them  up  to  the  top  because  it  saves  timber;  it  saves  binding  :  tl 
wall  up  to  the  top  does  not  cost  half  so  much  as  a  bindin 
•would  cost.   

Mr.David  mp<  DAVID  THORP,  Surveyor  to  the  Corporation  of  Hull. 

Have  you  been  concerned  in  laying  out  any  new  districts  ?  

I  laid  out  the  South  Cliff  of  Scarborough,  which  is  called  a  ne 
town.  in', 

What  would  be  the  expense  of  a  party-wall  for  an  ordinal 

labourer's  tenement  in  Hull?  About  eight  guineas,  on  an  ave) 

age,  for  the  whole  expense  of  a  one-brick  party-wall  for  a  comnio 
sized  two-story  tenement,  17  feet,  high,  and  20  feet.  deep. 

At  the  ordinary  purchase  of  such  property,  what  would  be  th 
additional  rent  which  the  erection  of  such  a  wall  would  incur? — 
Between  5s.  and  6s.  per  house  per  annum. 


Party-walls  unnecessary  except  above  the  Roof. 
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What,  is  the  present  rate  of  common  insurance  in  this  town  for 

ich  houses  as  are  now  built  without  party-walls  ?  The  common 

surance  is  about  Is.  6d.  per  cent. ;  they  would  not  insure  such 
ouses  for  more  than  100/.,  that  is  about  4*.  6d.  per  annum,  in- 
usive  of  duty. 

The  party-wall  not  being  preventive  of  fires  within  the  house, 
id  only  preventive  of  the  extension  of  fires  beyond  the  house,  may 

not  be  presumed  from  the  low  rate  of  insurance  here,  where 

ere  are  no  party-walls,  that  fires  in  houses  of  the  labouring 
asses  are  so  far  unfrequent,  and  the  extension  of  them  still 
ore  so,  as  to  render  the  building  of  party-walls  for  the  prevention . 

'  the  extension  of  fires  unnecessary?  Yes.    It  is  the  practice 

:re  on  building  tenements  to  omit  the  gabels  in  a  row  of  houses 
ected  together.  I  would  recommend  that  it  should  be  imperative 
i  parties  to  carry  up  the  same  to  the  under  side  of  the  tiles  or  slates. 

Are  you  aware  that  for  an  expenditure  of  4.s.  or  5s.  per  annum 

iter  may  be  laid  on  in  the  houses  of  the  labouring  classes  ?  

^es;  it  might  be  through  the  principal  part  of  the  tenements 
habited  by  the  labouring  classes. 

Do  you  not  consider  that  an  apparatus  of  the  nature  of  a  water- 
-oset  may  be  made  so  cheap  as  to  be  generally  applicable  to 

bourers'  tenements?  1  have  no  doubt  of  it;  indeed  I  have 

id  experience  of  it.  I  have  constructed  water-closets  for  the  Hull 
10I,  which  closets  consist  of  an  iron  soil-pan  and  pipe,  on  the  plan 
inexed.  The  soil-pan  is 
)out  10  inches  in  dia- 
eter,  the  pipe  about  five 
ches,  and  made  of  iron  ; 
le  pan  and  pipe  are  joined 
■gether  by  what  is  called 
bell-end,  run  in  with  lead, 
am  not  prepared  to  state 
leir  cost,  but  if  num- 
;rs  were  made  they  might 
3  made  at  low  prices; 
ss  than  1/.  each.  This 
•me  kind  of  closet  made 
earthenware  may  be 
"cedat  about  8*.  each.  I  know  a  person  who  has  just  fixed  them 
some  of  the  lock-ups  in  the  neighbourhood  ;  I  believe  they  are 
ade  at  Chesterfield. 

How  do  they  act  ?  It  is  quite  sufficient  to  prevent  any  smell 

>ming  into  the  room  from  the  drain  ;  and  it  passes  the  soil  and 
evything  well,  although  there  is  no  regular  supply  of  water,  and 
uy  such  water  is  used  as  may  be  put  in  from  time  to  time,  the 
>n-pan  being  in  fact  used  as  a  sink.  But  it  would  Joe  a  proper 
nprovement  to  have  regular  supplies  of  water,  and  then  the 
pparatus  would  work  completely. 


Mr  David 
Thorp. 
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Mr. David        What  would  be  the  present  price  of  a  cast-iron  soil-pipe?  

orp"      About  3*.  6d.  per  yard  at  the  present  price  of  iron. 

What  would  be  the  extra  expense  of  the  soil-pan?.  If  then  i 

were  large  numbers  done,  it  might  be  got  for  less  than  10s.  extra.  , 

Would  not  strong  pot  pipes,  luted  with  old  Parker's  cement  i 
glazed  inside,  which  it  is  stated  may  be  had  at  3hd.  or  4d.  pel 
foot,  answer  the  purpose  of  soil-pipes  for  the  tenements  of  the 

labouring  classes?  Yes,  if  they  are  so  laid  as  to  avoid  tin 

chances  of  breakage. 

Will  not  the  glazed  earthen  pipes  have  the  advantage  of  beinc 

Jess  liable  to  be  oxydized  ?  1  think  they  would,  and  that  woulc 

be  an  advantage  in  their  favour. 

It  is  stated  that  water-cocks  may  be  made  which  will  admit  tin 
flow  of  a  given  quantity  of  water  and  no  more ;  and  that  in  cast 
water  is  always  kept  on  in  the  premises  at  high  pressure,  watei 
may  be  so  applied  at  an  extra  expense  of  4*.  or  5s.  for  the  cleanse 
ing  of  the  water-closet  without  the  expense  of  a  water-tank  tc 
supply  a  proper  fall  of  water  ? — ■ — Such  an  apparatus  would  undoubt-i 
edly  be  a  great  improvement  in  its  application  to  the  water-closet 
and  would  be  generally  adopted  if  it  could  be  brought  in  at  a  loxi 
figure;  such  an  apparatus,  and  stench-traps  to  the  grates  in  the 
streets  would  be  invaluable  additions  to  the  public  health. 

Have  you  any  doubt,  from  your  experience,  that  if  such  appa- 
ratus for  cleansing  could  be  made  on  a  large  scale,  it  might  be 
introduced  and  fixed  in  labourers'  tenements ;  and  trapped  com- 
munications be  opened  into  the  public  sewers  at  an  expense  pei 
tenement  not  exceeding  21.  ;  or  if  it  were  spread  over  a  period  ol 
time  and  retained  and  levied  as  a  rent,  at  an  expense  of  Is.  pei 
tenement  per  annum,  or  less  than  a  halfpenny  per  week  per  tene- 
ment, or  where  there  are  two  families,  a  halfpenny  per  family  ? 

 1  have  no  doubt  of  it ;  but  in  order  to  ensure  cheapness  in  the 

article  it  must  be  done  by  a  public  authority.  Such  an  apparatus 
would  be  properly  used  as  a  sink,  and  some  of  the  lowest  of  the 
low  might  throw  ashes  in,  but  the  great  bulk  of  the  people  woidd 
use  it  properly.  I  have  heard  of  no  complaint  of  misusage  of  the 
apparatus  in  the  prison,  imperfect  as  is  their  supply  of  water. 

What  is  the  expense  of  main-drains  in  use  for  courts  at  Hull  ? 

 About  3s.  or  3*.  6d.  per  yard,  2  feet  by  18  inch  barrel  or 

arched  brick  drains. 

What  would  that  be  per  tenement  ?  In  a  court  or  square  it 1 

would  be  about  61.  for  12  houses,  or  10*.  per  tenement.  Many 
of  our  squares  have  not  12  houses,  and  some  only  houses  on  one 
side. 

If  charged  as  a  rent  together  with  the  charge  for  keeping  it  in  j 
repair,  how  much  would  it  come  to  per  annum  ? — —Not  much  J 
above  6d.  per  annum.    If  there  were  proper  supplies  of  water,  the 
drains  would  be  kept  cleansed,  and  would  require  no  opening.  We 
find  that  those  drains  which  are  flushed  out  by  the  water  from  the 
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locks  in  Hull  are  kept  quite  clean.    We  flush  the  drains  of  the    Mr.  DavM, 
jaol  and  keep  them  perfectly  clean.    They  are  now  flushed  once  rtKt& 
i-month.    Before  that  time  they  were  not  cleansed  more  than 
>nce,  perhaps,  in  two  years.    Cases  of  fever  arose  which  are  now 
inknown. 

From  experience  and  positive  experiments  made  at  Hudders- 
ield  and  other  places,  it  appears  that  if  water  is  kept  on  at  a  high 
pressure  the  streets  may  be  cleansed  with  a  hose  in  the  same 
nanner  as  they  are  cleansed  in  Philadelphia  and  other  places, 
chere  the  pavements  are  made  as  clean  as  a  ship's  deck  daily,  and 
he  windows  and  fronts  of  the  houses  once  a-week ;  that  a  mile  of 
treet  60  feet  wide  may  be  swept  by  water  (from  hoses  attached 
d  stand-pipes)  at  an  expense  of  about  7  s.  the  mile.  If  this 
system  were  adopted,  would  it  not  be  of  great  additional  value  in 
iving  a  flushing  to  the  main-drains  and  sewers  at  each  time  of 

treet  cleansing  ?  Yes,  it  would  have  that  value,  and  it  would 

>e  a  great  saving  at  auy  rate.    My  only  doubts  to  this  question 
i  the  smallness  of  the  stones  that  our  streets  are  paved  with,  and 
he  extra  expense  of  raising  water  by  steam-power, 
i  It  is  estimated  that  one  sweeper  sweeps  1000  square  yards  per 

iem.  What  is  the  pay  of  scavengers  in  Hull  ?  About  Is.  6d. 

i-day,  or  95.  per  week,  at  this  time,  when  people  are  out  of  work  ; 
aat  would  give  an  expense  of  21.  12*.  6d.  per  mile  of  street  60 
3et  wide  for  cleansing  by  sweeping. 

And  that,  too,  for  a  mode  of  cleansing  which  leaves  much  sur- 
ice  dirt,  that  cleansing  by  water  or  flushing  would  remove  entirely  ? 
 Certainly. 

I  Is  the  refuse  obtained  by  the  surface  cleansing  of  the  streets 

urchased  as  manure  ?  1  am  not  aware ;  the  cartage,  however, 

!  certainly  paid  for. 

Are  the  drains  in  Hull  trapped  ?  1  am  not  aware  of  more 

ian  three  street-grates  in  the  town  which  are  trapped,  and  those  I 
ave  put  in  myself. 

What  proportion  of  the  drains  in  the  town  are  flushed  regularly  ? 
1  believe  not  half  of  them,  but  they  are  not  under  my  control, 
•id  I  cannot  speak  positively.  Many  of  our  streets  have  not  any 
lain-drains,  and  others  very  inefficient  ones. 

You  have  the  charge  of  the  water-works  belonging  to  the  town, 
ave  you  not?  Yes,  I  have. 

If  the  piping  for  the  private  supplies  were  comprehended  as  part 
the  same  general  system  of  distribution,  (as  in  fact  they  are,) 
nd  were  provided  for  to  be  laid  down  and  kept  in  repair  under 
fie  contract,  how  much  cheaper  might  the  work  be  done  than  it 
in  now  be  done  separately  by  private  individuals  each  employing 

is  own  plumber?  From  10  to  15  per  cent,  cheaper  certainly. 

thl        bitherto  been  the  practice  of  joint-stock  companies  and 
ers  to  *ay  down  single  iron  mains  in  the  streets.    What  is  the 
ractice  here ;  what  sized  mains  are  put  down  for  a  street  say  60 
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Mr.  David    feet  wide?  It  varies  with  the  distance  from  the  water-work-  ;  ■, 

Thorp-  those  near  are  of  course  wider  than  those  at  a  distance  from  the  I 
works.  A  six-inch  iron  main  would  in  general  be  used  for  such  a  1 
street 

Then  a  single  pipe  is  used  for  each  street?  Yes,  at  present; L 

in  the  new  works  it  is  intended  to  have  mains. 

In  a  street  of  60  feet  wide  with  houses  on  both  sides,  there  must 
be  60  feet  of  lead  pipe  belonging  to  the  two  opposite  houses. 

What  would  that  cost?  1  believe  it  could  be  laid  down, even  at 

present,  for  about  7d.  per  foot,  or '35s.;  but  we  have  very  few! 
streets  in  Hull  of  60  feet  wide,  and  in  many  streets  the  cisterns  are 
placed  in  areas,  and  in  that  case  30  feet  of  piping  would  not  bd 
required  for  each  house.  ,  .     .  it 

On  medical  grounds  the  use  of  lead  pipes  is  objectionable ;  one 
effect  of  the  infusion  oflead  in  small  quantities  is  constipation,  and 
instances  are  stated,  even  from  this  town,  of  paralysis,  and  the  colicd 
pictonem,  from  the  use  of  water  where  the  quantity  of  lead  lias 
become  excessive;  it  appears  that  the  purest  water  often  acts  the 
most  powerfully  in  oxydizing  lead?  1  believe  that  when  cis- 
terns are  kept  full  there  is  little  danger;  but  when  other  matter] 
such  as  leaves,  get  in.  and  the  atmosphere  can  act  to  decompose  the 
lead  then  there  is  danger.    I  had  indeed  an  instance  m  tiie  case  ol 
one  of  my  tenants.    It  is  conceived  that  some  leaves  fell  into  the 
gutters  round  the  top  of  the  house  which  collect  the  rain-water,  and 
decomposed  the  lead  of  the  gutters.     He  and  his  housekeepe 
drank  the  rain-water:  the  housekeeper  died  rather  suddenly;  he 
was  dangerously  ill,  but  he  escaped  with  paralysis     R.  Craven 
surgeon,  and  Dr.  Alderson  engaged  T.  J.  Pearsall  an  eminen 
chemist,  to  analyse  the  water,  who  pronounced  that  the  lead  wa? 
the  cause  of  the  disaster.  .        ...         ,  , 

Are  you  aware  that  with  some  waters  lead  pipes  which  are  alter 
nately  full  and  empty  do  not  wear  so  long  as  pipes  that  are  con 

stantlv  full?  1  have  not  myself  seen  that  sort  of  decay  How, 

ever,  I  do  not  see  why  iron  pipes  should  not  be  laid  from  the  mains 
into  the  houses.  If  they  were  provided  on  a  large  scale,  all  bend 
and  proper  appliances  for  carrying  water  into  the  houses  might  b. 

maele  in  iron.  .  , 

What  would  be  the  comparative  expense  of  iron  as  against  leac 

pipe?  About  half  the  expense  if  they  were  made  of  cast  iron. 

But  even  suppose  lead-pipes  were  retained ;  would  it  not  be  a; 
advantageous  arrangement  to  have  two  main  pipes  instead  ol  on 
down  each  street?  What  would  be  the  expense  ot  two  iron  pipe 
instead  of  the  one  mentioned,  a  six-inch  iron  main,  for  a  street  b< 

feet  wide  ?  Two  four-inch  pipes,  which  would  perhaps  sumcc 

would  be  of  the  same  weight  and  expense  as  one  six-inch  pipe 
There  would  be  some  aelditional  expense  for  laying  the  two  pipe 
down,  but  that  would  not  be  important.  There  would  be  the  kboU 
and  repaying  difference,  and  an  additional  cost  m  joints ;  but  1  tlnni 
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lev  would  increase  the  friction,  and  require  more  power  at  the  Mr.  David 
rater-works.  1 

But  it' the  pipes  were  placed  near  the  kerb-stones,  what  length  of 

3ad  pipe  might  be  saved  to  the  private  individuals  ?  About  45 

3et  for  the  two  houses. 

Would  not  the  whole  saving  be  about  30s.,  or  15s.  per  house,  or 

d.  of  the  rate  per  annum  ?  1  think  it  might  be  about  that,  as 

ome  part  of  the  length  must  be  inch  pipe  at  lOd.  per  foot. 

Besides  this,  is  there  not  the  saving  of  the  expense  of  frequently 

reaking  up  the  streets?  rYes,  and  that  is  a  very  important 

ling  indeed,  saving  obstructions  and  inconvenience  as  well  as  of 
loney ;  the  streets  are  never  so  well  in  condition  after  they  have 
een  broken  up  for  these  purposes. 

I  It  appears  to  be  the  practice  in  some  parts  of  this  town  to  have 

II  coal-ashes  and  dust  removed  daily,  and  that  this  exercises  a 
ary  beneficial  influence  on  the  habits  of  cleanliness  of  t  he  districts ; 

0  you  see  any  objection  to  this  practice  being  made  general?  • 

[one  at  all  of  the  daily  removal ;  for  all  small  property  there  are 
lenty  of  people  who  will  take  it  away,  and  I  should  think  also  for 
ie  market  sweepings,  such  regulations  would  be  practicable, 
'here  might  be  some  objections  by  the  wealthier  part  of  the  com- 
lunity  at  the  intrusion. 

Have  there  been  many  fires  in  Hull  ?  Not  many ;  the  last 

jrge  fire  happened  at  a  tan-yard. 

Was  there  water  wanting  then  ?  Yes,  it  was.    It  has  been 

marked  for  years  that  fires  have  generally  happened  when  the 
de  was  down ;  -and  fires  might  have  been  got  under  if  the  tide- 
ater  had  been  within  reach. 

Are  you  aware  that  at  Preston,  and  other  places,  where  the 
ater  is  kept  on  at  high  pressure,  so  as  to  be  thrown  in  a  minute 
vev  the  highest  houses,  that  the  loss  of  time  in  sending  to  a  dis- 
.nce  for  a  fire-engine,  and  the  chances  of  the  engine  being  out  of 
•der,  are  avoided,  and  that  the  water  is  brought  to  bear  at  once  in 
ie  or  two  minutes,  instead  of  in  half  or  three-quarters  of  an  hour  ? 

I  was  not  aware  that  such  was  the  case  in  those  places ;  but 
ich  an  arrangement  would  be  of  very  great  advantage  in  respect 
'  security. 

The  extra  cost  of  keeping  water  on  at  high  pressure  night  and 
iy  (for  such  a  town  with  no  adjacent  elevation),  either  by  an 
evated  reservoir  or  by  keeping  a  steam-engine   constantly  at 

01  k,  is  estimated  at  about  one  shilling  and  sixpence  per  tenement, 
ie  with  another,  per  annum.    Would  not  such  a  charge,  less  than 

artning  a-week,  be  an  economy  of  insurance,  even  for  a  labourer's 
nement  ?— _ -I  uave  110  doubt  that  if  such  arrangements  were 
iade,  a  considerable  proportion  of  the  houses  in  Hull  would  have 
^.er  "a'd  on  in  every  landing  in  the  house.  I  am  inclined  to 
?  leve  that  many  of  them  would  dispsnse  with  insurance  altogether, 
tit  the  corporation  would  require  additional  power  to  charge  for 

vol.  n. 
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Mr.  Bavid    the  extra  cost,  as  they  are  now  limited  to  one  certain  price  for  day 
Ti'orp.      oniv>  and  tnat  the  lowest  scale.  _  •     ,  •  . 

Have  you  seen  the  cocks  such  as  are  m  use  in  Bolton,  m  wind: 
the  water  only  runs  when  the  hand  is  kept  pressed  upon  it,  and 
stops  when  the  pressure  is  removed?  Might  not  the  proper  use  o 
such  a  cock  obviate  the  water  company's  objections  to  keeping  xa 
water  at  high  pressure,  that  there  would  be  much  of  what  is  callec 

waste  by  ignorant  and  careless  people?  We  have  a  cock  o(  thi: 

description  in  use  in  this  town,  which  was  furnished  by  our  eiigi 
neer  Thomas  Wicksteed,  Old  Ford,  which  might  be  more  exten 
sively  used :  but  the  fact  is  that  the  greatest  waste  we  experience* 
in  the  present  system  of  having  the  water  occasionally  on  an. 
generally  off;  the  careless  people  finding  the  water  does  not  rur 
leave  the  tap  open ;  and  when  the  water  does  come  on,  it  run 
away  for  hours  before  they  are  up,  or  when  they  are  out  Ihis  i 
a  constant  source  of  waste.  We  are  obliged  to  threaten  th  s 
people  to  cut  off  the  water,  but  the  waste  continues,  and  from  th 
very  circumstance  I  believe  that  keeping  the  pipes  constantly  fu 
would  be  a  great  saving  of  water. 

Under  the  suggested  arrangements  the  cost  per  tenement  of  th 

labouring  classes  would  be — 

Keeping  the  water  always  in  the  house  at  high 

pressure,  for  domestic  use,  and  for  the  prevention      Pei  Ann.  eOU> 
of  fire,  and  for  street  cleansing,  from   .     .    .     .      l>«.  to  a*. 
The  cost  of  the  cleansing  apparatus  and  of  house  and      ^  ^ 

street  drain    

Total  per  week  2i 

ao-ainst  which  is  to  be  set  the  saving  of  insurance  against  sickne 
the  saving  of  insurance  against  fire,  and  domestic  convenience ^ 
comfort.  Would  there  be  any  objection  to  the  apphcat on i  of  m 
a  system  to  the  old  districts,  and  securing  its  extension  to  new  on 
by  general  and  cumpulsory  measures  of  economy  /  1  siiou 

thlDonyou  think  there  would  be  much  difficulty  j^T^d 
houses  which  are  badly  ventilated,  or  houses  occupied  by  the ,  labjd 
ing  classes,  in  compelling  them  to  provide  ventilation  by  an  aj 
ture  opening  from  a  superior  part  of  the  room  into  asmoke >  fluej 
otherwise,  to  the  satisfaction  of  the  surveyor  or  other  propej 

qualified  public  officer?  1  think  the  expense  would  b  v* 

trifling  if  the  ventilating  flue  were  carried  into  a  smok flue  a 
that  might  very  properly  be  required  to  be  done  foi  old  hous. 
and  a  small  flue  built  for  the  purpose  in  new  cottages  . 

Have  you  read  the  evidence  of  Mr.  Kaye  the  builder  of  Hi 
dersfield,  in  respect  to  the  provisions  of  a  Building  Bill.'        1  J 

1  How  far  do  you  concur  in  it?  Generally  I  concur  inj 

The  e  is  a  variation  in  the  mode  of  building  between  that  distJ 
and  ours     Thev  have  stone  walls,  which  arc  stronger  than  ou 


Reduced  timber  of  Officers  for  Public  Works.  339 

they  cannot  build  their  gable  walls  so  thin  as  ours.    I  fully  concur  •  Mr.  David 

in  what  he  says  as  to  the  advantage  of  spreading  any  charo-e  ThMp. 

for  new  works  to  old  or  new  houses  over  a  length  of  time,  and 

enabling  parties  to  pay  it  as  a  rent.    Such  charges  for  the  paving 

or  drainage  often  fall  very  oppressively  in  this  town.    I  have  heard 

of  instances  where  it  has  taken  away  nearly  the  whole  of  the  rent. 

In  the  case  where  a  house  was  deeply  mortgaged,  the  mortgagee 

being  clear  of  all  charges,  these  new  charges  must  clear  away  the 

whole  of  the  rent  for  a  considerable  time.    I  have  heard  of  cases 

of  very  great  hardship  of  this  land. 

You  yourself  superintend  the  water-works,  and  the  pavino-  and 

3agging  for  the  corporation  ?  Yes,  and  any  drainage  that?  may 

jelong  to  the  corporation. 

Are  you  allowed  to  take  private   practice?  Yes,  to  a 

limited  extent.  _  I  am  allowed  to  draw  plans  and  make  estimates 
for  private  individuals. 

Suppose  an  officer  of  proper  qualifications  were  required  to  de- 
rote  his  whole  time  to  the  public  service,  do  you,  judging  from 
pour  own  experience,  see  any  difficulty  in  one  officer,  (after  such 
vorks  as  those  contemplated  for  the  relief  of  a  town  were  in  action,) 
is  a  responsible  officer  of  public  works,  superintending  the  general 
louse  and  street  drainage,  and  road  drainage  and  cleansing,  and 
supplies  of  water,  and  seeing  to  the  execution  of  the  provisions 'of  a 
Building  Act  in  respect  to  proper  drainage,  levels  and  ventilation? 
 One  officer  might,  I  think,  do  it  in  general.  Here  the  cor- 
poration have  a  property  in  houses  and  farms,  producing  a  rental 
>f  upwards  of  4000/.  per  annum,  and  the  corporation  surveyor  could 
lot  now  do  it  without  assistance.  .  In  most  towns,  with  proper  as- 
sistance, one  officer  might  accomplish  the  work  very  well.  If  the 
lrainage  and  supplies  of  water  are  carried  out  as  parts  of  one 
ystem  they  would  without  doubt  be  the  best  carried  out  under 
>ne  authority.  In  laying  and  taking  up  water-pipes  I  should  find 
° \F eS  inconvenience  lf  1  had  not  the  control  of  the  pavements, 
•n  the  Dock  Company's  ground,  where  I  have  no  authority  over 
ne  pavements,  it  has  occasioned  delay  and  obstruction  to  the 
molic  works. 

Are  you  a  rate-payer  in  Hull  and  Sculcoat.es  ?  Yes,  I  am 

•  rate-payer  in  Hull  and  Sculcoates  both. 

Do  you  not  find  payment  to  a  single  collector  instead  of  a  number 

nos  convenient?  1  should  think  the  single  collection  must  be 

"gnly  convenient  to  the  rate-payers. 

How  many  rate  and  tax  collectors  are  there  in  Hull  ?  There 

re  tnree  poor-rate  collectors,  two  water  collectors;  two  collectors 
me ^income  tax,  one  for  the  assessed  taxes,  and  one  for  the  high- 
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Mr.c,mtlos  Mr.  CHARLES  FOX. 

Are  you  the  collector  of  rates  for  the  whole  of  Sculcoates  ?  

Yes,  I  am. 

What  rates  do  you  collect  ?  The  poor  s  rale,  the  commis- 
sioners' rate,  which  is  the  rate  for  lighting,  scavenging,  &c. ;  the 
highway  rate,  the  borough  watch  rate,  and  the  church  rate.  _ 
•    Are  these  rates  generally  collected  separately  in  other  districts  ? 
 Generally  separately. 

Besides  these  rates,  do  you  collect  any  taxes?  Y  es ;  the 

assessed  taxes,  the  land  tax,  and  the  property  tax. 

So  that  you  collect  every  local  or  general  tax  within  the  district  { 
 Yes. 

Now  to  the  rate  payer  or  to  the  tax  payer  does  this  consolida- 
tion afford  any,  and  what  practical  advantages?  It  saves  them 

seven  calls  instead  of  one  ;  they  would  rather  be  called  upon  four 
times  instead  of  eight-and-twenty  in  the  year;  they  also  see  at 
once  what  the  demands  are  upon  them  ;  persons  taking  premises 
see  at  once  what  are  the  outgoings.  It  also  affords  considerable 
advantages  in  the  apportionment  of  those  rates  which  are  appor- 
tionable^between  out-going  and  in-coming  tenants;  there  are  lewer 
disputes  and  less  irritation.  The  tenant  who  is  in  depressed  cir- 
cumstances may  be  more  readily  eased  by  being  allowed  to  make 
payments  by  instalments  than  he  could  be  by  a  number  ot  col- 
lectors. T  1  <-• 
What  are  the  practical  advantages  which  the  consolidation 

affords  to  the  Government  or  to  the  public?  The  first  decidedly 

is  that  there  is  much  less  cost  of  collection  ;  this  collection  averages 
•between  10,000/.  and  11,000/.  per  annum,  net;  the  expense  ot 
collecting  this  is  about  250/.,  and  securities  are  given.  It  it  were 
collected  separately,  in  the  ordinary  mode,  the  expense  would  be 
double.  The  expense  of  the  highway  rate  is  10?.  for  collecting 
700/.  or  800/.  No  man  could  go  round  the  parish  to  collect  the 
rate  separately  for  one  per  cent.  I  am  not  in  trade,  i  he  separate 
collector  must  follow  some  other  occupation,  and  the  man  in  trade 
is  under  the  temptation  to  employ  the  public  money  as  a  circulating 
capital.  An  instance  has  recently  occurred  in  the  town  where  W 
collector  of  the  market  tolls  engaged  in  trade  has  become  a  delaultei , 
having,  it  is  presumed,  employed  the  tolls  in  his  trade. 

Would  not  such  consolidation  afford  the  advantage  ot  a  pro 
rata  reduction  of  the  expense  of  collection  on  each  tax  or  rate  con- 
solidated? Undoubtedly;   and  for  a  much  closer  collection. 

The  per  centage  for  the  "collection  of  the  property  and  assessed 
taxes  is  now,  however,  so  low  that.it  will  not  pay  any  person  ot 
respectability  for  his  whole  time.  It  will  scarcely  pay  labourers 
Wages  In  these  districts  the  collectors  of  assessed  taxes  are  almost, 
invariably  in  trade.  The  consolidated  collection  is  much  close* 
from  its 'being  my  ehief  business  to  call  upon  the  inhabitants,  and 
from  its  being  more  convenient  to  them,  and  from  a  better  know- 
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ledge  of  the  inhabitants  and  the  state  of  the  property  than  could  be 
got  by  a  number  of  different  collectors,  amongst  whom  there  will 
be  changes.  It  is  of  importance  to  the  collection  of  the  Govern- 
ment taxes  that  the  collector  should  be  intimately  acquainted  with 
the  property  and  be  aware  of  expected  changes,  so  as  to  be  enabled 
to  step  in  and  demand  the  taxes  before  any  departure.  There  is 
also,  in  the  collection  of  the  income-tax,  less  reserve  towards  the 
public  officer  than  there  is  towards  the  officer  in  trade.  The  de- 
ficiencies and  discharges  for  empty  houses,  &c,  of  the  entire  taxes 
and  rates  for  the  parish  are,  for  the  three  years,  about  3S01.  upon 
about  34,000/. 

How  many  persons  from  whom  you  collect  have  banking  ac- 
counts? About  800,  or  nearly  one-third,  as  near  as  I  can 

judge. 

Might  it  not  be  a  practicable  arrangement  to  those  who  chose  to 
pay  their  rates  and  taxes  by  running  order  to  the  banker,  to  pay  all 
rates  and  taxes  on  the  demand  of  the  collector  within  proper  limi- 
tations, so  as  to  allow  the  money  to  pass  at  once  from  the  banker 
to  the  treasurer,  or  tax- receiver,  in  the  same  manner  as  subscriptions 
Ao  clubs  and  charities  are  now  paid?  People  who  go  on  ex- 
cursions to  the  continent  and  to  watering-places,  very  frequently 
leave  orders  to  get  the  money  from  the  bankers.  With  arrange- 
ments, the  system  might,  no  doubt,  be  extended. 

What  proportion  of  your  rales  would  the  payments  from  the 
1  800,  or  third  who  have  banking  accounts,  be  to  the  whole  amount? 
— —It  would  be  nearly  one-half  the  amount. 

Form  of  Note  for  Consolidated  Collection  left  with  the  Ratepayer. 


Mr.  Charlc's 
Fox. 


Sculcoates,  20th  Sept.,  1843. 

Parochial  and  Parliamentary  Taxes 
due  from  Mr. 

Messrs.  Hayes  and  Sissons,  Church- 
wardens ;  Messrs.  Garthorne, 
Crackles,  Lovitt,  and  Wade,  Over- 
seers of  the  Poor  ;  Messrs.  Jarvis 
and  Linwood,  Surveyors  of  the 
Highways  ;  and  Messrs.  Bamford 
and  Fox,  Assessors. 


Poor  Rate  on  £ 
Montlis  at  Is. 


Commissioners' 
Months  at  d 
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for  Six  \ 
d.  per  £  .    .    .  $ 

Rate    for  Six 
per  A' .  . 

Highway  Rate  for  Twelve  Mouths') 
at  id.  per  £  j 

Borough  Watch  Rate  for  Twelve") 
months,  at  bd.  per  £  .    .    .    .  J 

Land  Tax  for  Six  Months  .    .  . 

Property  Tax  ditto  

Assessed  Taxes  ditto  


Mr.  THOMAS  WROE,  Manager  of  the  Gas- Works. 
During  what  time  have  you  been  in  office  in  Manchester,  and 
Connected  with  the  local  authorities  for  the  town's  improvements? 

—I  shall  have  been  10  years  in  March  next.  1  have  been 
secretary  to  the  Paving  and  Soughing  Committee,  and  the  Im- 
provement Committee,  besides  manager  of  the  gas-works. 

Have  you  read  the  evidence  or  Mr.  Holme  with  relation  to  the 
sanatory  condition  of  Liverpool?  Yes,  I  bave. 

What  portioas  of  his  observations  do  you  think  applicable  to 
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Mr. Thorns    Manchester?  1  think  they  are  pretty  generally  applicable  to 

wroo.       Manchester.  .  . 

Have  vou  read  a  statement  of  the  principle  of  raising  and  distri- 
buting over  a  period  of  time  the  expense  of  new  and  permanent 

structural  improvements?  Yes,  I  have. 

Do  you  think  the  principle  sound,  and  that  its  application  would 
obviate  such  difficulties  as  are  stated  by  Mr.  Hopkins  as  having 
been  experienced  in  obtaining  in  Manchester  the  payment  of  con- 
tribution of  new  public  improvements  from  the  owners  or  persons  in 
receipt  of  the  rents  and  profits  ?  1  think  the  principle  of  the  ex- 
tension a  correct  one;  but  that  it  should  be  applied  rather  to  the 
owners  than  the  occupiers,  unless  the  owners  cannot  be  got  at. 
In  what  period,  when  you  sewer  a  street  in  Manchester,  do  you 

levy  the  expense  back  again?  We  make  the  demand  at  once, 

and  obtain  it  as  soon  as  we  can.  .  i 

Within  what  period  do  you  visually  accomplish  the  repayment  < 

 On  an  average,  in  about.  12  months. 

Must  not  such  a  mode  of  levying,  and  within  so  short  a  time,  be 
very  severely  oppressive?  Very  frequently  dreadfully  so,  espe- 
cially on  poor  widows  and  persons  who  have  just  sufficient  to  keep 
them.  It  is  extremely  distressing  to  see  poor  widows,  who  have 
only  a  life  interest  in  the  property,  and  without  power  to  mortgage 
it,  come  and  plead  to  get  time.  I  would  wish  further  to  remark 
that  mechanics  who  are  in  building-clubs  borrow  sums  of  money 
which  they  expend  in  building ;  this  sum  has  to  be  repaid  in 
monthly  instalment,  with  interest;  these  payments  frequently  ab- 
sorb the  whole  of  the  rents  ;  and  when  a  demand  is  made  for  paving 
and  sewering  expenses,  they  are  unable  to  meet  it,  except  in  very 
small  instalments.  ,  , 

Has  the  demand  for  improvements  in  many  cases  absorbed  the 

whole  rent?  We  very  frequently  find  that  the  expense  of 

paving  and  soughing,  or  sewering,  comes  to  more  than  the  yearly 
rental.  •  • 

Is  not  much  of  the  property,  for  which  persons  possessing  only 

a  life  interest  are  so  charged,  property  held  on  lease  ?-  For  the 

shops  and  large  property,  that  may  be  so  ;  but  the  smaller  are  held 
from  year  to  year,  the  smallest  from  week  to  week.  . 

Are  there  houses  in  Manchester  for  which  you  can  find  no 
owners  ?__ -There  are  instances  both  of  houses  and  land  for  winch 
we  can  find  no  owners. 

What  do  you  do  in  this  instance?  There  are  two  houses  in 

Gould- street  where  the  owners  have  not  been  heard  of  for  the  last 
20  years.  The  tenants  have  paid  no  rent ;  and  when  they  wished 
to  remove  they  have  sold  their  good-will  to  others,  who  have  suc- 
ceeded them  as  tenants.  In  these  cases  we  have  required  the  party 
in  possession  to  pay  a  weekly  rent  upon  a  valuation  by  our  sur- 
veyor, until  our  demands  against  the  properly  were  repaid.  There 
was  one  piece  of  land  in  Canal- street  for  which  we  could  find  no 
owner;  and  we  made  a  scavengers'  yard  of  it,  and  charged  the 


Supply  of  Gas  by  Public  Commissioners.  343 

Jcavengers1  Committee  with  a  rent  until  the  demand  on  the  pro-  Mr-  Thomw 
lerty  was  cleared  off.  ru0. 

If  a  power  were  given  to  proper  local  authorities  to  levy  the 
xpense  of  permanent  improvements  on  occupiers  or  owners  as  local 
ircumstances  might  require,  would  not  that  obviate  any  difficulty 

1  respect  to  the  application  of  the  principle  of  distribution  ?  Yes, 

think  it  would. 

Manchester  is  supplied  with  gas  by  the  public  authorities?  

/es,  it  is. 

i  What  is  the  capital  sunk  in  the  gas-works  by  the  town?  

*98,000Z. 

At  what  comparative  rates  are  the  inhabitants  so  supplied  ? — . — 
Ve  now  supply  the  inhabitants  at  from  5s.  to  6s.  per  1000  cubic 
jet.  _  In  Liverpool,  which  is  supplied  by  two  joint-stock  compa- 
res, it  is  7s. ;  and  in  other  towns,  where  the  supply  is  by  joint - 
ock  companies,  it  is  usually  on  the  average  of  8s. 
'  Have  you  any  means  of  comparing  the  quality  of  the  gas  sup- 
lied  in  Manchester  with  the  quality  supplied  to  other  towns  ?  . 

!r.  Headly,  a  gas  engineer,  who  is  engaged  in  the  erection  of  gas- 
orks,  has  examined  the  qualities  of  the  gas  supplied  in  other  towns, 
nd  states  that  the  Manchester  gas  is  second  only  to  that  produced 
y  the  Liverpool  new  works,  which  he  himself  erected.  We  believe 
lat  it  is  of  the  first  quality  that  can  be  made. 

Are  there  any  mill-owners  or  other  persons  who  have  discon- 

nued  making  their  own  gas  ?  Yes,  several.    None  of  the  new 

nils  have  erected  any  new  apparatus. 

How  long  has  this  system  of  supply  been  in  operation?  The 

as-workswere  established  by  a  contribution  from  the  rates  without 
uthorityof  Parliament  in  1817;  but  an  Act  giving  authority  to 
irry  them  on  was  obtained  in  1824. 

What  is  the  proportion  of  the  loss  from  leakage  of  fjas  in 
lanchester  ?  Five  per  cent. 

What  has  been  the  net  profit  to  the  town  from  the  establishment 
t  these  works?  It  is  370,000/. 

Has  it  been  applied  to  the  improvement  of  the  town  ? — —Yes, 
)  the  improvement  and  widening  streets  of  the  town. 

VV  hat  extent  of  the  streets  have  been  improved  from  the  funds  so 

otained  ?  About  80  streets,  squares,  roads,  lanes,  and  other 

•aces  have  been  improved  by  these  funds. 

0  you  think  the  same  system  applicable  to  the  obtaining 

ppnes  of  water  for  the  use  of  towns  ?  Yes ;  in  some  towns 

f^nLiei°lntuSt0Ck  comPanies  that  supply  gas  supply  water  ;  and 
man      i  commodities,  light  as  well  as  water,  might  be 

7vantageously  supplied,  as  gas  is  here,  for  the  use  of  the 
'Y^ants  by  the  proper  authorities 

imn^0'10"^  °f  management,  may  the  management  by  the  town 
jmpete  in  economy  with  the  management  by  joint-stock  corapa- 
"        wuite  as  cheap,  even  where  the  same  joint-stock  company 
qiplies  the  whole  town  j  but  much  cheaper  where  there  are  two 
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Mr.  Thomas    companies  competing  in  the  same  town,  where  there  are  two  sets  of 
Wl"1'"      officers  and  establishments  to  be  paid  for. 

The  chief  imputed  faults  of  local  public  management  are  care- 
lessness in  respect  to  small  savings,  redundant  and  underworked 
establishments  of  officers  appointed  and  promoted  from  party  or 
private  favouritism,  rather  than  from  any  proper  qualifications, 
having  no  interest  in  anything  but  the  receipt  of  their  salaries  with 
the  least  trouble,  inaptitude  to  adopt  improvements  suggested  by 
the  progress  of  science,  jobbing  in  obtaining  supplies;  in  these 
respectsBwhat  advantages  are  possessed  by  management  by  towns 

officers  as  compared  with  joint-stock  companies?  In  these 

respects  joint-stock  companies  have  really  no  advantages  over  town 
management;  the  joint-stock  directors,  after  all,  are  only  trade*! 
men  who  have  their  own  separate  business  to  attend  to,  and  gene- 
rally they  have  no  scientific  knowledge  ;  and  joint-stock  appoint- 
ments go  as  much  by  favouritism  as  towns'  appointments.  A 
public  officer  managing  such  an  establishment  for  a  town  has 
always  abundance  of  inspectors.  I  am  persuaded  that  I  should 
have  had  a  much  easier  post  of  it  if  I  had  been  managing  for  a 
ioint-stock  company.  . 

Have  you  considered  how  far  the  disadvantages  incident  tc 
either  system  might  be  met  by  any  system  of  contract  manage- 

ment  ?-  There  might,  perhaps,  be  some  system  of  checks  01 

management  applicable  to  water;  but  I  do  not  think  there  couk 
be  in  respect  to  gas,  for  a  contractor  for  gas  might  make  it  10  pe. 
cent,  worse  in  quality,  and  the  consumer  have  no  possible  means  o 
checking  it.  I  have  not,  however,  considered  the  subject  of  con 
tract  management.  ■ 
In  a  moderate-sized  town  or  district  do  you  think  that  on. 
superior  officer  might  superintend  all  the  ordinary  public  work 
when  established,  including  supplies  of  water  and  g^?— With 
out  any  difficulty  whatever,  it  would  enable  a  district  to  g  v 
a  bettei-  salary  to  a  superior  officer.  They  are  now  often  joined  hi 
trading  companies.  , 
If  the  town  supplied  the  interior  pipes  and  fittings  under  en 

contract,  could  it  not  do  it  much  cheaper?  Yes;  the  pnva  t. 

tradesmen  often  charge  high  prices.  Under  one  contract  or  suppl 
it  might,  perhaps,  be  done  10  per  cent,  cheaper.  . 

And  would  it  not  be  done  much  better?  Yes;  but  what) 

to  become  of  the  traders  at  present  engaged  in  the  business 
There  are,  perhaps,  70  master  tradesmen  in  Manchester  employe* 
in  the  supply  of  gas  fittings  in  the  interior  of  the  premises 

That  is  70  masters  make  profits  instead  of  one,  adding  thereof 

to  the  expenses  of  the  consumer?  Yes,  no  doubt 

The  question  was  not  put  with  reference  to  old  districts,  but  t 
elucidate  the  principle  of  the  supply  in  a  new  district,  where  n 
such  interests  have  arisen  to  be  placed  in  opposition  to  the  pr.ncip 
of  obtaining  the  supply  at  the  cheapest  rate  ;  and  ess  with  a  vie 
to  supiiL  of  gas  titan  the  question  of  the  applicability  ol  th 
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irinciple  to  the  supplies  of  water  to  the  houses  ia  the  poorer  districts, 
ehere  no  one  has  money  for  immediate  outlays,  and  the  capital 
equisite  for  taking  the  water  from  the  mains  or  pipes  being 
>ften  as  great  in  the  aggregate  as  that  required  for  the  outlay 
isually  by  the  joint-stock  companies  or  the  public.  Supposing  the 
mblic  to  have  the  means  of  doing  it  by  one  contract,  as  you  sup- 
pose, 20  per  cent,  cheaper  than  the  private  individual  can  do  it, 
vill  it  not  be  practicable  for  the  public  also  to  relieve  the  private 
ndiyidual  from  the  difficulty  of  the  first  outlay,  by  spreading  the 
payment  over  a  period  equivalent  to  the  duration  of  the  article  sup- 
plied, and  obtaining  the  return  of  principal  and  interest  by  instal- 
nents  ?  Thus,  supposing  the  ordinary  wear  of  interior  gas  fittings 
o  be  15  years,  and  the  cost  of  fitting  up  a  shop  to  be  51.,  would  it 
lot  facilitate  the  extension  of  the  supply  if,  instead  of  asking  the 
'early  occupier  to  pay  down  51.  for  fittings,  which  may  be  worth 
lothing  if  he  have  to  leave  the  next  year,  the  expense  were  charged 
snd  defrayed  by  an  extra  rate  of  10s.  per  annum,  or  whatsoever 

um  might  suffice  ?  No  doubt  it  would  facilitate  the  extension 

>f  the  consumption. 
What  is  the  smallest  sized  place  for  which  you  know  that  gas 

•tas  been  supplied  ?  The  smallest  place  of  which  I  have  heard 

s  Melrose,  in  Scotland ;  that  is  a  small  place,  with,  perhaps,  1000 
n habitants.  The  capital  invested  is  800/.,  and  a  man  acts  as 
.manager,  stoker,  and  lamplighter,  and  in  fact  does  everything  at  a 
■alary  of  26/.  a-year,  and  6  per  cent,  is  paid  on  the  outlay. 


MR.  ALDERMAN  HOPKINS.  Mr.  Alderman 

,  ,  HoyiUms. 

\re  you  chairman  of  the  Paving  and  Soughing  Committee  of 

he  town  council  of  Manchester  ?  Yes,  I  am. 

Will  you  state  the  difficulties  encountered  by  the  Committee  in 
he  prosecution  of  its  labours,  and  which  have  obstructed  their 

progress  ?  The  Committee  have  for  some  considerable  time 

aast  had  a  fund  of  10,000/.  placed  at  their  disposal  to  enable 
hem  to  proceed  with  the  sewering  and  paving  of  those  streets 
yithm  the  township  of  Manchester  which  are  not  repairable  by 
lie  public. 

the  local  Acts  of  Parliament  under  which  the  business  of 
he  township  is  conducted,  when  one-half  of  any  of  the  streets  is 
->mlt  upon  or  enclosed,  they  may  be  sewered  and  paved  by  the 
-committee ;  and  when  completed,  the  money  expended  may  be  re- 
covered horn  the  owners,  in  order  that  it  may  be  used  in  &  similar 
vay  in  other  streets  coming  under  the  provisions  of  the  Acts. 

nut  practical  difficulties  have  been  experienced  in  recovering 
»e  money  thus  expended,  resulting  principally  from  equivocal 
waejrship  and  poverty.  And  the  Committee  soon  discovered  that 
m  sum  of  money  intrusted  to  them  for  sewering  and  paving  the 
-vnole  township  was  sunk  in  a  small  number  of  the  streets,  and  the 
recovery  of  it  from  the  owners  has  been  so  slow  that  the  Com- 
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Mr.  Alderman  mittee  have  been  unable  to  do  more  work  in  a-year  than  say  20  or 
opuus.     gQ  streets,  requiring  an  outlay  of  say  from  12.000Z.  to  15,000/., 
although  more  than  500  streets,  but  many  of  them  small  ones, 
are  in  a  condition  to  be  proceeded  with  under  the  provisions  of  - 
the  Act. 

The  Committee  have  felt  reluctant  to  take  those  prompt  means... 
which  the  law  has  provided  to  recover  from  the  owners  the  money 
due  by  them;  hence  a  general  delay  has  arisen  in  obtaining  re- 
payment,  and  there  are  many  cases  where  land  is  uncovered  with  r 
buildings,  and  not  used  for  beneficial  purposes,  and  the  legal) 
owners  are  poor ;  whilst  in  other  cases  the  buildings  are  unoccu- 
pied ;  and  in  numerous  cases  where  they  are  occupied  the  owners! 
are  so  poor  that  the  money  is  obtainable  only  by  small  instalments  ; 
and  frequently  the  Committee,  in  accordance  with  a  provision  in: 
one  of  the  local  Acts,  have  to  collect  the  greater  part,  or  the 
whole  of  the  rents  from  the  tenants;  these  and  other  circum- 
stances prevent  them  from  obtaining  the  money  they  have  expended 
in  such  time  as  would  enable  them  to  sewer  and  pave  the  township' 
within  a  moderate  period. 

The  general  body  of  the  Commissioners  of  Police,  which  then 
had  the  management  of  the  business  of  the  township,  a  short  time 
ago,  voted  an  additional  sum  of  3000/.  to  the  Paving,  &c. 
Committee ;  but  the  general  fund  of  the  Commissioners  was,  at 
the  time,  and  is  yet,,  in  so  low  a  condition,  that  the  Committee  have! 
not  been  able  to  make  much  use  of  that  grant,  and  their  labours- 
in  sewering  and  paving  consequently  continue  to  be  materially 
impeded. 

The  town  council  now  acting  for  the  township  of  Manchester, 
instead  of  the  late  Commissioners  of  Police,  have  power  to  allow! 
to  owners  three  years  in  which  to. repay  the  expenses,  with  interest, 
of  sewering  and  paving,  but  the  Committee  have  not  recommended 
that  that  power  should  be  used,  as  it  would  evidently  soon  lockup 
all  the  funds  which  the  Committee  have  at  their  disposal,  when 
their  further  proceeding  would  be  arrested. 

From  an  early  period  in  the  proceedings  of  the  Committee,  I 
have  suggested  that,  to  enable  them  to  proceed  with  greater  rapi- 
dity, money  might  be  borrowed  on  security  of  the  local  rate  (the 
police  rate)  for  the  township  ;  and  to  avoid  pressing  with  too  much 
severity  on  the  owners,  more  time  might  be  given  to  them  to  repa} 
the  expenses,  they  being  charged  with  interest  on  the  money  due 
but  it  did  not  appear  to  other  parties  that  there  Avas  a  necessity  for 
the  adoption  of  such  a  course. 

The  principal  objections  which  now  present  themselves  to  thf 
adoption  of  this  course  are — first,  that,  according  to  the  preseni 
state  of  the  law,  not  more  than  13d.  in  the  pound  on  the  assessmera 
of  the  township  can  be  raised  in  one  year,  and  the  whole  or  nearly; 
the  whole  of  that  sum  may  be  required  for  lighting,  cleansing.  &c. 
the  township,  so  that  no  adequate  security  can  be  offered  foi 
money  proposed  to  be  borrowed ;  and  secondly,  that  the  prow 
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ms  of  the  law  relating  to  paving  and  soughing  are  of  so  vague  a  Mr.  Ai.ierman 
aracter  as  to  make  it  imprudent  to  expend  a  large  sum  of  the  H°i?Mns- 
e-payers'  money,  the  recovery  of  which  might  depend  upon  the 
certain  result  of  legal  process. 

The  former  of  these  objections  might  be  met  by  power  being 
tained  in  a  new  Act  of  Parliament,  to  raise  a  larger  sum  than 
cl.  iu  the  pound  ;  but  to  this  it  is  presumed  that  the  rate- 
yers  would  object,  unless  the  application  of  the  additional  rate, 
it  might  then  be  raised,  were  carefully  guarded  and  restricted. 
The  second  objection,  relating  to  the  vagueness  of  the  law,  and 
3  consequent  risk  of  a  large  sum  of  money,  might  possibly  be 
dated  by  a  clause  providing  that  no  objection  to  repayment,  on 
iount  of  non-liability,  shall  be  valid  unless  it  be  made  within  one 
)nth,  or  three  months,  after  the  street  shall  be  finished. 
There  can  be  no  doubt  that,  if  in  addition  to  the  present  paving 
id,  say  30,000?.,  were  to  be  placed  at  the  disposal  of  the  Paving 
>mmittee,  they  would  be  able  to  proceed  with  far  greater  rapidity 
in  they  can  at  present,  and  to  meet  pretty  fully  the  requirement 
.  the  case;  whilst  if  power  existed  to  give  10  or  20  years'  credit, 
rtions  being  paid  annually,  the  poorer  owners  might  not  be  more 
stressed  than  they  are  at  present  in  making  their  payments. 
But  in  the  event  of  such  powers  being  obtained  as  those  alluded 
it  would  obviously  be  only  prudent,  in  order  to  secure  the  rate- 
yers  from  ultimate  loss,  to  give  the  town  council  power  to 
:over,  after  due  notice,  any  money  that  might  remain  unpaid,  by 
;  sale  of  the  land  and  buildings  in  respect  of  which  the  owners 
d  been  made  liable.  These  remarks  are  to  be  taken  as  coming 
>m  me  as  an  individual,  without  the  sanction  of  the  Paving,  &c, 
•mmittee. 


HENRY  AUSTIN,  Esq.,  Architect.  Henry  Austin, 

ave  you  had  any  (and  what)  occasion  to  examine  the  habitations 
the  labouring  classes  in  the  eastern  districts  of  the  metropolis  ? 

I  have  witnessed  much  of  the  condition  of  these  habitations; 
was  resident  engineer  to  the  Blackwall  Railway,  and  we  cut 
rough  some  of  the  poorest,  property  in  that  district,  which  is 
rhaps  one  of  the  worst-conditioned  districts  in  London. 

}\v  r  d°  the  descriPtions  by  Ml  •  Liddle,  the  medical  officer 
the  Whitechapel  Union,  of  the  tenements  coincide  with  your 

ti  observations  ?  They  generally  coincide  with  my  own  obser- 

tions.  The  rooms  were  small,  generally  under  100  square  feet, 
'Ting  from  8  by  10  to  10  feet  by  12,  and  generally  under 
ieet  in  height ;  always  occupied  by  one  family.  The  inmates, 
uses,  and  everything  in  them,  horribly  filthy ;  and  there  was 
-n  a  complete  want  of  ventilation  that  it  was  extremely  offensive 
go  into  their  rooms  on  account  of  the  smell.  The  privies  were 
•quently  close  upon  the  back-door,  always  in  a  neglected  and 
ensive  condition,  and  frequently  running  over. 
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In  what,  condition  did  you  find  the  subsoil  on  foundations  in  tl 
line  of  the  district  where  the  Blackwall  Railway  was  constructed 

 It  Was  the  state  of  that  soil  which  first  drew  my  attention  . 

the  necessity  of  abolishing  cesspools  in  towns.  I  found  that  ill 
faecal  matter,  or  the  soakage  from  the  cesspools,  had  in  some  casl 
actually  joined  from  house  to  house. 

Then  the  population  were  living  on  a  vast  dung-heap,  we  I 

they  not?  The  soil  in  the  immediate  connection  with  the  housl 

and  surrouuding  the  foundations  was  so  saturated  from  the  cesspoo 
as  to  be,  in  my  opinion,  in  a  worse  condition  than  in  dung-heap 
It  was  exceedingly  offensive  to  remove,  and  it  was  constant 
matter  of  remark  how  human  beings  could  be  found  to  do  : 
When  exposed,  it  drew  forth  the  complaints  of  the  neighbours 
some  distance.  I  have  no  hesitation  in  expressing  my  opinii 
that  in  all  town  districts,  and  in  all  districts  wherever  ai 
drainage  can  be  got,  the  use  of  cesspools  ought  entirely  to  be  pr 
hibited. 

In  what  condition  were  these  places  in  respect  to  supplies 

water  ?  Some  of  them  had  water-butts,  but  this  was  not  alwa 

the  case;  they  were  frequently  supplied  from  one  cock  in  tl 
court  £  the  butts  were  always  uncovered,  and  they  must  have  ij 
ceived  the  soot  and  dust  and  dirt  of  the  neighbourhood. 

You  are  aware  that,  by  arrangements  for  keeping  water  co 
stailtly  in  each  separate  tenement,  night  and  day,  the  necessity 
water-tanks,  or  of  recourse  to  common  stand-cocks  or  pumps,  M 
be  avoided  ?  Yes ;  I  am  aware  of  that. 

Where  such  arrangements  cannot  be  made  for  having  wat 
constantly  on  so  as  to  supersede  the  necessity  of  using  water-tanl 
do  you  consider  that  the  cleansing  apparatus  of  the  nature  of  V 
water-closet  maybe  simplified  and  cheapened?    Have  you  c 

signed  an  apparatus  of  this  nature?  Yes;  the  annexed  is 

drawing  of  it.  I  have  thought  the  removal  of  the  cesspool 
object  of  such  great  sanatory  importance  that  I  have  turn 
my  attention  to  this  subject.  It  appears  obvious  that  an  app 
ratus  of  this  nature,  adapted  to  the  dwellings  of  the  poor,  rm 
be  extremely  simple,  strong,  and  economical ;  but,  above  all, 
believe  it  most  important  that  it  should  be  self-acting  :  subie 
to  the  caprice  and  neglect  of  every  user,  it  would  be  impossib 
among  the  poor,  that  such  places  could  be  kept  in  a  pure  ai 
wholesome  state.  I  have  designed  art  apparatus  keeping  th-- 
requisites  in  view. 

At  what  expense  do  you  consider  that  it  may  be  constructed 

 It  may  be  constructed  and  fixed  complete  for  50  shilling 

supposing  water  laid  on  and  the  drain  constructed. 

What  do  you  find  to  be  the  expense  of  emptying  or  keep! 

cesspools  cleansed?  From  17.  to  U.  10s.  per  annum,  or  frc 

M.  to  l\d.  weekly. 

Do  you  concur  in  the  practical  estimates  of  Mr.  *oclen,  tn 
all  that  is  required  for  the  drainage  and  cleansing  of  houses,  su 


Mode  p  Action. — The  weight  of  the  person  sitting  upon  the  seat  A  forces  up- 
rd  the  roil  B,  which  is  attached  thereto  at  the  back,  and  causes  the  valve  C  at 
i  other  end  of  the  lever  D  to  close  the  lower  aperture  of  the  service-box,  and  to 
;n  the  upper  one,  allowing  it  to  fill  with  water. 

On  the  person  rising  from  the  seat  the  rod  falls  by  reason  of  its  weight,  bunging 
•  valve  to  its  original  position,  when  the  whole  body  of  water  rushes  down  to  the 
|in,  The  pipe  E  is  very  considerably  greater  than  what  is  generally  used,  and 
lifferently  connected  with  the  basin,  and  the  fan  or  distributor  F  is  peculiarly 
istructed  so  as  not  to  impede  the  water,  consequently  the  same  quantity  acts 
h  very  much  increased  effect,  its  whole  power  and  velocity  being  preserved  for 
ansing  the  basin  and  drain,  instead  of  being  destroyed  and  frittered  away  ;  thus 
the  noisome  inconveniences  arising  from  neglect  are  at  once  obviated,  and  the 
set  preserved  in  a  healthy  and  pure  state. 

sing  that  propei'  supplies  of  water  are  obtainable,  may  be  had 

an  expense  of  about  2^,  per  week  ?  Yes ;  and  that  an 

proved  apparatus,  such  as  I  have  described,  would  not  incur  an 
ditional  rent  of  a  halfpenny  per  week. 

It  is  stated  that,  under  the  old  construction  of  chimneys,  where 
Ith  was  required  to  allow  climbing  boys  to  go  up  and  sweep 
:m,  seven-eighths  of  the  heat  was  allowed  to  escape  up  the 
imney,  but  that  a  5  or  6-inch  fire-brick  tile  tube  would  now  give 
Jetter  draugbt  and  a  warmer  room.  Can  you  state  what  economy 
construction  would,  under  such  a  cbango  in  this  respect,  be 
acticable  for  this  class  of  tenements?  About  11.  per  room; 
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IIenrLA"8Un'  ^ut        savmg  m  ^  an&  tue  additional  comfort  from  a  bettr 
construction  of  fire-place  and  flue  would  be  enormous. 

What  amount  of  rent  did  you  find  paid  for  the  rooms  in  th  i 

district  you  have  been  speaking  of?  1  cannot  say  that  I  at 

well  acquainted  with  their  rents,  but  2-y.  6d.  per  week  was  a  p 
usual  rent  to  pay. 

Have  you  been  called  upon  to  advise  upon  or  direct  the  buildhii 
of  any  tenements  of  the  labouring  classes,  or  to  study  their  ecc 

nomies  ?  1  have  erected  some,  but  not  any  large  number  < 

such  tenements ;  but  the  dreadful  condition  of  great  numbers  ( 
the  habitations  of  the  poor,  both  in  the  east  and  west  of  the  mi 
tropolis,  having  been  forced  upon  my  notice  while  otherwise  pre 
fessionally  engaged  in  those  districts,  I  have  been  led  to  conside 
the  causes  of  their  wretched  state,  and  to  study  attentively  the  ec< 
nomies  of  this  class  of  buildings. 

You  are  aware  that  the  tenements  built  for  the  labouring  classy 
are  often  most  extensively  constructed  by  persons  almost  of  tl 
class  of  labourers,  having  little  or  no  capital,  borrowing  the  mone 
sometimes,  bartering  their  labour  for  materials,  having  little  ii 
formation  to  supply  extended  views  and  pressing  need  for  the  mo 
immediate  returns,  and  to  avoid  all  unnecessary  immediate  outla 
which  shall  not  be  demanded  by  the  intelligence  of  their  tenani 

or  customers  ?  Yes,  they  are  frequently  persons  who  have  save 

a  little  money,  and  have  risen  from  the  labouring  class.  Many^ 
the  class  of  artisans,  bricklayers,  carpenters,  masons,  will  uni 
together  to  build  houses  on  exchange  of  work.  Their  want  of  ii 
formation  is  shown  by  the  frequent  disadvantageous  arrangemei 
of  such  buildings ;  much  needless  expense  is  incurred  in  this  wa 
Although  wretchedly  constructed,  with  the  most  pinching  econonv 
of  material,  better  tenements  might  often  be  erected  at  less  expens 
In  respect  to  the  acknowledged  necessities  and  essentials  ft 
healthy  habitations,  a  house-drainage,  combining  the  economic? 
means  of  cleansing,  and  for  that  purpose  cheap  supplies  of  goe 
water  laid  on  in  the  house,  would  it  not  be  equally  a  peculii 
benefit  to  this  class  of  builders,  in  respect  to  these  essentials, 
relieve  them  of  the  necessity  of  the  immediate  outlay  by  its  ben: 
done  under  a  public  authority  commuting  it  into  a  rate  or  rei 
and  an  important  pviblic  security  to  provide  that  the  work  shall  1 
done  efficiently  as  well  as  economically  under  the  directions  of  cor 

petent  officers?  1  decidedly  agree  that  it  would  be  of  gre 

aelvantage  that  the  house-drainage  and  the  laying  on  the  suppli 
of  watei° should  be  under  public  control.  I  do  not  conceive  it  c; 
ever  be  properly  elone  in  any  other  moele.  The  drains  that  a 
supplied  in  this  class  of  buildings  are  usually  ignorantly  co 
structed,  and  consequently  inefficient,  and  frequently  a  source 
nuisance  and  subsequent  expense.  The  supplies  of  water  also  a 
often  imperfect,  and  at  all  times  disproportionately  expensrt 
In  erecting  some  small  tenements  recently  in  the  eastern  part 
the  metropolis,  I  had  made  all  arrangements  for  supplying  wat 
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n  them  at  a  height  of  10  feet.  To  my  great  surprise,  on  its  beincr  Henry  Austin, 
aid  on,  it  would  not.  serve  at  a  height  of  seven  feet  from  the 
treet,  although  the  situation  was  low.  Do-.ible  the  expense  was 
ncurred,  and  daily  labour  is  caused  to  raise  it  to  the  required 
.teight.  Supposing  houses  for  the  labouring  classes  to  be  built 
hiefly  by  the  class  of  builders  who  now  construct  them,  it  would 
•e  peculiarly  advantageous  to  charge  such  expenses  as  a  rate  or 
ent,  and  it  will  be  the  only  mode  of  getting  the  work  clone  for  the 
abouring  classes. 

Would  you  deem  it  a  peculiar  aid  to  this  class  of  builders  to 
ave  the  advantage  of  a  public  survey,  giving  them  proper  levels, 
nd  well-considered,  and,  as  far  as  may  be,  pre-appointed  lines 

f  drainage?  That  is  of  course;  much  of  the  drainage  now  done 

y  every  class  of  builders,  and  for  every  description  of  houses,  is 
ubject  to  constant  mistakes;  is  found  to  be  at  least  frequently 
ery  inefficient,  and  has  often  to  be  altered  at  much  expense. 

Considering  always  the  necessity  of  strict  economy,  and  avoid- 
,ig  all  increase  of  immediate  outlay  that  is  not  a  means  to  a 
eduction  of  some  actual  charge,  looking  to  the  protection  of  the 
lass  most  needing  it,  as  respects  new  districts  exclusively, — what 
^gulations  of  the  nature  of  building  regulations  do  you  deem 

jquisite  for  new  districts  ?  Much  of  the  existing  course  of 

uilding  regulations  I  think  superfluous,  and  would  have  a  bad 
ffect  in  new  districts.  It  appears  to  me  impossible  to  prescribe 
ith  safety  details  to  meet  every  case  that  will  not  act  in  many 
ases  as  serious  obstructions.  All  legislative  interference  beyond 
bat  is  absolutely  required  for  the  health  and  well-being  of  the 
immunity  tends  to  increased  expense  of  dwellings,  entailing  among 
ie  poor  serious  evils  without  proportionate  advantages.  ° 

To  what  extent  do  you  deem  regulations  as  to  party-walls 
ecessary  for  tenements  inhabited  by  the  labouring  classes  ?  

consider  the  principle  of  the  prevention  of  fire  is  carried  too 
-J-  in  prescribing  party-walls  for  this  class  of  buildings,  as  fires 
sldom  or  never  occur  in  such  tenements. 

*  or  the  same  classes  do  you  deem  regulations  as  to  the  thick- 
-35s  of  walls,  or  the  materials  to  be  used  in  buildings,  necessary? 
-—■Certainly  not  to  prevent  houses  falling  down ;  for  such  houses 

\\  JaU  fr°m  the  vveakness  of  the  materials.  Regulations 
5  to  the  thickness  of  the  walls  . do  not  ensure  good  foundations,  nor 
;una  materials  nor  proper  bonding  of  the  work,  from  the  failure 

v,  hich  houses  most  frequently  fall.  Instances  may  be  given  of 
JWic  edifices  and  of  first-class  buildings,  from  the  custom-house 
ass  v        Whl°h  haVe  faUen'  although  the  walls  were  sufficiently 

How  for  do  you  coincide  with  the  following  observations  of  Mr. 
sking  the  Professor  of  Architecture,  in  respect  to  the  thickness 
wails  ot  houses  intended  for  the  labouring  classes?— 
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Henry  Austin,      "With  respect  to  the  materials  of  walls,  and  the  requisite  qua-  j 
Esi1'        lilies  have  you  paid  attention  particularly  to  that  subject,  as  applicable 

especially  to  the  humbler  classes  of  dwellings?  1  have,  and  I  would  , 

ben-  leave  to  submit  the  following  remarks  upon  it :  '  Stone  and  brick 
are  the  main  constituent  materials  of  walls.    Stone  walls  are  considered 
liable  to  absorb  and  give  out  moisture  freely,  but  any  injurious  effect  I 
from  this  may  be  counteracted  by  battening  and  lathing  and  plastering 
against  them  on  the  inside.    Some  of  the  more  absorbing  stones  may 
be  plastered  on  the  outside  also  with  advantage  j  but  if  this  be  done, 
it  should  be  with  materials  of  the  best  quality,  even  for  the  humblest 
houses,  or  the  mortar  will  absorb  moisture,  and  do  more  harm  than 
o-ood.    Such  plastering  should  be  made  with  a  cement  of  good  quality, 
or  lime  of  the  quality  of  blue  lias  lime,  and  sharp  siliceous  or 
quartzose  sand.    Brick  walls  ought  not  to  require  battening  to  receive 
tbe  inside  plastering;  walls  of  moderately  good  bricks,  one-and-a-nalt 
brick  thick,  will  always  do  without,  but  thinner  external  walls,  or  such 
walls  built  of  bricks  of  very  inferior  quality,  ought  to  be  battened  for 
lath  and  plaster  to  be  dry  on  the  inside.    I  say  bricks  of  very  inferior 
quality  because  they  can  hardly  be  made  so  soft  but  they  may  be  made 
stronn-  enough  to  bear  all  that  can  be  required  of  them  in  small  houses. 
What  we  have  to  do  is  to  render  walls  made  strong  enough  to  bear 
and  resist,  of  cheap  materials,  capable  of  retaining  heat  and  excluding 
moisture  •  and  lath  and  plaster  upon  battens  on  the  inside  will  do  both. 
Good  plastering  on  the  outside  of  thin  brick  walls,  and  proper  protection 
to  the  walls  above,  will  often  suffice  to  render  battens  and  laths  on  the 
inside  unnecessary,  as  these  involve  greater  expense.    We  have  in- 
stances of  wholesome  dwellings  where  the  walls  are  of  tempered  clay, 
with  gravel  in  it;  and  such  walls,  properly  managed,  may,  1  think, 
often  ^be  made  available  for  cottages  where  stone  and  brick  are  dear. 
It  will  sometimes  happen  that  timber  is  the  cheapest  available  substance 
that  can  be  obtained  for  enclosing  houses ;  and  limber  framed  boarded 
on  the  outside,  and  lathed  and  plastered  on  the  inside,  will  mclude 
heat  and  exclude  moisture  very  effectually. 

"  Do  you  think  battening  is  required  in  all  cases  with  stone  .— 
I  think  in  all  cases  with  stone ;  I  know  no  kind  of  cheap  freestone  thai 
would  not  encourage  damp  in  some  degree.     By  .  cheap,   1  mean 

easily  worked.  ,         .  . 

"  Have  you  any  other  remarks  to  make  upon  that  point  as  tot  u 

materials  of  the  walls?  1  should  say  that  drains  and  the  footings  lc 

walls  should  be  of  materials  of  the  best  quality.    It  is  generally  im- 
portant that  the  mortar  in  which  the  bricks  and  stones  are  set  in  wall, 
should  be  of  n-ood  quality;  but  if  the  walls  be  plastered  inside  and  ou 
it  is  of  very  little  importance  what  the  setting  mortar  is;  that  isgf 
low  biddings  of  light  weight.  ,  Jisi 

"  Have  you  any  observations  to  make  with  respect  to  the  substanc 

of  the  walls  of  cottanes  ?  1  would  remark  generally,  that  walls  ina 

be  safely  built  as  fence-walls  to  a  height  of  6  or  8  feet  above  spreadm 
footings  half  a  brick  thick,  with  narrow  piers  a  brick  tmck  on  al- 
ternate sides  at  short  intervals,  and  with  hoop-iron  bonding  laid  aloiu 
at  every  2  or  3  feet  in  height,  to  stiffen  and  connect  the  work,  fcn- 
closin-  walls  to  cottage  yards  and  gardens  may  be  built  much  fflflr. 
cheapfy  than  they  are  built,  with  a  little  skill,  in  that  way. 
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"  Do  you  apply  this  to  the  external  walls?  1  think  walls  so  built  Henry  Austin, 

may  be  made  effectual  for  the  party-walls  of  cottages,  but  they  would  Esq' 
be  too  thin  to  retain  heat  and  exclude  moisture  as  external  walls  ■ 
though,  with  piers  judiciously  disposed  to  carry  the  floors  and  roofs' 
and  aided  by  hoop-iron  bonding,  to  communicate  the  strength  of  the 
stronger  to  the  weaker  parts,  what  are  really  not  more  than  half-brick 
walls  may  be  made  strong  enough  for  cottages  of  15  or  20  feet  in  height. 
Walls  one  brick  thick,  with  narrow  brick-and-a-half  piers,  at  short  in- 
tervals on  alternate  sides,  may  be  carried  up  safely,  as  the  party  and 
external  walls  of  houses,  to  a  height  of  25  or  30  feet;  and  by  in- 
creasing the  piers  a  half-brick  in  thickness  in  the  lowermost  10  feet 
for  every  10  feet  of  greater  height  required,  a  wall  nominally,  and  in 
many  respects  substantially,  but  one  brick  thick,  may  be  built  to  the 
height  of  70,  80,  or  even  100  feet,  if  the  brick  be  of  good  quality  in  the 
■•.ower  parts  of  the  structure.  If  you  call  to  mind  the  external  walls 
)f  some  of  the  most  splendid  ecclesiastical  structures  of  the  Pointed 
style,  you  will  find  that  their  walls  are  very  thin  compared  with  their 
leight,  and  with  the  extent  of  the  buildings.  Their  power  of  resisting 
oressure  from  within  or  without  is  derived  from  the  buttresses  on  the 
mtside,  and  the  shafted  piers  projecting  from  their  faces  on  the  inside; 
and  I  would  carry  this  practice,  for  economy  of  space  and  materials,  into 
he  practice  of  building  generally.  Make  the  wall  of  substance  enough 
o  carry  itself,  and  to  prevent  fire  from  communicating  from  one  side 
o  the  other,  and  add  to  the  wall  piers  or  buttresses  to  enable  it  to  carry 
my  requisite  extraneous  burden  and  to  withstand  any  pressure  to  which 
t  can  be  exposed  laterally.  Cottages  or  other  small  houses  not  more 
han  30  feet  high  may  have  their  external  walls  one  brick  thick,  with 
oiers  of  somewhat  greater  substance  to  stiffen  them,  as  prolongations  of 
he  party-walls  slightly  widened,  and  the  party-walls  need  not°be  sene- 
ally  thicker.  , 

"  Suppose  the  party-wall  is  solid,  would  not  it  answer  for  the 
mrposeof  a  buttress  without,  having  an  external  projection?  1  pro- 
pose to  reduce  the  general  substance  of  the  party-wall,  and  to  give  it  suf- 
icient  strength,  by  means  of  piers  conveniently  disposed,  that  the  in- 
luding  space  may  not  be  unnecessarily  or  inconveniently  occupied 
■nth  walling,  which  is  commonly  the  case.  I  contend  that  both  space 
•na  materials  are  wasted  in  building  party-walls  throughout  of  the 
nickness  required  at  intervals  only. 

'  Do  you  think  that  a  wall  made  as  you  describe  for  the  purpose  of 
conomy,  which  is  not  to  be  in  some  part  of  it  mere  than  half  a  brick 
nick,  would  be  thick  enough  to  keep  out  the  variations  of  tempe- 
ature  m  this"  climate?  Battened,  lathed,  and  plastered  upon  the 

h'  if',!  WOuld' 1  believe>  be  more  effectual  than  a  9-inch  wall  without 
ne{ battening  and  lathing. 

Then  you  would  not  contemplate  it  without  the  battening?  

'attentat0'  ContemPlate  il  as  an  extemal  surface-wall  without  the 

han^u?'1*,  l,hat  the  battening  and  plastering  would  be  cheaper 

ZdSn    ,0"  1?'CkneSS?  Umler  some  circumstances  it  would;  in 

jatelv  T     ™a       ,notbe  so>  but  tnere  are  many  P'aces  where  it  would. 
mi  A  made  a  design  for  some  workmen's  cottages  in  a  part  of  the 
uuniry  where  bricks  are  very  dear;  we  built  the  footing-walls  of  stone- 
VOL.  II, 
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Henry  Austin,  rubble,  and  made  the  superstructure  almost  wholly  of  timber,  except  ar, 
£sq-  to  the  party-walls,  which  are  of  brickwork,  and  curried  out  beyond 
the  external"  faces,  to  cut  off  the  communication  between  the  wood- 
work of  the  separate  tenements.  There  are  places  at  which  it  may  be  ] 
cheaper  to  batten  and  lath  and  plaster  a  thin  wall  than  to  make  a 
greater  substance  of  brickwork. 

"  You  consider  that  the  battened  wall  in  many  instances  is  much 
more  effectual  to  prevent  the  external  cold  coming  in  than  a  wall  of  the 

same  thickness  would  be  if  it  were  all  brick?  Certainly,  and  that 

justifies  the  popular  opinion  that  an  old  wainscotted  room  is  wanner  in 
winter  and  cooler  in  summer  than  a  room  plastered  upon  the  walls;  it 
is  because  there  is  a  body  of  air  intervening-,  and  the  wood  is  a  less 
good  conductor  of  heat ;  and  it  applies  in  exactly  the  same  manner, 
and  with  better  effect,  to  the  battening  and  lath  and  plaster. 

"  Taking,  therefore,  a  wall  of  any  given  width,  if  the  expense  was 
equal  by  battening  a  portion  of  it,  you  would  prefer  its  being  battened  ; 
that  is  to  say,  if,  instead  of  having  a  foot  and  a  half  thick  of  brick,  you 
could  have  it  a  foot  thick  of  brick  and  six  inches  batten,  you  wou  d 

consider  the  battening  preferable?  If  14  inches  of  brickwork  would 

give  me  strength  enough,  I  would  rather  have  14  inches  of  brick  and 

battening  inside.  ,  T  .     , , 

«  If  the  expense  were  equal  ?  If  the  expense  were  equal,  I  should 

prefer  it  for  the  comfort  of  the  dwelling." 

I  think  the  remarks  extremely  good  and  valuable ;  I  have  no 
doubt  that  if  better  attention  were  paid  to  the  foundations,  and  if 
the  building  of  walls  were  conducted  on  a  better  system,  and  effi- 
ciently bonded,  both  expense  and  space  might  be  saved  in  the 
construction  of  this  class  of  houses. 

What  would  be  the  additional  rent  entailed  by  the  erection  ot 
a  party-wall  of  the  thickness  usually  prescribed  for  a  fourth  rate 

tenement  ?  1  consider  that  upwards  of  \\d.  per  week  might  be 

saved  in  the  party-wall.  . 

Then  do  you  not  consider  it  safe  in  the  present  state  ot  general 
architectural  knowledge  to  prescribe  by  Act  of  Parliament  either 
the  sort  of  materials  or  the  particular  modes  of  working  them  up. 

 I  believe  such  legislation  to  be  not  only  ineffective,  but  that 

many  decided  improvements  in  buildings  is  consequently  checked. 
I  may  instance  the  increased  use  of  iron  and  slate  that  might 
advantageously  take  place,  improved  construction  of  flues  and  drams, 
and  the  judicious  employment  of  superior  cement.  I  consider  that 
much  discretionary  power  should  be  vested  m  proper  othcia 
authorities  in  all  matters  of  constructive  detail.  I  have  no  douo 
that  many  materials,  particularly  slate  and  iron,  would  be  used 
much  more  generally  if  it  was  not  for  the  statutory  restrictions. 

What  is  your  observation  of  the  effect  of  the  formation  of  new 
lines  of  street,  as  a  means  of  improving  depressed  districts,  espe- 
cially in  respect  to  the  labouring  classes?  It  is  a  frequent  argu- 
ment in  favour  of  opening  thoroughfares  through  densely  crowded 
poor  districts,  the  great  blessing  they  will  prove  to  the  neighbour* 
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hood,  in  distributing  the  inhabitants.    In  my  opinion,  there  cannot  «enry  Awtin, 
be  a  greater  mistake.    This  crowded  population  may  be  displaced, 
but  cannot  be  removed  to  a  distance ;  for  the  nature  or  situation  of 
the  labourer's  employment  will  invariably  determine  the  locality  of 
his  habitation  ;   and  until,  in  carrying  out  such  improvements 
suitable  accommodation  is  provided  for  the  disturbed  inhabitants^ 
the  evils  of  overcrowding  in  the  immediate  vicinity  must  be  fear- 
fully aggravated.    In  the  disturbance  of  the  population  to  make 
way  for  the  Blackwall  Railway,  1  could  not  fail  to  observe  that  the 
same  poor  people  continued  in  the  immediate  neighbourhood,  which 
before  was  greatly  overcrowded.    Although  this  railway  cleared 
away  some  of  the  vilest  property  in  London,  I  do  not  hesitate  to 
say  that  it  was  an  injury  to  the  neighbourhood.    I  observe  that 
the  medical  officer  speaks  of  this  increased  overcrowding  as  a 
cause  of  ill  health.    It  always  must  be  so,  unless  a  proper  pro- 
vision be  made  for  the  disturbed  inhabitants:  the  labouring  classes 
cannot  go  great  distances  from  their  work. 

Would  it  have  been  a  hardship  upon  the  Blackwall  Company 
if,  as  the  condition  of  their  being  allowed  to  take  down  a  number 
of  houses  occupied  by  the  labouring  classes,  they  had  been  required 
at  the  same  time  to  submit  a  plan  for  the  reconstruction,  and  to 
undertake  the  reconstruction,  of  an  equal  number  of  improved 
tenements,  for  the  accommodation  of  such  of  the  population  dis- 
placed as  might  choose  to  have  recourse  to  them  ?  So  far  from 

its  being  a  hardship,  it.  would,  in  my  opinion,  in  all  improvements, 
be  a  general  advantage.  In  the  case  of  the  Blackwall  Railway 
particularly,  as  they  werq.  compelled  to  purchase  many  plots  of 
ground  which  they  have  not  known  what  to  do  with,  and  are  still 
lying  waste,  which  would  have  answered  this  purpose  well.  They 
would  have  realized  a  fair  interest,  and  the  parties  displaced  have 
got  a  better  tenement  even  at  lower  rates.  I  would  decidedly 
recommend  such  a  provision  as  the  condition  of  improvement  bills. 

•nave  you  been  led  to  consider  that,  without  any  increase  of  the 
expense  of  construction,  buildings  adapted  to  the  habitation  of 
peisons  of  the  labouring  classes  may  be  more  advantageously 

arranged?  Yes;  I  have  paid  considerable  attention  to  that 

circumstance,  and  I  would  beg  to  make  a  few  observations  thereon, 
is  obvious  that  in  all  suggested  improvements  in  the  dwellings 
me  poorer  classes,  the  ultimate  expense  to  the  tenants  must  be 
e  primary  consideration.    If  sanatory  measures  are  adopted,  the 

w •ill  i  Vvhich  wiU  Srea%  tend  t0  the  increase  of  rents,  they 
m  surely  to  a  great  extent  fail  in  their  object.  Although  apart 
be  n  COnsidei'atipn  of  expense,  the  proper  methods  that  should 
the  V^  T  -  admit  of  little  <luestion>  it  becomes  a  matter  of 
be  i£!?fi5  ,mP0l'tance  to  consider  how  far  such  measures  should 

everv        u  t0  SUlt  the  Case  of  the  P00r-    h  naturally  occurs  to 
y  one  that  wide  streets,  and  large  and  lofty  rooms  will  ensure 

breater  degree  of  ventilation,  but  it  does  not  follow  that  increased 

2  a  2 
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Henry  Austin,  health  and  comfort  to  the  inhabitants  will  invariably  result  If 
Esq"       a  wretched,  densely-crowded  district  were  cleared  away  and  rebuilt 
on  this  system,  proper  accommodation  would  be  then  obtained  for 
only  half  the  former  number,  and  the  rents  per  head  would  be 
consequently  doubled,  and  it  is  clear  that  the  original  number 
must  herd  together  to  reduce  them  to  the  former  level.     1  hus 
the  evils  of  overcrowding  would  be  increased  by  the  very  means 
adopted  to  prevent  them.    Instead  of  attempting  to  disperse  the 
inhabitants  over  larger  spaces,  it  appears  to  me  that  a  given  area 
should  be  made  to  accommodate  as  great  a  number  as  possible, 
consistent  with  the  health,  comfort,  and  independence  ot  the 
tenants,  and  by  judicious  arrangements  these  advantages  may 
certainly  be  secured  without  such  a  sacrifice  of  space.    1  he  poor 
cannot  afford  to  pay  for  large  areas  and  large  rooms,  and  there- 
fore the  adoption  of  such  must  be  productive  of  evil.    In  popu- 
lous places,  too,  the  crowding  together  of  great  numbers  in  a 
small  space  must  be  admitted  as  a  necessary  evil;  any  attempt  to 
alter  this  would  appear  to  be  hopeless  ;  but  it  remains  to  adopt 
those  structural  arrangements  and  other  sanatory  measures  best 
calculated  to  mitigate  the  inconveniences  arising  from  this  un- 
avoidable condition.    The  first  and  most  important  object  would 
appear  to  be  the  judicious  laying  out  of  property  that  the  utmost 
ventilation  and  other  sanatory  advantages  should  be  secured  with- 
out any  undue  sacrifice  of  space.    This,  the  very  foundation  of  all 
structural  improvement,  is  now  entirely  neglected,  Lett  to  the 
ignorance  and  avarice  of  the  low  class  of  men  who  usually  erect 
such  tenements,  whereas,  under  proper  control    and  bv  good 
arrangements,  more  accommodation  might  often  be  obtained  foi 
the  tenants  at  less  cost  to  the  landlord.    This  is  a  point  on  winch 
it  is  impossible  to  provide  with  safety,  such  regulations  and  le- 
strictions  as  to  disposition  and  dimensions  that  will  meet  every  case 
It  should  be  left  to  the  control  of  a  competent  officer  whose  first 
duty  it  should  be,  instead  of  his  time  being  devoted  to  matters  ot 
comparatively  trivial  account.  .       ,  m,Mf.,t 
What  means  would  you  suggest  tor  ensuring  the  gieatest 
amount  of  ventilation,  with  a  due  regard  to  the  economical  disposi- 
tion of  the  houses  ?  ^  healthy  state  of  the  atmosphere  is  not  at 

all  times  secured  by  wide  spaces;  it  is  infinitely  bettei  provide* 
by  iudicious  laying  out  of  property  than  by  requiring  thorough  a  £ 
of  certain  dimensions;  nor  will  large  and  lotty  rooms  avail  wMg 
the  external  atmosphere  is  pent  up,  and  the  rooms  themselves 
crowded  to  excess,  and  no  means  provided  for  carrying  oft  the 
vitiated  air.  As  no  limit  can  be  set  to  the  number  of  the  inha- 
bitants, a  large  room  is  productive  of  evil,  and  a  lofty  room  with- 
out proper  means  of  ventilation  will  not  ensure  such  a  healthy 
state  of  the  atmosphere  as  a  low  room  with  such  provision,  while 
he  former,  as  it  gJeatly  adds  to  the  cost  of  buikiing,  tends  direcdy 
to  the  increase  of  vents  and  to  further  over- crowding.    Ihe  eiectio 
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of  houses  back  to  back,  I  do  not  consider  would  be  in  the  least  Henry  Austin, 
objectionable,  with  proper  space  for  yard  or  other  external  accom-  E'q" 
modation  for  water-closets,  dust,  &c.    To  build  against  three  of 
the  four  sides  of  a  house  should  certainly  be  prohibited.    A  yard 
on  the  side  of  a  house  would  in  all  cases  be  preferable  to  the  back, 
being  ventilated  from  the  street,  and  readily  accessible  for  the 
removal  of  refuse,  while  back  yards  of  small  tenements  being 
completely  surrounded,  receive  no  ventilation,  and  being  more  out 
of  sight,  are  generally  receptacles  for  dirt  and  filth  suffered  for  a 
length  of  time  to  accumulate  and  decompose.    I  have  endeavoured 
to  illustrate  these  views  by  the  accompanying  plans  and  sketches. 
Fig.  1  is  a  plan  of  an  existing  court  in  Westminster,  called 
"Snow's  Rents,"  a  striking  example  among  many  worse,  of  the 
dreadful  condition  to  which  the  poorer  classes  are  reduced  from 
the  want  of  proper  structural  arrangements  and  control.  This 
court  is  of  considerable  width,  upwards  of  20  feet,  but  the  houses 
are  mostly  without  yards,  and  the  refuse,  when  become  intolerable 
inside  the  houses,  is  deposited  in  the  court  itself,  the  whole  centre 
being  a  pool  of  black  stagnant  filth,  that  accumulates  from  time 
to  time,  and  is  left  to  decompose  and  infect  the  whole  neighbour- 
hood.   A  sketch  would  convey  but  a  poor  idea  of  the  wretched 
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iunry  Austin,  character  of  this  place,  but  I  only  wish  I  could  accompany  it  with 
■  the  faintest  notion  of  the  awful  stench  that  is  engendered  there. 

Ventilation,  or  rather  a  healthy  state  of  the  atmosphere  is  im- 
possible.   What  little  disturbance  of  the  air  does  take  place, 
would  appear  only  to  render  its  state  more  intolerable.  However 
much  the  air  may  be  vitiated  inside  the  houses,  this  is  the  state 
of  the  fresh  air  to  replace  it,  and  no  wonder  that  the  wretched 
inhabitants  should  not  be  anxious  in  such  cases  for  ventilat.on. 
The  chief  reasons  for  this  dreadful  state  are  the  want  of  yards  to 
the  houses,  and  the  width  of  court  being  greater  than  required 
for  the  traffic.    Had  the  court  been  narrower,  this  accumulation 
could  not  have  taken  place,  for  the  houses  would  have  been  inac- 
cessible, and  some  other  provision  for  the  refuse  must  have  been 
made.    Had  back  yards,  however,  been  adopted,  the  case  would 
have  been  nearly  as  bad,  as  they  would  have  been  quite  incapable 
of  ventilation.    In  juxtaposition  with  this  plan,  I  have  shown  a 
method  of  laying  out  the  same  space  of  ground  by  which  these 

Fig.  1. 


Fig.  2. 


YARDS. 


Fig.  3. 
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difficulties  would  be  overcome,  and  the  whole  width  of  the  pro-  Uemy  Austin, 
perty,  upwards  of  60  feet,  would  be  admitted  to  a  free  circulation  * 
of  air,  and  a  small  yard  with  privy  and  dust-hole  provided  to  each 
cottage.  Comfortable  and  healthy  accommodation  would  be  pro- 
cured in  this  arrangement  for  even  a  greater  number  of  inhabitants 
than  at  present,  and  this  would  assuredly  invariably  result  from 
judicious  attention  to  the  disposition  of  the  houses  in  all  such  cases. 
Were  this  important  subject  strictly  attended  to,  and  other  struc- 
tural arrangements  carried  out  under  one  good  general  system,  I 
am  prepared  to  show  that  property  of  this  description  would  pro- 
duce better  returns,  while  the  poorer  classes  would  obtain  the 
benefits  of  ventilation,  drainage,  and  good  supplies  of  water  with- 
out addition  to  their  rents. 

What  is  the  condition  of  this  court  with  regard  to  drainage  and 

the  supply  of  water?  There  are  none  whatever  there.    In  wet 

weather,  when  the  water  attains  a  certain  height  in  the  court,  it 
finds  its  way  into  an  open,  black,  pestilence-breathing  ditch  in  a 
neighbouring  court;  but  in  the  ordinary  state  of  things  the  whole 
centre  of  this  place  is  one  mass  of  wet  decomposing  filth,  that  lies 
undisturbed  for  weeks,  from  which,  so  dreadful  is  the  effluvia  at 
times  arising,  that  in  the  tenants'  own  words,  "  they  are  often  ready 
to  faint,  it's  so  bad  !"  The  supply  of  water  consists  in  this  :  that 
16  houses  arc  accommodated  with  one  stand  pipe  in  the  court ! 
On  the  principal  cleaning  day,  Sunday,  the  water  is  on  for  about 
five  minutes,  and  it  is  on  also  for  three  days  in  the  week  for  one  half 
hour,  and  so  great  is  the  rush  to  obtain  a  modicum  before  it  is 
turned  off,  that  perpetual  quarrelling  and  disturbance  is  the  result, 
and  water-day  is  but  another  name  for  dissension. 

Is  the  court  well  supplied  with  privies?  No;  there  is  one 

exposed  privy  at  the  end  of  the  court  for  the  use  of  the  inhabitants, 
male  and  female,  of  nine  houses,  which  has  not  been  emptied  for 
'our  years  or  more,  and  in  seasons  of  wet  is  actually  overflowing 
with  soil.  6 

Have  you  formed  any  estimate  of  the  expense  and  probable 
return  which  might  be  obtained  from  the  erection  of  houses  on  the 

same  ground  of  an  improved  construction?  The  accompanying 

Plans  exhibit  different  methods  of  laying  out  the  space  of  ground, 
:aUed  Snow's  Rents,  with  a  view  to  perfect  ventilation,  either  as 
private  lodging-houses,  adapted  for  letting  each  floor  separately, 
>r  as  private  dwellings.  My  object  in  producing  these  plans  is  to 
substantiate  the  opinion  above  expressed,  not  only  as  to  the  incal- 
culable benefits  that  would  result  to  the  poor  and  industrious 
:  asses  from  their  habitations  being  constructed  under  a  proper 
ystern  and  judicious  regulations,  by  a  superior  class  of  capitalists, 
u  also  as  to  .the  opportunity  it  affords  for  an  excellent  investment 

capital.    I  have  estimated  these  buildin  gs  on  a  liberal  scale, 
the  result  more  than  confirms  that  opinion,  as  the  following 
umrnary  will  show.    The  estimate  for  a  row  of  buildings,  as  in 
'g.  o,  including  yard,  perfect  drainage,  self-acting  water-closet, 


buildings  on  a  liberal  scale, 
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Henry  Austin,  dust-bin,  water  laid  on  to  each  floor,  and  annual  supply,  ground- 
Esq"  rent,  and  insurance,  amounts  to  4500/.  There  are  78  rooms,  the 
average  size  132  square  feet,  being  larger  than  the  existing  rooms, 
and  according  to  the  present  rate,  would  accommodate  about 
200  inhabitants.  The  average  rental  now  paid  in  this  vile  place, 
2s.  per  week  per  room,  about  \\\d.  per  head,  would  return 
upwards  of  10  per  cent,  upon  the  outlay  necessary  for  substantially 
building  the  whole,  with  every  structural  arrangement  requisite  fo 
vender  them  healthy  and  comfortable  dwellings.* 

Proposed  "  Back  to  Back"  Houses  as  in  Fig.  3. 


Plan  of  proposed  '<  Back  to  Back  "  Houses  as  in  Fig.  3. 
Ill  II  ■ 


Court. 


*  See  Note  on  Page  3(51. 


Note. — The  following  statement  has  heen  furnished  by  Mr.  Austin,  converting  the 
large  for  water,  ground  rents,  and  insurance  into  an  annual  expense : — 

£.      s.  d. 

The  erection  of  the  18  houses  complete,  as  in  Fig.  3,  will 
amount  to   2,267    0  0 

The  paving  and  divisions  of  yards,  the  erection  of  water- 
closets,  self-acting  apparatus,  dust-bins,  main  drain  in 
court  and  drains  from  houses,  cisterns,  water-pipes  for 
supply  in  every  room,  sinks,  cocks,  &c,  complete    .    .       620.    0  0 

Contingencies — say   11300 

£3,000  .0  0 


The  18  houses  contain  78  rooms. 

The  average  cost  will  be  166/.  13s.  per  house,  and  38/.  10«. 
per  room. 

An  average  rental  of  2s.  A^d.  per  week  per  room  will  return       481  13  0 
The  annual  expenditure  in  repairs,  collection  of  rents,  water- 
rates  and  taxes,  ground  rent,  and  insurance,  will  amount  to       160  11  0 

Remaining  per  annum    ....     £  321    2  0 

Being  upwards  of  10  per  cent,  upon  the  outlay. 

Such  buildings  should  be  entirely  free  from  all  kind  of  ornament  tending  to 
:rease  the  expense  of  erection  in  any  degree  that  would  occasion  the  least  addi- 
nal  tax  upon  the  tenants,  but  that  the  dwellings  of  the  poorer  classes  should  at 
times  present  as  cheerful  and  neat  an  appearance  as  possible,  is  a  matter  of 
ire  importance  than  would  be  generally  imagined,  as  tending,  without  doubt,  to  a 
^responding  effect  upon  the  inhabitants  themselves.  With  a  proper  exercise  of 
jgment  and  taste,  however,  much  may  be  frequently  accomplished  towards  this 
o,  and  somewhat  of  an  architectural  character  obtained  at  the  same  time  with 
Ne  or  no  additional  expense. 

Ane  diamond  slating,  shown  in  the  accompanying  sketches,  produces  a  very 
namental  effect  in  execution  ;  it  is  more  economical  than  the  ordinary  slating, 
id  possesses  other  important  advantages. 
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Henry  Austin,      jt  nas  aiwavs  appeared  to  me  that  many  great  advantage- 
would  result  to  the  poor,  if  the  erection  of  their  dwellings  could  be 
undertaken  by  a  better  class  of  men  than  those  who  usually  con* 
struct  them.    It  is  an  object  well  worthy  the  attention  of  capitalists 
the  erection  of  suitable  houses  for  the  accommodation  of  the  poore, 
classes  ;  for,  while  improving  their  condition,  a  good  interest  lb 
capital  would  be  ensured.    Several  attempts  of  the  kind  to  ame 
liorate  the  condition  of  the  humbler  classes  have  at  various  time; 
been  made,  and  it  may  excite  wonder  that  they  should  not  hav 
succeeded,  but  the  reason  of  their  failure  appears  to  me  to  be  simplxi 
this,  that  the  independence  of  the  tenants  has  not  been  preserved! 
These  institutions  have  been  planned  in  their  structural  arrange! 
merits,  on  the  basis  of  hospitals  and  similar  establishments,  entirelj| 
of  a  charitable  and  dependent  nature.    The  privies,  -wash-houses 
water,  and  other  necessaries  have  been  in  common,  and  the  inmates 
being  thus  constantly  thrown  together,  continual  disturbance  hai 
been  the  invariable  consequence,  and  hence  the  necessity  of  a  coni 
trol  being  exercised,  which  those  possessing  the  means  of  providing 
other  accommodation,  and  so  far  being  independent,  will  not  brookf 
such  institutions,  to  be  successful,  must  be  removed  in  their  charac 
ter,  as  far  as  practicable,  from  any  appearance  of  charity  or  de^ 
pendence.    The  object  should  be  to  render  the  tenant's  positioi! 
an  independent  and  responsible  one.    One  man's  habits  or  intend 
should  interfere  as  little  as  possible  with  his  neighbour's.  Al 
things  necessary  for  his  comfort  being  provided,  he  should  be  made 
to  feel  that  the  possession  of  it  depends  entirely  on  his  own  good 
conduct.    With  such  inducements  for  improvement,  he  will  sooi 
discover  that  he  has  a  responsible  part  to  act,  and  become  a  bette 
character.    I  am  convinced  that  it  is  only  by  placing  the  inmate; 
entirely  on  an  independent  footing  that  such  institutions  can  per 
manently  succeed. 

Lodging  Houses,  Elevation  and  Plan  of  as  in  Fig.  2. 


Open  SttilrB. 


A.  Living  llootm. 

11.  hod  Room*. 

C.  Scpnrnli*  Bed  llor.nifi  Ibf  lln^lj  DodgVTS. 

I\  Dui.1  "nJ  t'ual«. 
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a  the  accompanying  plan  I  have  endeavoured  to  embody  the  Hwy  Aiwtta 
f  requisites  for  such  an  institution,  but  in  a  single  sketch  this 
only  be  very  imperfectly  accomplished.    The  building  should 
so  arranged  as  to  accommodate  the  greatest  number  that  it 
veniently  may,  but  with  as  perfect  a  separation  as  can  be  re- 
ed.   AH  the  rooms  should  be  small ;  it  is  surely  better  that 
a?ent  branches  of  a  family  should  sleep  separately  in  small 
ns  than  in  one  large  one,  or  that  one  man  should  occupy  a 
11  little  larger  than  a  closet,  provided  ventilation  is  secured, 
n  share  with  others  a  much  larger  space.    Every  separate  set 
Lpartments  should  be  provided  with  a  water-closet,  perfectly 
.ilated,  and  should  have  dust-bins,  sink,  and  coal-closet.  The 
•tments  should  be  arranged  in  different  numbers  to  suit  the 
lirements  of  different  families,  to  avoid  under-letting.  The 
-ns  let  out  as  separate  sleeping- rooms  should  each  be  provided 
i  water  and  basin,  and  have  access  to  a  water-closet.  Nothing 
lid  be  in  common  throughout  the  building,  except  the  passages 
staircases,  and  these  should  invariably  be  external  in  front  of 
building,  and  treated  entirely  as  the  public  footways.  The 
,;ages  should  be  in  the  form  of  galleries,  constructed  of  open 
-work,  that  the  light  may  be  unobstructed,  and  that  greater 
nliness  may  be  preserved.    Staircases  of  the  same  material 
.lid -be  provided  at  each  end,  that  every  portion  of  the  building 
r  be  equally  accessible.    The  external  character  of  such  build- 
should  be  neat,  but  as  plain  as  possible,  and,  above  all,  devoid 
11  appearance  of  public  establishments. 


'ract  of  a  Letter  from  Mr.  W.  Dyce  Guthrie,  relating  to  ^"W'.DyM  Guttata. 
oplication  of  Clay  Pipes  for  House-drains  and  Sewers  in  the 
own  of  Ayr. 

ter  much  consideration  of  the  best  system  for  the  con- 
iction  of  main  sewers,  I  have  at  last  arrived  at  such  con- 
^ons  as  neither  I  nor  any  of  those  scientific  friends  whom  I 
3  consulted  on  the  subject  are  able  to  detect  any  mistakes 

The  first  leading  principle  which  I  am  desirous  shall  be 
mctly  understood  is  this,  viz. :  That  there  is  no  other  proper 
ins  of  removing  the  debris  of  houses,  towns,  and  cities,  whe- 

large  or  small,  but  through  the  agency  of  water,  which 
not  be  too  abundantly  supplied. 

low  properly  to  direct  and  duly  to  economize  water  fur- 
ied  for  this  purpose,  must  hence  be  a  matter  of  paramount 
Ottance.  That  none  shall  be  wasted  carelessly,  and  that  as 
a  quantity  may  on  all  occasions  be  rendered  as  efficient 
possible  are  matters  of  the  greatest  moment.  These  there- 
are  my  cardinal  points. 

t  now  became  to  me  manifest  that  from  these  premises  the 
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w- Dy«®-°uthrie' grand  object  would  be,  so  to  proportion  drains  that  their  supp  f 
of  water  would  at  all  times  be  effectual  in  removing  soil  a!  jj 
preventing  depositions  of  all  kinds. 

This,  it  is  clear,  could  only  be  done  by  causing  them  to  btJ 
a  proper  ratio  to  the  roofage,  and  the  size  of  tubes  throuf  . 
which  water  is  conveyed  to  the  house  from  which  the  drain  h 
to  be  led.    Now  if,  as  is  almost  always  the  case,  the  waU  < 
pipe  of  an  establishment  leading  from  the  main  be  only  hL 
an  inch,  or  say  an  inch,  it  struck  me  that  there  could  be  J 
necessity  for  a  construction  of  one  foot,  one  and  a  half  fe 
two,  and  even  three  feet  calibre  to  conduct,  this  water  with . 
accompaniments  from  the  house  into  the  common  channel , 
main  street  sewer,  it  having  merely  acquired  the  addition  of  t 
soil.    For  example,  if  I  furnish  a  house  with  water  by  raea 
of  a  half-inch  water-pipe,  it  is  clear,  the  most  that  a  drain  coj  ; 
ever  be  called  upon  to  accomplish  would  be  to  afford  a  condl 
to  the  main  sewer,  but  if  water  can  flow  through  a  half-inch  tul 
it  assuredly  can  meet  with  no  obstacle  or  hinderance  to  its  pi 
gress  in  a  two  or  a  three- inch  tube,  care  being  taken  that  su 
cient  strength  be  given  to  the  drain  tube. 

The  rule  for  the  size  of  the  drain-tube  is  therefore  simjjj 
viz.,  to  the  calibre  necessary  to  carry  off  the  water  laid  on  £ 
that  required  for  the  reception  of  the  rain  or  surface  water.  T, 
is  readily  calculated  from  the  indications  of  the  rain  gauges  of  r 
locality.    I  conceive  that  the  grand  point  in  the  arrangemej 
is  never  to  have  the  capacity  of  the  sewer  so  vast  that  the  ! 
vantages  of  the  force  of  the  water  which  it  is  intended  it  sho 
transmit  shall  be  lost,  which  of  course  must  necessarily  be  f 
case  if  such  disproportions  occur  as  that  which  I  have  aire; 
mentioned.    The  next  point  I  had  to  establish  was  the  nature 
the  materials  best  calculated  for  the  construction  of  conduits  , 
sewage,  as  it  was  apparent  no  brick  building  or  mason  work| 
my  data  be  correct,  of  which  I  have  now  no  doubt)  could  at 
be  made  available  for  sizes  so  small  as  that  which  I  contempla 
introducing.    I  therefore  consulted  with  the  manufacturer  of  tm 
of  terra  cotta  and  different  other  kinds  of  clay  as  to  their  • 
pense,  and  the  probable  strength  which  might  be  given  to  u 
of  from  two  to  eighteen  inches  diameter,  and  the  result  was 
all  respects  so  satisfactory,  that  I  soon  came  to  the  conclusj 
that  no  house-drains  or  private  sewers  could,  by  possibility,! 
perfect  in  their  operations  if  built  either  of  brick  or  stone,  a 
that  the  substitution  of  strong  tubes  of  small  calibre  made  of  I 
destructable  materials  would  be  found  an  invaluable  improvenn 
As  the  strength  of  the  tubes  which  I  propose  using  as  conduitsi 
sewage  has  frequently  been  questioned,  I  beg  to  submit  the 
lowing  fact,  which  proves  indisputably  that  objections  to  mysysb 
founded  on  this  basis,  are  perfectly  untenable.    A  few  specini 
of  fire-clay  tubes  were  manufactured  in  the  neighbourhood) 
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3o-o\v  by  the  Gaonkirton  Coal  Company,  and  these  were,  in  w,Dyc^3 Guthrie- 
presence  of  a  number  of  scientific  and  interested  gentlemen, 
;d  by  hydraulic  pressure,  when  it  appeared  that  it  was  not 
I  a  greater  pressure  than  that  equal  to  a  perpendicular  column 
rater  of  900  feet  had  been  applied  that  they  could  be  burst  1 

•  as  not  present  when  the  experiment  was  made,  but  Mr. 
th  of  Deanston,  and  several  distinguished  persons  who  were, 
rmed  me  of  the  fact.  But  a  moment's  consideration  will 
e  to  convince  any  one  that  a  conduit  for  any  fluid  must  be 
oger  if  formed  in  complete  circles  than  if  made  up  of  nume- 
!  small  fragments  which  have  no  affinity  for  each  other ;  in 
which  only  preserve  a  form  or  shape,  by  the  sheer  force 

taeir  surrounding  and  superincumbent  pressure.  Two  years 
;  elapsed  since  I  first  mooted  this  idea,  and  I  have  much 
sfaction  in  now  being  able  to  state  that  the  principle  was 
nee  conceded  by  scientific  persons  while  I  was  in  London ; 
that  since  my  return  to  Scotland  there  has  not  been  a  single 
;r  built  either  of  stone  or  brick  in  the  town  of  Ayr — clay 
•s  have  invariably  superseded  them.  The  Ayr  arrangments, 
ever,  I  am  sorry  I  cannot  altogether  approve  of,  because 
principle  seems  to  have  been  recognized ;  all  that  appears  to 
?  been  thought  necessary,  was  the  adoption  of  circular  clay 
:s,  instead  of  the  old  expensive  rude  brick  or  rubble-built 

*ns.  Notwithstanding  this,  the  people  are  unanimous  as  to  the 
it  advantage  which  the  tubes  possess  over  the  old  system.  The 
5  employed  are  from  nine  to  eighteen  inches,  dimensions, 
ih}  for  reasons  here  stated,  and  which  also  appear  in  the  body 
ny  evidence,  I  entirely  disapprove  of  for  the  purposes  of  mere 
se-drainage.  The  tubes  should  be  made  of  fire-clay  and  glazed  ; 
glazing  does  not  add  sensibly  to  the  cost,  and  would  be  a  great 
rovement.  It  may  be  interesting  here  to  remark  that  I  was 
icularly  struck  during  my  stay  in  Ayr  by  observing  the  loss 
ih  a  community  sustains  from  the  want  of  combined  action, 
f  public  companies,  curators  of  local  trusts,  and  private  per- 
i  were  to  digest  properly  their  schemes,  and  cordially  to  co- 
•ate,  it  is  easily  demonstrable  that  much  economy,  in  every 
e  of  the  term,  would  invariably  be  experienced.  In  the  town 
^yr,  they  have  no  Act  empowering  the  authorities  to  cause 
ibitants  to  adopt  such  arrangements  as  have  recently  been 
ivn  to  be  indispensable  for  the  protection  and  preservation  of 
he  health ;  therefore  every  man  who  desires  to  improve  his 
nises,  entertains  that  desire  from  a  conviction  of  the  necessity 
making  certain  alterations,  in  order  that  the  health  and  com- 
of  his  family  may  be  secured.  But  as  there  have,  in  this 
;e>  been  no  public  meetings  to  discuss-  the  merits  of  those 
gestions  which  have  been  offered  for  the  general  improvement 
ie  town,  every  one  must  proceed  as  his  own  architect  or  builder 
/  choose  to  dictate,  irrespective  of  his  next  door  neighbour's 
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w.Dyce  Guthrie,  operations.    Each  who  desires  to  lead  his  soil-drain  into  the  maj 
**       rrnist  make  his  own  direct  communication  with  the  main.    I  h« 
endeavoured  to  point  out  the  folly  of  such  proceedings,  by _ shown 
to  the  parties  the  vast  saving  which  would  be  effected  if  neigb 
hours  would  only  consult  each  other,  and  harmoniously  c 

operate.  .     .  , 

I  showed,  to  the  satisfaction  of  competent  persons  in  Ayr,  tnl 
if  proprietors  in  the  lower  and  descending  parts  of  streets  wouj 
allow  the  landlords  on  the  higher  grounds  to  make  connecting 
with  the  private  drains  of  those  as  they  descended,  each  bearnt 
his  own  expenses,  or  such  proportion  as  might,  be  required  4 
convey  the  tube  past  his  property,  that  then  one  connection  on* 
with  the  main  would  be  necessary  for  a  number ;  the  expenj 
of  making  which,  if  divided  amongst  a  number,  would  be  coil 
paratively  trifling.  This  system  which  I  propose,  I  have  no  do-» 
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will  ere  long,  be  universal,  as  its  advantages  are  obvious.  Han 
sufficiently  and  satisfactorily  established  the  principle  that  < 
drains  or  sewers  ought  to  bear  positive  reference  to  the  quantl 
of  water,  &c,  which  it  can  be  calculated  they  would  be  reqmr 
to  convey,  and  having  ascertained  that  in  the  case  of  small  | 
house-drains,  this  was  matter  of  easy  accomplishment,  I  n< 
directed  my  attention  to  the  common  or  main  receiving  sewe 
and  with  a  "view  to  show  that  the  same  principle  which  preva 
in   the  small  will  also  be  found  to  regulate  the  large,  I  cc 
suited  scientific  and  practical  men  as  to  the  possibility  ot  cc 
structing  sewers  in  two,  or  three, 
or  four  pieces,  instead  of  the  com- 
mon tedious,  imperfect,  and  ex- 
pensive mode  of  brick-building  in 
cement  or  mortar.     I  proposed 
the  adoption  of  pieces  of  fire-clay 
moulded  in  the  most  unobjection- 
able forms,  and  of  great  strength, 
which  requisite,  I  was  assured  by 
the  manufacturers,  thickness  and 
high  temperature  would,  in  the  case 
of  this  material  being  employed, 
be  certain  to  secure.    The  fixing 
upon  the  best  configuration,  now 
started  up  as  a  new  difficulty ;  at 
last,  however,  I  succeeded  in  con- 
vincing myself  and  such  scientific  friends  as  took  interest  in 
pursuits,  that  the  section  of  the  form  represented  m  the  accti 
nanyincr  sketch  is  decidedly  more  perfect  than  anything  hat 
hitherto  been  employed  for  sewering  purposes.    It  has  also  b 
asked  what,  pressure  externally  and  internally  would  such  a  c 
st  ruction  as  this  withstand,  the  answer  is  simple,— No  supel 
cumbent  weight  whatever  could  crush  it  (this  the  manufacftif 
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c  and  all,  guarantee};  the  pressure  which  it  would  bear  from  w.nyce Guthrie, 
thin  would  be  in  the  direct  ratio  of  that  from  without ;   a  glance  Es<1" 

the  diagram  will  show,  that,  like  a  brick-built  circle,  it  has 
■  strength  save  that  which  it  derives  from  the  pressure  of  the  sur- 
unding  materials.  The  cost  of  a  sewer  of  the  dimensions 
arked  on  the  diagram,  would  be  about  18s.  or  11.  per  yard, 
find  that  fire-clay  tubes,  12  inches  diameter,  and  12  inches  in 
igth,  can  be  purchased  in  Glasgow  for  9d.  per  foot,  or  2s.  3d. 
r  yard,  which  is  exactly  half  the  prices  furnished  to  me  by  the 
>ndon  manufacturers.  The  manner  in  which  small  or  side 
ains  are  connected  with  this  kind  of  sewer  is  simple  ;  circular 
enings  of  various  diameters  are  left  at  the  time  they  are  made 

a  great  proportion  of  the  side  pieces,  a  little  above  that  part 
lere  they  rest  on  the  invert,  into  which  a  tube  of  from  three  to 
elve  inches  may  be  inserted  as  the  case  might  be. 
The  following  is  a  calculation  which  I  made  while  in  London  in 
pril  17th,  1843,  with  a  view  to  show  the  economy  which  would 

effected  by  the  adoption  of  small  strong  tubes  instead  of 
ck-built  sewers  : — 

ick-built,  First  class       .  21.  10s.  per  yard      4,400/.  per  mile. 
, ,       Medium  class  .  1/.  10*.  per  yard  =  2,640/.  per  mile. 

•lese  are  the  prices  of  the  Holborn  and  Finsbury  metropolitan 
strict  of  sewers,  furnished  to  me  by  my  friend  Mr.  Roe,  civil 
^ineer. 

Tubes  of  terra  cotta  or  fire-clay  : — 

Tubes  of  1   foot  6  inches  diameter,  at  15.?.  per  yard 
=  1,320/.  per  mile. 

I  ubes  of  common  brick  clay  : — 

Very  best,  l  foot  diameter,  at  3s.  per  yard  =  246/.  per 
mile. 

Pnces  of  drain  tubes,  in  Glasgow,,  of  common  clay,  including 
Eich  of  from  one  to  two  inches : —  " 

3  inches  diameter,  6d.  per  yard. 

6  inches  diameter,  9d.  per  yard. 

9  inches  diameter,  Is.  per  yard. 
12  inches  diameter,  l,y.  3d.  per  yard. 
18  inches  diameter,  2*.  per  yard. 

Tubes  of  cast  iron,  of  12  inches  diameter,  would  weigh  about  2i- 
•  Per  yard,  the  cost  of  which  would  be  6,-.  6d.  per  cwt.,  or  say 

ich ^oul! U= IT££. equal  t0  300  feet  pressm'e' 

These  prices  it.  is  to  be  understood  are  merely  approximations, 
virh        ,    lVei'Syei'e  specially  requested  by  me  not  to  furnish 
"im  quotations  less  than  the  present  wholesale  prices  of  the 
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w.Dyce.GuUirie,  artic}es  .  s0  of  course  if  a  great  demand  were  to  take  place  fo 
Esq'  extensive  sewering  operations,  there  can  be  no  doubt  the  material 
could  be  had  for  little  more  than  half  the  prices  I  have  mentionet 
more  especially  when  it  is  known  that  the  tubes  can  be  manufac 
tured  with  great,  rapidity,  by  machines,  driven  either  by  steam  c 
horse  power.  I  have  myself  a  working  model  for  this  purpos. 
which  I  invented  three  years  ago,  and  which  operates  beautifully 
Earthenware  pipes  from  the  Shropshire  Pottery  may  be  ok 
tained  through  Messrs.  Darby  and  Co.,  Coal  Brook  Dale,  bhroi 

^Fi're-clay  pipes,  4  inches  diameter,  1*.  per  yard,  and  6  incht 
diameter,  Is  Id,  per  yard,  from  the  Garnkirk  Fire  Brick  Work 

G1There  are  a  great  many  niceties  to  be  attended  to  in  tl 
reducing  this  system  to  practice,  so  that  its  perfection  may 
completely  brought  out,  and  its  efficiency  of  operation  secure. 
The  manner,  for  example,  of  connecting  small  tubes  with  eac 
other,  and  these  again  with  the  great  receiving  or  common  sewe 
The  mode  of  keeping  sewers  free  from  deposit  by  flushing 
have  sufficiently  explained  in  my  evidence.    I  may,  howeve 
remark  that  if  the  tubular  system  of  sewering  were  to  be  pn 
perlv  conducted,  that  no  such  flushing  apparatus  as  that  describe 
bv  me,  or  any  other  contrivance  for  this  purpose,  would  ever  1 
required;    and  I  am  convinced  that  in  a  few  years  bnck-bu': 
sewers  will  be  but  the  rare  exceptions :  whole  towns  and  cities  w 
be  sewered  at  small  cost,  and  more  perfectly  than  it  is  possible 
accomplish  by  brick  building.    I  purpose  as  speedily  as  possib 
publishing  a  small  treatise  on  sewering  in  which  I  mean  to  she 
the  objections  which  pertain  to  those  colossal  constructions  « 
exist,  and  continue  to  be  made  in  the  metropolis  ;  the -  means  b 
calculated  to  remedy  their  defects,  and  lastly,  describe  the  b 
of  sewering  which  I  think  unobjectionable,  and  what  I  wou 
therefore  ilcommend  for  adoption  in  all  cases  where  new  sew* 

"in' thtm'ean  time  I  shall  only  add,  that  it  will  afford  me  gr 
pleasure  to  communicate  with  such  part.es  as  may  desire  to 
informed  on  this  interesting  and  important  subject  and  to ,  fuig 
them  with  every  information  they  may  require,  or  that  1  am  g 

sessed  of.  T  p 

I  am,  ccc. 
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ON  THE  CLEANSING  OF  HOUSES,  THE  REMOVAL  OF  REFUSE 
FROM  STREETS,  AND  ITS  PROFITABLE  APPLICATION. 


Mr.  WILLIAM  THORN,  of  the  firm  of  Stapleton  and  Thorn,  Mr.  WiiiiaB 

examined.  Thorn, 

me  you  a  contractor  for  cleansing  any  part  of  the  metropolis  ? 
 Yes. 

!  As  well  as  a  wharfinger  ?  Yes. 

For  what  portion  of  the  metropolis  do  you  contract  ?  The 

luth-western  division  of  St.  Pancras,  the  Foundling  Estate,  the 
(oughty  Estate,  the  Pancras  Union  ;  and  the  St.  Mary's  division 
i  Marylebone  for  dust  only;  all  the  rest  are  for  cleansing  and  dust. 

.  Is  the  dust  let  separately  from  the  rest?  It  fs  in  some 

Irishes. 

Does  this  district,  for  which  you  contract,  lie  all  compact,  or  is 

subdivided?  It  is  not  within  a  ring  fence,  but.  it  is  not  a  very 

•eal  way  apart. 

•  Are  there  other  contractors  coming  in  between  ?  There  are 

Does  that  add  to  the  expense  of  cleansing  the  parts  for  which 

>u  contract  ?  1  should  say,  most  decidedly. 

1  he  distance  you  have  to  go  and  the  expense  of  supervision 

er  your  men  is  greater?  Yes,  it  is  that  which  increases  the 

:pense. 

Do  you  experience  difficulties  in  properly  cleansing  those  districts  » 
It  would  not  be  for  me  to  say  that  we  do  not,  but  we  have 
ry  little  trouble;  and  I  believe  there  are  none  of  the  surveyors 
juer  whom  we  have  worked  that  can  say  much  against,  us 
«ave  you  difficulties  in  disposing  of  the  stuff  that  you  collect  ? 
—k  am  soriy  to  say  that  we  have. 

" hat  „  the  cause  of  the  difficulty?  That  point  would  be 

yono  my  power  to  say,  it  would  require  a  political  economist ; 

'thpfrf  iPnCCS  18  SUch  that  we  should  lose  moneV  if  ^  disposed 
»e  article  ;  we  are  obliged  to  hold  it  back  for  that  very  reason. 

posit  it?       Aa  difficu%in  n»di"g  lay-stalls  where  you  can 

nehVial  1         I  preS6nt  We  have  not  aily  great  difficulty,  having 
nencial  eases  of  some  for  long  terms. 

iv  bf •inCrfasil?S  "Acuity  in  finding  places  where  filth 
I  A!lted  '\the  v»cinity  of  the  populous  parts  of  London? 
London "n  Aayi       11  ^aS  the  ^eneral  feelinS  of  the  inhabitants 
avoS  6  a    y"Sta11  nearer  to  them  tha"  can  P°ssibl>* 
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Mr.  wiiuam       Is  not  there  a  rapid  increase  of  buildings  in  the  vicinity  of  London 
T1,omi      gradually  covering  over  those  places  that  were  formerly  used  lor 

such  purposes?  Yes  ;  they  drive  us  out. 

And  the  inhabitants  make  an  objection  to  your  coming  there  f  

Yes;  they  say  they  do  not  like  our  men,  and  they  do  not  like  our 
carts ;  we  are  not  very  pleasant  sort  of  people.  . 
By  increasing  the  distance  you  have  to  go,  the  cost  ot  taking  it 

is  increased?  Certainly,  our  profit  is  very  much  diminished. 

What  is  the  greatest  distance  you  are  obliged  to  cart  <— — \\  e 
have  one  place  in  Maiden-lane,  close  to  the  Canal-bridge,  which  I 
suppose  is  a  mile  from  one  part  of  Tottenham-Court-road.  We 
have  that  place  on  a  beneficial  lease  of  sixty-one  years  to  come. 
We  have  laid  out  1,800*.  in  building  on  the  premises  for  the  pur- 
pose of  getting  a  beneficial  lease,  and  so  far  we  are  sate  lor  that 
number  of  years.  ,  ,  , 

Is  the  filth  and  dirt  that  you  carry  there  taken  away  by  canal 

boats  ?  No;  the  canal  duties  are  too  high 

Then  you  have  no  advantage  in  its  being  close  on  the  banks  ol 
the  canal?  Except  for  the  ashes  and  breeze;  we  keep  the  canal- 
boats  continually  moving  for  those.  . 

The  ashes  and  breeze  being  used  in  the  manufacture  ot  bricks  ! 
 yeS- 

For  what  purpose  is  the  remainder  of  the  stuff  used?  If  we 

mix  the  street  sweepings  with  horse-dung  and  cow-dung,  we  get  rid 
of  it  to  the  farmers,  who  use  it  for  fallow  lands  for  manuring  foi 
turnips  and  wheat,  and  all  their  produce,  in  fact.  If  we  sell  it  aloj 
without  mixing  it  with  horse  and  cow-dung,  it  is  put  upon  meadow 
land  after  the  first  crop  of  hay  is  off. 

Is  that  the  night-soil?  No. 

Do  you  also  carry  night-soil?  Not  to  our  whart 

Have  you  difficulty  in  finding  places  to  lay  rt  ?— -We  have  en 
place  to  'which  we  can  carry  it,  over  the  Canal-bridge,  about  oOt 
yards  on  the  same  road.  We  lay  it  there  in  the  midst  ot  a  van 
large  field;  the  person  who  allows  us  the  privilege  ot  shooting i 
there  (Mr.  Clarke),  bakes  it,  I  believe,  and  sends  it  over  to  the  W  e> 

Indies.  T   .  i 

In  what  district  is  the  place  where  it.  is  baked  ?  It  is  on  m 

other  side  of  the  Canal -bridge,  about  500  yards,. very  near  to  tfeti 

Isle.  ,  ?  *f 

What  is  the  average  cost  of  cleansing  out  a  cesspool  f 
done  by  the  load.    Our  average  is  generally  10s.  a  one-horse  am 
15,?.  a  two-horse  load.  , 
Is  the  load  about  a  cubic  yard?  As  near  a  cubic  yams 

P° How  many  loads  will  it  take  upon  the  average,  taking  a  foutfj 

rate  house,  with  two  families?  The  houses  wc  are  most  in  0 

habit  of  removing  night-soil  from  are  lodging-houses,  With  a  tafiu 
on  every  floor.    That  is  about  five  loads. 
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How  often  in  the  year  do  you  cleanse  those  ?  Once  in  a   Mr-  wi»i«m 

rear,  or  once  in  eighteen  months.    It  is  impossible  to  state  it  ex-  *W 
ictly,  because  they  do  not  employ  the  same  person  twice,  if  they 
:an  get  it  done  a  shilling  or  two  cheaper  by  another. 

Each  individual  makes  his  agreement  with  you  ;  and  he  makes 
lis  agreement  with  you  because  you  happen  to  be  the  contractor 

or  the  dust  and  refuse  ?  Not  exactly  that,  but  because  we  hap- 

oen  to  be  the  lowest  in  price. 

But  in  many  instances,  where  you  happen  to  be  the  contractor 
"or  the  dust  and  refuse,  they  agree  with  you  for  the  cleansing  of 

he  privies?  Jt  depends  more  upon  our  connection  with  the 

juilders. 

Would  the  amount  for  cleansing  the  cesspool  of  a  fourth-rate 

enement,  with  two  families,  be  rather  under  than  over  MA  It 

night  be  done  for  about  25s.,  I  should  say. 

Your  contracts  are  to  cleanse  the  streets,  squares,  alleys,  and 
•ourts? — -Yes. 

How  often?  Almost  every  parish  differs.    I  should  say  the 

vorst  places  once  a-week  :  places  in  which  a  cart  cannot  enter 

What  district  do  you  apply  that  to?  Those  parishes  that  we 

ire  now  working  for.    We  have  very  few  courts  in  them ;  but  in 
he  parish  of  St.  Giles's,  that  we  held  till  the  24th  of  last  month 
here  were  a  great  many  of  those  places.    In  what  was  called  the 
Cookery  m  St.  Giles's,  we  were  always  compelled  to  £o  twice 
.-week.  .        •  & 

.Was  there  a  great  accumulation  of  filth  in  those  places  ?  

I  hey  are  the  most  filthy  that  I  know. 

In  that  part  there  are  no  regular  ash-bins  or  places  to  put  ashes 

II  •       No;  it  is  thrown  into  the  street,  or  anywhere. 

In  consequence  of  the  refuse  dust  and  ashes- being  so  thrown 
ire  they  not  frequently  carried  by  the  water,  when  there  came  a 

loodof  ram,  into  the  drains  and  sewers?  It  would  seem  ex- 

eedtogly  probable. 

Are  there  any  sewers  in  the  district?  There  are  common 

A    ;  but  there  are  no  drains  from  the  houses. 

I      f  *i7rie  re8ular  P"vies  in  those  houses,  or  cesspools?  I 

f  IS  Zn-t  *?  universal  at  afl.  During  the  last  thirteen  weeks 
nKT    ,  (jlleTs  s  contract  we  were  paid  5s.  a-week  for  keeping  the 

Habitants  in  Lascelles-court,  Holborn,  decent;  preventing  Them 

3?  USG  a  Sma11  l'lace  which  had  seeraed  to  have  been  ori- 
o  S  Wateh-tox,  and  a  place  of  filth  it  was.    We  used 

^eim  a  barrow  in  at  four  o'clock  in  the  morning,  and  take  it 

het°tn!-at  ^  h,ad  n°  convenience  at  all  ?  No.    At  that  time 

Ve  wpr!  t  mt°  thp  a'g^soil  and  rendered  it  worthless. 

Ho  J  P«y^g  a  ar?°  sum  fol" ,he  dl,8t'  and  it  was  a  great  loss  to  us. 

Vp  In     u     ,   maikot  for  y°ur  dl,st  wi,h  the  brick-makers  ?  

» e  generally  do. 

2  n2 
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Places  of  deposit  for  Dust  and  Refuse. 


M,-.  wnitaa       What  proportion  does  the  dust  bear  to  the  breeze  ?  1  should 

Thoru-       say  there  is  about  two  parts  of  dust  to  one  of  breeze,  lhere 


hardly  one  of  breeze.  . 

Does  not  the  want  of  any  convenience  in  the  way  of  ash-holes, 
or  a  proper  place  for  dust,  for  those  poor  tenements  in  the  district 
you  speak  of,  give  you  a  great  daal  more  trouble  than  you  would 

have  if  such  places  were  provided?  There  ought  to  be  in  every 

court  a  public  dust-bin,  and  the  inhabitants  ought  to  be  compelled 
to  put  their  dust  into  it;  for  when  ashes  and  breeze  have  fetched 
the  high  price  we  have  given  for  them,  and  they  throw  our  dus 
into  the  street,  and  mix  it  up  with  night-soil,  we  lose  a  great  deal 
of  money  in  the  course  of  the  year.  We  are  paid  for  the  cleansing, 
and  pay  for  the  dust:  the  difference  we  receive  from,  or  pay  to 

the  parish.  ,  .  ,  „  ,  Jk 

Then  this  carelessness  and  waste,  which  arises  from  the  want  ol 
having  some  ash-holes  provided  for  these  poor  districts  is  a  source 
of  expense  to  the  parish,  and  of  loss  to  the  contractor  ?—-It  is  a 
loss  to  the  contractor,  and  it  is  also  a  loss  to  the  parish  ;  because  if 
a  proper  dust-bin  was  provided  we  should  not  have  to  go  into  lie 
Rookery  above  once  a-week;  whereas  the  parish  officers  said  it 
would  breed  infection,  and  we  were  obliged  to  go  twice,  and  the 

parish  must  pay  for  it. 

Do  you  think  that  the  having  small  bins,  and  hav ing  moie  of 
them,  would  be  better  than  one  large  bin e  should  be 
robbed,  as  contractors,  if  there  were  portable  bins;  for  in  those 
neighbourhoods  they  would  sell  the  dust  as  they  p  eased. 

Do  you  think  the  bin  might  be  contrived  in  such  a  way  that  the 
ashes  should  be  emptied  into  the  top  through  a  thing  like  a  hop- 
per, and  should  be  locked  in,  so  that  they  should  not  be  able  to  get 
ihemout?  It  would  be  a  great  advantage  to  the  dust  con- 
tractor, and  also  to  the  parish. 

It  would  lessen  the  expense,  and  it  would  prevent  traud  

Certainly.  .  ,  „ 

Besides  the  refuse  of  dust,  have  you  not  a  great  variety  of  mis- 
cellaneous refuse  frequently  mixed  up  with  the  dust  which  you  get 
in  the  houses,  such  as  bones  and  other  things  that  are  thrown 

away  ?  Yes;  cabbage-leaves  and  pea- shells.    The  bricklayers 

will  not  buy  breeze  at  this  season  in  consequence. 

How  do  you  dispose  of  the  bones  and  those  things?  Uur  ge- 
neral plan  is  to  contract:  we  underlet  our  work  of  sifting  to  a  man. 
and  we  give  him  everything  that  it  produces  except  the  ashes  ana 
breeze.  He  gets  the  rags,  and  bones,  and  other  things,  ine 
oyster-shells  belong  to  us  :  he  sells  the  bones. 

What  sort  of  person  is  he :  is  he  a  labouring  man,  or  a  man 

of  any  capital?  He  must  be  a  man  that  has  30Z.  to  begin  with, 

at  all  events. 

He  employs  men  under  him?  He  employs  men,  women, 

and  boys  under  him. 


The  Uses  of  different  sorts  of  Refuse.  3?3 

Does  the  separation  and  use  of  that  refuse  become  a  mercantile  Mft  wffibm 
consideration  ?  It  does.  Tll0rn- 

Are  there  cases  where  the  proprietors  have  large  transactions 

with  the  sal-ammoniac  manufacturers  and  others  ?  We  have 

nothing  to  do  with  it;  but  I  should  say  not.  I  am  not  aware  that 
Ave  deal  in  any  article  that  will  make  sal-ammoniac.  The  bones 
are  almost  always  sold  to  the  Jews ;  and  they  send  them  away  in 
barges,  and  they  are  taken  and  boiled,  I  believe,  in  the  country 
somewhere,  and  ground  and  used  as  bone-dust  for  manure. 

What  is  done  with  (he  rags?  The  fine  rags  are  washed;  and 

if  they  can  be  made  anything  of,  they  are  taken  and  disposed  of  to 
the  paper-mills,  for  the  purpose  of  manufacturing  paper.  The 
woollen  coarse  rags  are  taken  into  the  country,  and  laid  down  till 
they  moulder  away,  and  then  the  rag-dust  is  sold  to  the  hop-farmers 
in  Kent.  It  is  a  most  excellent  thing  to  prevent  the  fly  in  the  vine. 
Oyster- shells,  broken  crockeryware,  and  everything  that  we  call 
'hardcore,"  is  sold  to  the  contractors  for  roads.  If  we  do  not 
lappen  to  be  making  a  road  ourselves,  we  sell  it  to  any  road-con- 
:ractor,  and  he  makes  the  bottom  of  the  road  with  it.  There  is  no 
)etter  thing  in  existence. 

Do  you  remove  any  dead  animal  matter  that  may  be  cast  out : 
n  the  sweepings  of  the  streets  would  you  consider  yourself  re- 
sponsible for  removing  a  dead  dog?  If  the  vestry  or  the  sur- 
veyor were  to  say  to  me,  "  You  shall  remove  it,"  I  should  not 
:onsider  that  I  was  bound  to  do  it.  I  do  not  consider  that  they 
lave  a  right  to  throw  it  out. 

You  do  not  make  any  commerce  of  that  sort  of  animal  remains  7 
 No. 

Are  the  bones  disposed  of  in  general  soon  after  they  are  received  ? 
—-Our  men  are  men  of  very  small  capital.  They  are  obliged 
o  dispose  of  them  every  week,  at  all  events. 

Do  you  pay  your  men  by  task- work?  No  :  by  day-work. 

What  do  you  pay  a-day?  Our  lowest  price,  when  we  have 

»een  obliged  to  employ  a  great  many  men,  has  been  2s. ;  but  we 
lever  paid  that  except  upon  our  contract  in  St.  Giles's.  But  our 
owest  price  now  is  half-a-crown. 

What  quantity  do  you  deem  a  fair  day's  work  ?  Did  you  ever 
eckon  the  number  of  square  yards  that  one  man  with  another 

nouicl  sweep  ,n  a  day?  No  ;  we  do  not  go  so  particularly  into 

'  as  to  take  it  by  the  square  yard.    We  say  that  a  horse  and  so 
nany  men  should  sweep  so  many  loads  in  a  day. 

id  you  ever  make  any  estimate  as  to  what  quantity  you  can 
lr2  W„  a  &lven  num°er  of  men,  or  what  quantity  of  labour  a 

our  ,       rfeqUire  for  Pr°Per  cleansing  ?  No.    In  the  neigh- 

our  iood  of  oUr  wharf  at  Battle-bridge,  for  the  Foundling  estate 
""  We  Doughty  estate,  together  ;  we  have  had  three  sweepers  and 
norse  and  cart  in  dry  weather,  but  in  wet  weather  we  have  an 
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Mr.  wiiiiam      tra  cart  ancj  an  extra  man.    Those  three  men  are  bound  to 

Thorn.  "  1 

cleanse  the  estates  twice  a-week. 

How  many  loads  in  a  day?  1  do  not  consider  that  the  horse 

has  done  his  day's  work  unless  he  brings  in  four  load,  at  all  events, 

in  dry  weather.  _ 

What  would  they  do  in  wet  weather?  In  wet  weather  we 

make  the  horse  do  an  extra  load. 

That  is  five  loads?  Yes;  that  is  from  a  district,  the  furthest 

point  of  which  would  be  half  a  mile  from  our  wharf. 

Have  you  any  sort  of  estimate  as  to  what  quantity  of  dust  50  or 

100  houses  will  afford?  No;  but  I  can  give  the  number  of 

chaldrons  of  almost  every  parish  at  the  west  end  of  London.  A 
chaldron  is  forty  bushels,  or  a  cart-load. 

Can  you  state  how  much  dust  and  ashes  m  a  year  a  house  oi  a 
aiven  size  generally  produces  on  an  average— take  the  house  of  a 
tradesman  in  Tottenham-court-road,  who  is  there  all  the  year? 

 I  have  often  gone  over  the  houses  in  Tottenham-court-road, 

for  I  think  the  parish  of  St.  Pancras  is  about  one  of  the  fairest  that 
we  can  take,  for  they  are  nearly  always  in  town.  I  think  that,  on 
an  average,  it  is  about  a  load  and  a  half  in  a  year. 

Of  course  the  quantity  would  be  greater  in  the  case  of  a  larger 
house,  supposing  the  inhabitants  to  remain  in  town  all  the  year? 
;  Yes. 

But  when  you  come  to  a  larger  scale  of  house  it  will  not  be  al- 
ways in  proportion,  because  many  of  the  people  are  out  of  town 
during  a  great  part  of  the  year  ?  Yes.  Our  dust  in  one  di- 
vision alone  has  fallen  off  15  loads  a-week  in  the  division  ot  St. 
Mary's,  St.  Marylebone,  within  the  last  fortnight,  in  consequence 
of  people  going  out  of  town.  . 

That  observation  applies  itself  to  all  classes  of  houses  in  dif- 
ferent parts  of  London,  of  which  the  inmates  periodically  go  outot 
London  for  a  lengthened  period  ?  -Just  so. 

Can  you  state  what  is  the  difference  in  the  quantity  of  mud  and 
dirt  of  different  kinds,  arising  from  a  macadamized  and  a  pa\ecl 

road?  Macadamized    roads  are    the    greatest  nuisances  m 

London.  Where  we  have  one  load  off  in  dry  weather,  we  naye 
seven  in  wet.  .  ? 

What  is  the  proportion  between  them  and  the  paved  roads . 

:  There  are  two-thirds  more  dirt  on  a  macadamized  road  than 

on  a  paved  road  in  wet  weather. 

What  is  the  proportion  on  the  wooden  roads  ?  The  wood- 
work is  generally  the  cleanest  in  London. 

Is  flie  manure  more  valuable  that  comes  from  the  wooden 

roads  ?  The  manure  is  neat ;  it  is  dried  horse-dung,  nearly  i 

some  mud  from  the  macadamized  road  is  brought,  and  left  on  it  by 

carriages,  &c.  .       .  , 

What  you  take  oft'  the  streets  upon  those  occasions  is  mucii 
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more  valuable  than  what  you  take  off  a  macadamized  road  ?  Mr.  wiiiiam 

yes  but  there  is  not  enough  of  it.  Thorn- 

You  state  that  the  mud  on  the  macadamized  roads  is  three 
times  as  much  as  on  the  pavement — can  you  state  how  much  less 

there  is  on  the  wooden  road  than  on  the  pavement  ?  We  have 

hardly  had  experience  enough.    I  think  I  might  say  one-third, 
without  any  danger. 

Do  you  find  on  the  macadamized  roads  a  great  deal  of  ground 
granite  ?  Yes. 

Have  you  been  able  to  turn  it  to  any  account  ? — ■ — When  we 
have  got  to  dispose  of  it,  we  are  obliged  to  mix  it  to  pass  it  off,  by 
a  sort  of  moral  fraud ;  for  if  a  farmer  gets  what  they  call 
"  mac,"  they  will  not  have  it  at  all ;  they  say  it  does  no  good  to 
the  land. 

Has  it  never  been  used  for  cement,  or  in  any  way  ?  T  think 

we  have  sold  such  a  thing  as  three  loads  in  the  course  of  a  year, 
out  of  some  thousands  of  it. 

Would  it  not  suit  brickmakers  instead  of  sand  ? — ■ — -No  ?  it 
would  not  pass  through  a  fine  sieve. 

Do  you  know  what  is  the  effect  as  manure  of  the  common  sur- 
face-cleansing of  the  stone  pavement ;  do  the  farmers  state  what  is 
the  effect  of  it  at  all  ?  They  do  not  use  it  alone. 

It  appears  then  that  the  cost  of  cleansing  a  given  number  of 
square  yards  of  macadamized  surface  would  be  considerably  more 
than  for  the  same  surface  of  pavement  ?  Certainly. 

And  the  same  surface  of  pavement  would  be  a  great  deal  more 
than  the  same  surface  of  wooden  pavement?  Yes. 

Therefore,  the  contract  for  cleansing  during  the  year  would  be 
a  great  deal  less  by  the  general  adoption  of  wooden  pavement  than 

it  would  be  with  either  of  the  others?  Yes-  the  difference  is 

astonishing  where  the  wooden  pavement  has  come  into  operation. 

Can  you  give  any  details  of  it?  Yes;  there  is  Marylebone 

parish:  at  the  present  time  Oxford -street  is  nearly  all  paved  with 
wood ;  it  is  wood  up  to  the  corner  of  Vere-street ;  formerly  it  was 
all  stone,  and  then  the  cleansing  was  done  at  considerably  less,  in 
proportion,  the  shoots  and  wharfs  being  now  farther  away  than  when 
the  macadamized  road  or  broken  stone  came  into  operation.  I  think 
it  has  made  a  difference  this  year  alone  of  500/.  1  should  not  like 
to  have  taken  the  contract,  if  Oxford-street  had  been  macadamized, 
at  less  than  500/.  more  for  the  parish  of  Marylebone. 

io u  mean  that  the  saving  is  500/.  a-year  bv  having  wood ? — I 
am  sure  it  is.  T  •  • 

Have  you  seen  wooden  pavement  applied  in  any  narrow  streets 
or  courts?  1  do  not  think  it  is  in  any  court  in  London. 

You  are  aware  that  the  more  narrow  the  streets,  and  the  poorer 
the  glace,  the  poorer  the  paving?  Yes. 

Do  not  you  think  that  if  wooden  pavement  was  adopted  in  narrow 
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Mr.  wniiam   p]aceS)  the  water  would  fall  off  a  great  deal  better  than  it  now  does 
Th0rD'      in  the  narrow  courts  in  St.  Giles's,"  where  there  are  now  holes  and 

filthy  water  lodging?  If  the  wooden  pavement  were  laid  in  a 

court  in  a  proper  manner,  in  the  way  that  I  believe  most  parishes 
are  in  the  habit  of  agreeing  with  the  wood-pavement  companies,  at 
so  much  per  annum  to  keep  their  work  in  repair,  then  they  would 
be  bound  to  go  into  that  court,  and  keep  it  in  a  proper  state. 

If  that  was  done,  would  not  it  lessen  the  expense  of  cleansing 
those  places,  because  the  rain-water  would  act  regularly,  and  cany 

the  drainage  down  the  kennels  ?  Certainly,  if  the  paving  was  laid 

properly. 

Have  you  had  experience  in  cleansing  any  place  where  the 

asphalte  is  laid  ?  No  ;  I  have  only  seen  one  piece,  and  that  is  on 

the  road  leading  to  Vauxhall  Bridge. 

May  you  not  be  defrauded  by  your  own  men  of  the  refuse;  may 
they  not  drop  portions  of  it  by  the  way,  for  instance,  turn  it  down 

the  gully-holes,  and  so  on?  They  are  subject  to  very  heavy 

penalties  if  that,  is  done. 

Are  you  not  aware  that  that  is  done  to  a  considerable  extent, 

especially  with  a  macadamized  road?  As  to  the  macadamized 

roads  throughout  London,  whatever  the  parishes  have  saved  to  their 
nerves,  as  far  as  noise  is  concerned,  they  have  certainly  lost  by  the 
extra  sewer-rate,  for  the  mud  will  run  down  of  itself.  As  soon  as  a 
heavy  shower  comes  it  washes  away  all  the  powdered  granite. 

Being  in  a  liquid  state,  it  affords  facilities  for  the  men  discharging 
it  in  that  way  ?  M  they  are  inclined  to  do  so.  I  myself  dis- 
charged three  men  for  doing  that  very  thing. 

Do  you  find  any  opposition  on  the  part  of  the  owners  of  the 

ashes  to  your  carrying  them  away?  In  the  low  neighbourhoods 

they  steal  them  from  us. 

Are  you  still  much  troubled  by  what  are  called  «  flying 
dustmen  ?  "  Very  much,  in  Marylebone  especially. 

Is  not  the  price  of  breeze  reduced  very  much  ?  Yes.  Ihree 

years  ago  I  sold  the  ashes  and  breezes  at  10*.  on  board  at  Pad- 
dingtou.  I  have  not  sold  any  this  year  on  board,  but  I  am  selling 
them  at  Battle-bridge  at  3*. 

Formerly  something  was  paid  by  the  contractor,  generally  a 
large  sum,  to  the  parishes.  Has  not  the  reduction  in  the  price  oi 
breeze  occasioned  you  simply  to  undertake  the  street  sweeping  m 

return  for  the  breeze?  No;  we  pay  the  parish  of  Marylebone  a 

large  sum  for  what  we  are  now  taking  at  Paddington  for  the  dust 
of  St.  Mary's,  which  is  the  most  western  part  of  the  parish.  V\  e 
pay  them  at  the  rate  of  3s.  2d.  per  chaldron  in  the  houses,  and 
when  I  took  the  contract  in  last  January,  I  had  every  reason  to 
believe  that  I  should  have  cleared  6d.  a  chaldron ;  that  upon  3000 
chaldrons  would  have  been  1500  shillings,  which  for  one  contract  1 
should  have  been  satisfied  with.    But  I  am  sorry  to  say  that  at 
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esent  I  have  no  offer  of  anything  near,  or  at  most  anything  more    Mr-  w''i<«m 
an  the  money  we  are  giving  for  it  as  it  lies  in  the  houses  before 
«  send  for  it. 

Do  you  attribute  that  diminution  in  the  demand  to  any  diminu- 

m  in  "the  amount  of  building  or  brickmaking?  1  attribute  it 

•  the  depression  in  trade  generally,  and  to  the  builders  who  were 
bstantial  men  three  or  four  years  ago  now  using  a  great  deal  of 
,-ing  paper,  so  that  if  I  send  in  100,000  bricks  to  a  man,  I  get  a 
11  from  him,  and  I  feel  very  nervous  about  its  being  taken  up,  and 
3  have  been  obliged  to  keep  our  bricks  back  rather  than  sell 
Jail. 

As  a  general  rule,  does  any  of  the  refuse  of  the  metropolis  pa)', 
id  if  so,  will  you  state  what  portion  of  it  does  pay  for  its  removal  ? 
— The  dust  is  the  only  portion.  The  parishes  have  hitherto 
nerally  reived  mora  from  than  thay  have  paid  to  the  con- 
ictor;  but  this  year,  in  consequence  of  the  depreciation  in  the 
due  of  the  dust,  the  parish  of  Marylebone  pays  the  contractor, 
vo  years  ago  the  balance  was  1850?.  in  its  favour. 
If  it  were  all  put  up  together,  dust  and  night-soil,  could  you 

brd  to  pay  for  it?  We  do  pay  for  the  dust,  but  the  night-soil 

aut.  of  the  question.    We  charge  IQs.  for  taking  away  a  single 
id. 

Then  the  night-soil  is  a  dead  loss  ?  It  must  be  a  dead  loss  to 

i  proprietor  of  the  house. 

Do  you  pay  extra  wages  to  the  men  who  get  out  the  night-soil  ? 
— Yes,  we  pay  so  much  a  load  to  the  men.  For  a  fair  night-job 
send  out  five  men  and  a  cart,  and  I  generally  send  a  foreman 
h  them  when  I  cannot  go  myself,  because  I  am  very  particular, 
do  not  like  such  a  thing  as  spilling  it  on  the  road,  or  the  men 
ting  drunk.  We  pay  the  men  6c?.  a  load  to  each  of  the  five  men, 
1  for  an  average  job  that  is  half-a-crown  to  each  man. 
low  long  do  they  work  for  that  ? — —Till  five  in  the  morning  gene- 
y;  not  quite  so  long  as  five,  because  it  must  bs  done  by  four 
lock.  J 

Are  they  paid  rather  more  in  consequence  of  the  employment 

ng  disagreeable  ?  A  third  more  at  least. 

Do  they  drink  a  good  deal  ?  Yes.    It  is  a  very  disagreeable 

upation,  and  I  do  not  wonder  at  their  drinking.  We  always  charge 
^uch  for  the  men's  allowance  for  liquor  besides  the  wages. 

re  J^V  generally  men  of  great  strength  ?  They  come  in  as 

sj  they  come  from  the  country  about  16  or  17,  and  if  once  they 

into  a  nightman's  yard  they  never  leave  it. 

they  healthy  in  general  ?  1  can  bring  very  stout  men  that 

e  been  in  it  all  their  lives. 

o  they  live  to  a  good  age  ?  We  have  got  a  man  now  that  is 

iney  live  to  a  good  age  in  general. 

does  not  produce  any  disease  tending  to  shorten  life?  1 

not  see  any  disease  that  it  would  produce. 
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Mr.  William        ]}0  accidents  ever  occur  in  emptying  those  places,  such  as  suffoca- 

Th°m'      tion  from  bad  air?  1  have  frequently  been  there  at  night,  and 

never  knew  anything  bad  escape  beyond  an  unpleasant  smell 

No  cases  of  the  men  suffering  from  fever?  No.     I  he  onlj 

noxious  gas  generated  is  a  little  sulphuretted  hydrogen. 

How  do  you  dispose  of  the  night-soil  ?  If  we  take  home  « 

load  at  night,  it  generally  goes  away  by  the  cart  almost  immediately 
if  we  should  be  fortunate  enough  to  get  any  person  that  will  giv, 
6  d.  a  load  for  it;  otherwise  we  take  it  to  the  man  that  I  have  men 
tioned,  who  bakes  it.  ,i 

Do  the  gardeners  purchase  it?  They  would  be  glad  of  it,  i 

they  could  get  it. 

It  is  not  used  extensively  by  market-gardeners?-  1  do  lie 

think  they  use  a  load  in  the  course  of  a  year.  We  supply  Mi 
Norrisj  of  Isleworth,  with  about  50  barge  loads  ot  manure  pe 
annum,  but  he  will  not  have  night-soil.  We  supply  him  wit 
street-sweepings  mixed  with  horse  and  cow-dung.  We  contrac 
with  the  coach  and  omnibus  proprietors  in  the  town. 

You  do  not  attempt  to  mix  night  soil  with  it?  It  would  b 

out  of  the  question;  we  should  have  the  whole  neighbourhool 

UPDoUyou  pay  the  coach  proprietors  for  the  dung,  or  do  they  pa; 

you  for  taking  it  away  ?  We  pay  them  for  the  dung,  and  we  bu 

cow-dung  from  the  cow-keepers.  If  we  did  not  get  the  dung  * 
could  not  sell  the  street-sweepings.  , 

What  do  you  pay  usually  for  the  dung  ?— We  pay  on  tl 
average  for  the  cow-dung,  if  we  fetch  it  from  the  place,  about  % 
a  cubic  yard,  that  is  about  a  two-horse  load. 

How  much  for  horse-dung  ?  1  suppose  about  Is.  &d.  a  on 

horse  load,  fetched  from  the  house. 

You  buy  it  for  the  purpose  of  sale  ?  We  buy  it  for  the  purpo 

of  making  the  street  sweepings  saleable. 

What  is  the  expense  of  the  carriage  of  a  cubic  yard  of  any  D 
of  those  materials  seven  miles  out  of  town?—— I  should  say  o 
twenty-fifth  part  of  the  produce  of  London  in  horse  and  cow-du. 
goes  out  by  country  carts,  which  bring  in  a  load  of  hay,  or  a  I* 
of  wurzel,  or  a  load  of  clover,  and  take  out  a  load  of  dung 
return,  and  the  rest  goes  away  by  the  scavengers,  and  compost  J 

made  of  it.  ..    ,       w    i,  | 

What  is  the  cost  of  carrying  it  out  seven  miles?-  -We  I 

not  consumption  for  half  of  it  within  seven  miles  ot  .London. 

How  do  you  send  it  out?  By  barges. 

There  is  scarcely  any  carried  out  by  carts  that  go  on  purpos- 
 Scarcely  in  any  instance,  except  half  a  dozen, 

What  distance  do  the  farmers  send  for  it?  They  will  se 

for  neat  horse-dung  as  far  as  seven  or  eight,  or  nine  miles,  or 
little  more,  because  they  pay  no  toll. 

How  far  does  that  manure,  mixed  with  dung,  go  f  AS 
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Rochester.  We  have  sent  some  as  far  as- Margate  three  or  Mr.  wnikm 
ir  years  back.  TUor"-- 

Do  you  send  up  the  river?  We  send  up  the  river  as  far  as 

ichmond-bridge  perhaps. 

'  And  by  canal?  And  by  canal;  but  the  trade  on  the  canal 

very  bad  ;  the  charges  upon  the  tonnage  of  manure  are  too  high. 

!  Then,  practically,  you  do  not  send  much  by  canal?— No. 
What  may  be  the  length  of  distance  from  the  metropolis  at 

lich  manure  from  it  is  regularly  used  ?  As  much  as  eighty 

ninety  miles  down  the  river. 

What  is  the  greatest,  length  to  which  the  distribution  by  carts 

-  es?  The  furthest  point  that  I  know  is  about  Kensal-green 

'meterv.    There  are  some  small  farmers  about  there  who  take 
•f  street-sweepings. 

"Do  not  the  market-carts  that  bring  in  hay  take  back  manure 
far  as  ten  miles?  As  far  as  Southall. 

Then  the  distance  to  which  you  send  by  barge  is  down  the  river 
far  as  Rochester,  or  as  far  as  Margate,  and  up  the  water  as  far 

I  Richmond?  We  have  a  wharfinger  at  Kingston  who  sends 

••  stuff  to  one  of  our  Thames  wharfs. 

Is  it  the  custom  of  the  trade  to  send  out  any  by  the  railways? 
— No.  When  the  Railway  Bills  passed  they  never  could  have 
-jislated  for  the  farmers,  as  regards  manure. 

\re  the  charges  too  high  to  prevent  it?  Yes;  it  is  quite  out  of 

i  question. 

With  respect  to  cleansing  the  populous  districts  inhabited  by  the 
orer  classes,  and  winch  you  are  bound  to  cleanse  at  certain 
nes,  are  there  any  inspectors  or  persons  appointed  to  see  that 
sy  are  done?  Yes;  in  every  parish. 

But  they  do  not  look  much  into  those  places ;  they  look  chiefly 

o  the  large  squares,  do  they  not?  1  do  not  know.    I  never 

s  so  tormented  in  my  life  as  I  was  in  the  parish  of  St.  Giles's, 
had  as  many  as  seven  or  eight  letters  a-day.  When  I  have 
ansed  a  place  twice  a-week,  they  have  actually  made  complaints 
it  such  a  place  was  not  cleansed  at  all.  When  I  have  cleansed 
m  Monday,  on  Tuesday  they  would  send  and  say  that  it  was  not 
ansed  at  all.  If  such  filthy  places  are  allowed,  if  a  set  of 
rrow  courts  are  allowed  to  be  built  that  a  horse  cannot  get  in  or 
'■>  you  cannot  wonder  at  anything  happening.  The  people  go 
ire  on  account  of  the  lowness  of  the  rent. 

Is  the  rent  very  low?  Is.  6d.  a-week  is  perhaps  the  average 

an  apartment. 

Do  you  know  that  they  are  as  low  as  Is.  6d.  a-week?  1  am 

e  they  are. 

Do  you  find  in  the  p00rer  districts  an  increasing  attention  to 
anhness  manifested  by  increasing  importunity  to  the  contractor, 

case  of  any  neglect?  It  is  not  the  inhabitants  who  com- 

un,  it  is  the  inspector  and  churchwardens,  and  the  clergymen. 
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Mr.  William    The  Rev.  Mr.  Tyler,  the  rector  of  St.  Giles's,  is  one  of  ihe  mos- 
Th0,n-      indefatigable  men  living;  he  is  always  in  the  midst  of  thos 
places. 

With  respect  to  animal  refuse,  such  as  dead  animals,  how  is  tha 
disposed  of — do  you  know  whether  your  carts  collect  much  of  it 
-It  is  impossible  not  to  collect  some  of  it  from  the  variou 


stalls,  the  fish-stalls  and  others ;  and  with  regard  to  vegetabl 
refuse,  the  quantity  is  prodigious. 

Are  there  slaughter-houses  in  your  district?  Yes;  but  we  ar1 

not  bound  to  take  out  slaughter-house  refuse ;  they  have  often  com1' 
to  us  and  asked  us  to  do  it,  but  I  would  never  meddle  with  it. 
Is  there  much  sheep-killing  in  the  butchers'  shops  ?  A  gresj 

deal.  •  n 

What  do  you  make  of  the  vegetable  matter?  It  goes  into  tH 

barge,  and  that  is  the  only  method  of  keeping  the  metropolis  health) 
If  we  are  prevented  from  shooting  it  into  a  barge  on  a  wharf,  whei 
the  tide  comes  up  twice  a-day,  which  enables  us  to  send  her  away  a 
soon  as  the  tide  flows,  we  cannot  keep  London  clean. 

With  respect  to  the  metropolis  generally,  you  are  clearly  of  opinio 
that  a  frequent  removal  of  the  refuse  is  indispensable  for  the  mair 

tenance  of  health  ?  1  should  certainly  say  so. 

And  that  the  retention  of  filth  in  any  place  is  a  cause  of  sickness 

 When  it  decomposes  it  must  be  so. 

Have  you  ever  observed  that  fever  cases  have  followed  in  placfi 

where  there  has  been  any  collection  of  filth?  [never  knew 

myself.  I  was  talking  with  Dr.  Wray  of  Salisbury  Square,  wh 
lived  many  years  in  the  neighbourhood  of  a  laystall  at  Whitefnars 
I  asked  him  seriously  whether  he  ever  knew  a  case  of  fever  aris 
from  it.  He  said  he  never  knew  a  case  at  all.  I  never  saw  but  or 
case,  and  that  was  in  the  neighbourhood  of  the  Edgeware  Roac 
Horse-dung  had  been  shot  there,  and  laid  down  for  about  two  montl 
under  the  kitchen  windows.  A  young  fellow  came  direct  from  th 
country,  and  in  a  fortnight  he  had  a  violent  attack  of  typhus  lever. 
You  are  quite  clear  that  regular  cleansing  would  be  of  grei 

importance  to  health?  Certainly;    I  do  not  think  that  ar 

vegetable  matter  would  hurt  for  three  or  four  days,  or  until  decon 
position  commenced,  upon  a  wharf. 

You  mentioned  a  young  person  from  the  country  getting  fev<i 
from  a  collection  of  horse-dung  in  a  decomposed  stale  ;  m  that  pai 
ticular  case  were  other  people  exposed  to  it  who  did  not  take  till 
fever?  Yes. 

Much  more  exposed  to  it,  perhaps,  than  he  was?  They  ha 

been  there  for  some  years. 

What  may  be  the  largest  quantity  that  you  have  known  to  tj 

accumulated  in  a  laystall  ?  The  largest  quantity  I  ever  had 

a  laystall  was  twenty  barge  loads. 

How  much  may  there  be  in  a  barge  ?  About  forty-five  cub 

yards. 
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Do  you  know  whether  the  sailors  in  the  barges  are  at  all  affected    Mr.  wiuiam 

it  1  .No  ;  they  are  a  fine  healthy  set  of  men.  ^ll0''n• 

The  people  engaged  in  the  work  generally  eat  and  drink  well, 

1  have  plenty  of  exercise  in  the  open  air  ?  Yes. 

They  have  very  little  to  do  with  the  miasma  in  a  state  of  concen- 

(jon  ?  There  can  be  no  concentration  of  miasma  till  it  has  lain 

nonth. 

Does  the  description  you  have  given  of  your  own  mode  of  carry- 
on  business  as  a  scavenger  and  contractor  apply  itself  to  others 

he  same  business  throughout  London  ?  Yes,  I  should  say  so ; 

are  the  oldest  contractors  in  London. 

[s  there  any  variation  in  the  terms  of  the  parochial  contracts ;  do 
'  of  them  contract  per  load  for  the  quantity  removed,  whilst 
ers  contract  for  the  extent  of  surface  cleansed,  without,  reference 

he  quantity  removed  ?  1  do  not  believe  it  was  ever  contracted 

by  the  load,  except  that  in  one  instance  the  parish  of  St. 
orge's,  Hanover-square,  contracted  to  have  it  removed  by  the 
d,  and  they  removed  it  by  pauper  labour. 

What  quantity  of  pauper  labour  was  used  as  compared  with 

t  of  regular  men?  Three  times  as  much. 

3ne  of  the  paid  men  did  three  times  as  much  as  a  pauper  man  ? 
—Yes. 

\re  there  not  opportunities  of  fraud  in  contracts  for  removing  at  so 
ch  per  load  ? — ■ — Most  decidedly  ;  you  may  have  a  small  cart, 
i  a  defective  one,  so  far  as  carrying  the  wet  material  or  slop  is 
cerned. 

fou  say  it  would  be  an  object  of  importance  to  you  to  have  a 
ce  where  you  could  shoot  night-soil,  if  you  could  manage  to  have 

ear  the  river?  If  it  could  be  shot  into  barges  it  would  be  a 

y  valuable  thing. 

f  any  arrangement  could  be  adopted,  by  which  night-soil  could 
carried  in  carts  and  taken  into  closed  premises,  or  put  into  co- 
sd  vessels  from  w  hich  no  odour  could  escape,  would  not  that  an- 
r  your  purpose  ?  Certainly. 

Do  you  think  you  could  meet  any  difficulties  presented  to  you  by 
inhabitants,  if  you  could  show  that  it  was  impossible  for  any 
ur  to  escape,  and  if  you  could  also  take  them  round  and  prove 

»  be  the  fact  in  the  event  of  any  objection  being  made  ?  Then 

t  would  do  away  with  all  the  objection,  because  I  consider  myself 
>  m  a  medical  point  of  view,  there  is  no  injury  resulting  from 
i"g  night-soil  through  the  streets  in  the  middle  of  the  night, 
m  everybody  is  in  bed,  with  their  windows  closed,  and  putting 
i  board  a  barge  ;  there  can  be  no  more  harm  in  putting  it  on 
ra  a  barge  than  in  putting  it  in  a  field. 

s  'he  practice  of  using  water-closets  greatly  extending  from  the 

jer  classes  of  houses  to  the  middling  classes  ?  Yes. 

*-'"e  you  aware  whether  it  has  been  extended  at  all  to  fourth-rate 
ses.        I  should  say  that  almost  every  description  of  house,  ex- 
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Mr. William  cept,  small  cottages,  and  fifth  and  sixth-rate  houses,  are  provided 
•Thorn'  with  water-closets  now.  The  plan  they  have  of  doing  it  is,  they  pu 
the  water-closet  a  little  way  behind,  and  then  the  water  pouring  awaj '; 
from  the  sinks  and  wash-houses  passes  through  it,  so  that  the  watei 
continually  pouring  down  drives  away  the  night-soil,  and  sends  i 
down  the  common  sewer. 

"Where  is  that  done  with  the  lower  class  of  houses  ?  In  tin 

neighbourhood  of  Paddington  I  believe  it  is  done. 

In  all  those  cases  there  is  a  communication  with  the  comnioi 
sewer  ? — Yes,  of  course. 

If  there  is  any  rule  or  regulation  that  prevents  a  communication  will 
the  common  sewer,  it  prevents  the  plan  being  carried  out?  Yes 

I  f  communications  were  facilitated  with  the  common  sewer,  d< 
you  think  that  plan  might  be  extensively  employed  in  poor  neigh 

bourhoods  ?  It  might  be  done ;  but  then  arises  a  question,  as  fa 

as  the  public  health  is  concerned,  when  we  all  have  to  drink  tb 
Thames  water. 

Ts  there  any  reason  to  doubt  that  the  labouring  classes  would  us. 

water-closets  if  they  were  supplied  with  them  in  their  houses?  

It  would  be  their  interest  to  do  so.  I 

From  what  you  have  seen  of  London  generally,  do  you  think  i 
would  be  desirable  to  erect  public  conveniences  in  different  district? 
for  the  accommodation  of  the  public  in  passing  ? — —I  should  sa; 
urinals  most  decidedly. 

Do  you  think  privies  would  be  desirable  in  some  places  ?  

cannot  see  any  objection  to  it,  because  the  police  would  prevent  an; 
bad  conduct  going  on. 

Do  you  find  that  the  streets  are  more  or  less  cleanly  than  the 
were  formerly  in  particular  districts,  in  respect  to  night-soil  in  tb 

streets  themselves?  There  is  only  one  part  in  the  west  end  (' 

London  where  there  was  any  such  thing.  The  Rookery,  in  S 
Giles's  was  in  a  most  filthy  state,  but  now  it  will  be  completel 
done  away  with. 

In  the  better  districts  is  there'  much  pollution  of  the  streets  b< 

night-soil?  Not  at  all.    In  a  respectable  street  such  a  tliin 

would  set  the  people  all  up  in  arms. 

Do  you  think  that  some  provision,  either  of  public  or  pnvai 
necessaries,  fit  for  the  humbler  classes,  would  diminish  the  pollutio 

that,  arises  from  the  neglect  of  such  things  at  present  ?  1  o 

certainly  think  so.  I  am  sorry  to  see  that  in  the  upper  part  < 
Pancras  there  is  not  even  an  urinal ;  you  may  go  up  one  street,  an 
down  another,  and  round  half  a  dozen  turnings,  and  not  find 
single  place. 

You  think  such  a  provision  would  be  conducive  to  public  healt 
in  populous  districts  ?  Certainly. 

Is  urine  at  all  collected  as  manure,  or  for  commercial  purposj 
in  any  way  ? — I  know  no  case  in  London  at  all ;  but  it  would roA 
very  excellent  sal-ammoniac. 
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EPLIES  TO  QUESTIONS  FORWARDED  TO  THE  CHAIRMAN  OF    Mr.  Alexander 
THE  CLEANSING  COMMITTEE  AT  EDINBURGH,  ANSWERED  BY  Ramsay- 
MR.  ALEXANDER  RAMSAY,  INSPECTOR. 

1.  Have  not  some  recent  regulations  been  made  by  the  Police  Establish- 
ment, in  conjunction  with  the  Fever  Board,  to  fumigate  and  cleanse 
the  houses  of  every  patient  attacked  with  fever  ?  If  so,  be  so  good  as 
to  furnish  a  copy  of  the  regulations,  if  they  are  not  considered  private  ? 

V  As  no  precise  regulations  have  been  adopted  beyond  what  are 
ntained  in  the  following  narrative  of  proceedings,  I  venture  to  lay 
em  before  you  in  the  order  in  which  they  occurred,  as  affording 
more  distinct  view  of  what  has  been  done  than  could  well  be 
ven  in  a  different  shape. 

On  the  28th  of  July  the  prevalence  of  fever  was  first  brought 
ider  the  notice  of  the  Cleansing  Committee  of  the  Police  Com- 
-issioners,  who  of  that  date  autborized  me  to  cause  the  walls  of 
y  stairs  or  closes  which  migbt  seem  to  require  it  to  be  washed 
th  quicklime,  keeping  particularly  in  view  those  situations  where 
rer  had  recently  existed,  or  was  likely  to  prevail.  Operations 
n-e,  according  to  this  authority,  commenced  on  the  1st  of  Au- 
ist,  and  by  the  second  week  of  September,  1212  different  places 
3re  washed. 

The  process,  however,  seemed  to  have  no  effect  in  checking  or 
oderating  the  disease  it  was  intended  to  counteract ;  and  on  the 
th  of  September,  in  reference  to  a  communication  from  the 
ty  Charity  Workhouse,  the  Cleansing  Committee  recommended  to 
;  Police  Board  to  have  the  houses  in  those  localities  where  fever 
Bvaajp  whitewashed  and  fumigated.  The  Board  happening  to  meet 
the  same  day,  and  adopting  the  recommendation  of  the  committee, 
itant  measures  were  taken  to  carry  it  into  effect.  On  the  13th  a  meet- 
?  of  the  committee  was  again  held,  at  which  a  deputation  attended 
>m  the  F ever  Board,  who  stated  that,  from  the  great  number  of  fever 
ses,  it  \s  as  impossible  for  the  latter  body  to  undertake  the  cleansing 
11  tdmigating  0f  the  houses  without  additional  aid.  The  Cleansing 
•mrjuttee  thereupon  recommended  that  the  Committees  of  the  Fever 
>ard  and  Destitute  Sick  Society  should  keep  a  record  of  all  cases, 
iere  whitewashing  and  fumigation  were  required,  and  granted  au- 
■M'"y  to  rue  to  appoint  such  persons,  and  to  purchase  such  imple- 
and  materials  as  might  be  necessary  to  carry  out  the  object  of 
J  ™ieting,  and  requested  the  surgeon  of  the  police  establishment  to 
«  "a  aid  in  any  case  where  it  might  be  necessary. 

on  thus  perceive  that  there  are  no  specific  regulations  on 
-  subject ;  and,  except  in  so  far  as  they  might  be  compulsory  on 
ase  whose  houses  are'  to  be  cleansed  and  fumigated,  I  am  not 
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Mr.  Alexander  sure  but  the  work  is  more  quickly  and  more  effectively  pei  formed 
R»n»»y.       when  ieft  t0  the  direction  of  one  person  not  encumbered  with 
numerous  rules  and  restrictions. 

Since  the  commencement  of  the  cleansing  and  fumigating  on) 
the  14th  of  September,  up  to  last  night,  211  staircases,  many  ol 
them  consisting  of  five  or  six  stories;  749  rooms,  of  all  sizes;  180 
closets ;  and  739  passages  have  been  thoroughly  hmewashed ;  and 
about  260  apartments  fumigated,  exclusive  of  the  1212  places 
already  mentioned. 
2.  In  what  manner  is  the  fumigation  effected —how  is  the  house. 

cleansed, — and  at  whose  expense  ? 
The  fumigation  being  a  process  not  safely  performed  except 
under  the  eye  of  a  medical  man,  has  been  intrusted  to  Dr.  Tait^ 
of  the  police,  whose  composition  for  fumigating  consists  of  one  par^ 
of  black  oxide  of  manganese  to  four  of  muriate  of  soda.    For  ar 
apartment  of  ordinary  size,  about  four  ounces  of  this  mixture  v. 
laid  upon  a  common  earthenware  plate  or  basin,  which  is  usuallj 
placed  in  the  middle  of  the  apartment,  and  about  two  ounces  o 
sulphuric  acid  poured  over  it.   The  doors  and  windows  being  care 
fully  shut,  and  the  chlorine  gas  instantly  disengaged,  every  crevice 
in  the  apartment  is  quickly  filled.    In  eight  or  ten  minutes  tin 
windows  and  doors  are  again  opened ;  and  if  there  are  a  numbe, 
of  houses  requiring  fumigation  in  the  same  neighbourhood,  th. 
process  goes  on  nearly  simultaneously  in  the  whole,  so  that  oni 
person  may  fumigate  a  very  large  number  within  an  hour. 

The  house  is  cleansed  generally  by  a  couple  of  men,  whosj 
implements  are  a  common  pail  and  a  painter's  whitening-brush  d 
a  large  size.  The  pail  contains  a  solution  of  lime  in  water,  th 
lime  being  in  its  most  caustic  state,  and  of  sufficient  consistent 
merely  to" whiten  the  walls.  It  is  very  quickly  applied,  and  whei 
the  workmen  become  accustomed  to  it,  which  they  soon  do,  the] 
put  the  inmates  to  very  little  trouble,  and  do  not  occasion  the  usua 
splashing  about  of  the  material,  the  fear  of  which  creates  an  aver 
sion  to  the  operation  in  the  minds  of  indolent  and  infirm  person 
not  always  easily  overcome. 

The  cleansing  is  effected  exclusively  at  the  expense  of  the  Folic, 
Board. 

3.  Is  this  fumigating  and  cleansing  compulsory,  and  does  it  extend  I 
the  houses  of  all  classes  ? 

The  fumigation  and  cleansing  are  not  compulsory,  and  do  IK 
extsnd  to  the  houses  of  all  classes. 

When  one  or  two  houses  of  a  tenement  occupied  by  the  poorj 
classes  have  been  cleansed  and  limewashed.  many  ot  the  neigl 
bours,  gratified  with  the  fresh  smell  of  the  lime,  and  its  light  an 
agreeable  effect  on  the  black  and  dirty  walls,  apply  to  have  the 
houses  also  washed ;  and  others,  seeing  with  how  little  meonvemeue 
to  themselves  it  is  accomplished  and  its  agreeable  effects,  on  the 
permission  being  asked,  very  rarely  refuse. 
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What  is  the  expense  attending  the  fumigation  and  cleansing  of  a  second   Mr.  Alexander 
and  third-class  cottage  respectively  ?  Ramsay. 

The  expense  is  a  mere  trifle.  On  the  30th  of  this  month  41 
ureases,  28  rooms,  13  closets,  and  57  passages,  were  cleansed 
d  limewashed  by  24  men  under  the  charge  of  three  overseers, 
-lose  joint  wages  amounted  to  21.  8s.;  the  cost  of  lime  to  3,?.  6d., 
d  allowing  for  tear  and  wear  of  implements  4s.  6d.,  we  have  139 
ices  thoroughly  cleansed  and  purified  at  an  aggregate  cost  of 
16*.,  or  a  fraction  less  than  5d.  each.  The  staircases,  it  must 
remembered,  vary  in  height  from  one  story  or  floor,  to  six  or 
jht.  On  a  large  scale,  therefore,  such  as  that  in  operation  here, 
5  expense  of  cleansing  a  second  and  third-rate  cottage  of  two  or 
•ee  apartments  respectively  might  not  exceed  9d.  and  ]  s.,  and 
i  fumigation  of  one  apartment  under  2c?. 

Has  this  practice  been  attended  with  beneficial  consequences ;  if  so, 
state  how  ? 

From  the  shortness  of  the  time  the  practice  has  been  in  opera- 
n  here,  it  is  almost  impossible  yet  to  determine  its  effects.  In 
:  course  of  nearly  19  years'  experience  in  the  management  of 
i  lighting  and  cleansing  departments  of  police  here,  however, 
lave  had  many  opportunities  of  knowing  the  effects  of  lime- 
shing  on  former  occasions.    For  although  the  police  statute  was 
•fly  prepared  at  a  time  when  this  city  was  threatened  with 
)lera,  and  many  useful  clauses  added,  it  is  still  lamentably  defec- 
3  in  its  sanatory  regulations,  and  must  ever  be  so,  until  medical 
lice  shall  have  a  statutory  existence  as  a  distinct  branch,  yet,  on 
•asions  of  excitement  regarding  epidemic  disease,  the  police  has 
/ays  contributed  more  or  less  to  the  purifications  which  the  . 
-ies  rendered  necessary.    Most  of  the  cleansings  which  then  took 
ce  were  like  the  present,  a  stretch  of  the  powers  of  the  police, 
sanctioned  by  the  statute,  justifiable  only  by  the  circumstance 
the  prevalence  of  dangerous  disease,  and  liable,  I  have  no  doubt, 
be  interdicted  by  any  interested  person  ;  and,  from  ihe  want  of 
compulsory  power,  partial  and  comparatively  inefficient  in  their 
'ration.    No  doubt,  however,  in  so  far  as  they  go,  they  will  be 
anded  with  most  beneficial  consequences  ;  for  although  the  salu- 
y  effect  expected  from  them  has  not  yet  appeared  in  a  reduction 
he  number  of  fever  cases,  or  in  their  abated  virulence,  from 
er  opportunities  I  have  had  of  knowing  their  effect,  I  have  no 
'bt  that  the  present  limewashing  will  be  attended  with  results 
Jecided  and  satisfactory  as  on  former  occasions.    On  the  fourth 
tilth  floor  of  a  house  within  a  short  distance  of  where  I  now 
te,  for  example,  the  whole  occupants  of  that  floor,  consisting  of 
P     dwellings,  were  attacked  during  the  last  severe  visitation 
ever  in  1838,  and  the  whole  floor  repeatedly  cleared  by  the 
aoitants  being  sent  to  the  infirmary.    A  fresh  set,  of  tenants 
•e  no  sooner  inducted  than  tbe  disease  again  broke  out,  and 
tin  trie  floor  was  tenantless.    It  was  occupied  and  re-occupied 
rOL.  ii.  2  c 
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v.  Alexander  several  times  with  similar  results,  till  at  last  there  was  a  difficult  ! 
Hamsay.  fi^^g  0CCUpants  on  any  terms.    The  proprietor  lived  in  th 

country,  and,  beyond  getting  his  rents,  took  little  interest  in  th  jj< 
matter  ;  but  on  being  urged  to  get  the  whole  floor  thoroughly  linn 
washed,  he  did  so,  and  fever,  till  within  the  last  month,  has  not  bee  < 
known  in  it  since. 

I  have  troubled  you  with  a  communication  much  longer,  I  dai 
say,  than  you  desire,  and  probably  much  longer  than  is  reall  i 
necessary;  but  my  conviction  from  all  I  have  seen,  and  all  I  ha\l 
heard,  in  the  course  of  many  years'  experience,  is  so  strong  ai  l 
decided  as  to  the  efficacy  of  quicklime-washing  in  removing  diseas  l 
that  if  carried  out  under  a  statutory  enactment,  along  with  a  fe  I 
other  simple  and  effective  regulations  regarding  cleanliness,  uiidtl 
the  direction  of  a  stipendiary  medical  officer,  the  periodical  attacl  I 
of  fever,  with  which  all  large  towns  are  visited,  would  be  much  le;| 
frequent  in  their  occurrence,  and  greatly  less  severe  in  their  chc 
racter.    Indeed  I  am  not  without  the  hope  that  I  shall  live  to  sc- 
the  appointment  of  a  medical  officer  in  every  considerable  town  i 
the  kingdom.    As  compared  with  the  numberless  advantages  < 
such  an  appointment,  the  expense  would  be  a  mere  bagatelli 
Swpposing  a  salary  of  250/.  a-year  were  allowed  for  his  service 
and  that  the  dwellings  of  every  poor  person  in  such  a  town  as  Edh. 
burgh  were  to  undergo  an  annual  purification,  and  that  the  enti: 
expense  fell  upon  the  public,  the  cost,  including  a  permanent  corj 
of  cleaners  and  every  other  expense,  would  not  exceed  500Z.  a-yea 
The  dwellings  of  a  very  large  proportion  of  the  poor  are  niei 
dunghills,  and  the  salutary  effects  of  cleaning  the  closes  and  oth< 
places  where  they  live,  out-doors,  are  in  a  great  measure  neutralize 
*  by  the  filth  which  prevails  within.    This  serious  evil  would  I 
removed  by  the  appointment  of  a  medical  officer,  and  an  organic 
system  of  cleaning,  or  causing  their  dwellings  to  be  cleaned;  whig 
the  moral  effect  of  frequent  visitations  would  be  to  stimulate  pe 
sons  of  filthy  habits,  and  to  awaken  a  taste  for  and  an  appreciate 
of  decency,  order,  and  cleanliness. 

Under  whose  superintendence  are  these  regulations  placed,  and  he 
is  he  made  acquainted  with  the  fact  of  fever  having  appeared  in 
house  ? 

Regulations  you  will  see,  in  one  sense  of  the  word,  there  a 
none ;  and  the  work  is  placed  under  my  superintendence. 

Generally  speaking,  there  is  no  great  difficulty  in  becomhj 
acquainted  with  the  fact  of  the  appearance  of  fever.  Besides  bed 
in  communication  with  the  Committees  of  the  Fever  Board  ai 
Destitute  Sick  Society,  the  men  employed  in  cleansing  soon  he 
of  any  cases  of  fever  in  the  neighbourhood;  for,  although  the  peo£ 
have  sometimes  an  aversion  to  the  introduction  of  (he  cleaning  for1 
into  their  own  dwellings-,  they  are  always  ready  to  direct  them 
those  of  their  neighbours  where  disease  is  known  to  exist. 

pj$  October  9.    I  have  omitted  to  state  in  its  proper  pla( 
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tat  in  preparing  the  lime  for  whitewashing,  a  small  quantity  of  m,  Alexander 
llonde  ot  lime  is  added — probably  half  a  pound  to  a  pailfull.  Kamaay- 
There  being  a  meeting  of  the  Cleansing  Committee  this  day,  and 
so  of  the  Board,  I  have  laid  before  them  the  following  abstract 
hich  appears  to  me  of  sufficient  importance  to  justify  me  for- 
arding  it,  as  showing  the  very  trifling  expense  of  executing  a  lame 
lantity  ot  work  of  a  very  important  description  :— 


From  September  14  to  November  7,  the  wages  to  men  and  over- 
seers employed  in  hmewashing  and  cleaning  amounted  to  . 
The  cost  of  lime  to       .        .        .        i  t 
Implements,  say  ;  ,  . 

Chloride  of  lime,  sav  . 

j    «  •        •  i 


31  7 
3  8 
6  10 
0  14 


d. 

5 
0 
0 
7 


Together 

During  this  period  there  have  been  limewashed  and  cleaned 


•    42    0  0 

303  staircases. 
898  rooms. 
248  closets. 
894  passages. 


Total  .  2343 


The  average  expense  of  each  is  4^,  or  a  fraction  above  A\d. 
I  shall  be  glad  to  furnish  any  further  information  in  my  power. 


•URTHER  COMMUNICATION  FROM  MR.  ALEXANDER  RAMSAY. 
)uringthe  19  years  that  you  have  held  your  present  office  have  vouhad 
^opportunities  of  becoming  acquainted  wifh  the  habits  of  Ilie^oo^ 

Vly  attention  has  been  long  directed  to  the  state  of  the  houses  of 
poor,  and  I  am  convinced  that  without  some  summary  powers  on 

suftcteit  state  of  cleanliness  to  insure  a  proper  degree  of 

W&lffil  deSlrable  that  an  lnSPector  of  the  dwelli»Ss  °*" 
^Zouu  t:  ^  aPP01I?ted-    The  constant  duty  of  such  an 

r  2  ev!  t  yrl  tHe  habitati°ns  of  the  P°01'  esPeci*% 
for  ma,  v  ^  mSPeCtor  ought  to  be  a  medical  man, 

»"3  ohcc  7n  d  be  m  W^  COnnected  with  the 
*  be  s  „on  r  °.'!e  Zre*t source  of  efficiency  of  such  a  measure 
Id  be  verPv  Sff  n  ^  3?"  V11Sltatioils  f">*  *■  criminal  police 
contra//  fP  ™'  Wh^  th°SAe  °f  a  medical  ™*»  would,  on 
Id  nl  y'  •  very  popular.  An  officer  such  as  I  allude  to 
W  prove  ol  infinite  benefit  to  the  health  of  a  town.  * 


O  r  O 
\j  & 
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Mr.  Umtt.      Do  you  anticipate  any  particular  benefits  from  the  appointment  of  a 
lumsay.      medical  inspector  ? 

Such  an  appointment  would  possess  many  advantages,  many  of 
them  not  very  apparent  at  first  sight,  besides  that  of  a  sanatoiy 
spec^on  of"  the  houses  of  the  poor.    For  notwithstanding  % 
Xrous  means  in  operation  for  their  benefit,  m  the  PJ0«. 
trations  of  the  clergy,  the  unceasing  and  7;earledftfatt^°^b° 
the  medical  profession,  the  benevolent  labours  of 
societies,  the  laborious  superintendence  and  administration  of  the 
&  funds,  there  is  no  responsible  stipea^  offi^r.  wh| 
labours  among  the  poor  possess  the  advantage  of '"^^^ 

S&SL^ra^ £  S=  oTme^l 
mteSce  to  make  application  for  it,  is  greater  than  maybe 
eS  coTce  ved.    In  cases  where  destitution  is  aggravated  by 
dSaL  the  appointment  of  an  officer  who  would .procure  for  them 
the  aid  which  their  circumstances  might  require  would  be  the 
n  ean  of  relieving  a  large  amount  of  human  misery.    Those  who 
^dmuchofthlir  time  among  the  destitute  poor  can  te^m 
often  it  happens  that  the  unfortunate  subjects  of  eve  ai    fo  >>aken 
by  friends/relatives,  and  acquaintances  and  for  days ^o^erten 
wholly  in  solitude,  altogether  without  *™™f>°£ 
.without  the  miserable  comfort  of  a  cup  of  cold  water  Unforta 
nitelv  this  is  no  exaggerated  picture,  but  one  of  every-day  occur 
reteVand  untd  means  are  established  for  ^in-*«- 
in  health  a  regular  inspection  of  the  houses  of  the  pool,  by  a  paic 
and  responsible  functionary,  it  must  continue  s0-  :ns13ecuOi 
The  first  duty  of  such  an  officer  would  be  a  constant  inspect** 
of  the  dwelling's  of  the  poor,  with  a  view  to  the  lg™SSSJS 
disease.    It  would  be  his  duty  to  cause  such  d»e ng  ,  hous| 
stairs,  areas,  or  other  places  as  might  seem  to  reqm ,e U .to  b- 
properly  cleansed  and  fumigated,  either  at  the  f^^T^ 
that  of  the  private  party,  as  the  judge  acting  in  the  police  cour 
might  determine.  .     •  jm1»^v 

In  cases  of  fever  or  other  infectious  d.sease  occurring  in  dang 
inhabited  or  ill-ventilated  situations,  he  would  see  tha :  m«W 
attendance  was  obtained,  cause  their  houses  and  apar  me *  M 
bed-clothes  and  bedding,  as  well  as  the  persons  and  body-dotM 
the  inhabitants,  to  be  cleansed  and  purified,  and  generally  take  0 
needful  measures  to  prevent  the  spread  of  the  d.sease 

A  duty  of  not  less  importance  would  be  a  constant  suned 
ofUiat  lass  of  lodging-houses  occupied  by  beggars ^ 
strangers,  and  other  persons  having  no  fixed  place  ot  resia 
Thtcrowded  and  filthy  state  of  these  lodging-houses,  particular 
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or  some  time  before  and  after  harvest,  the  nasty  state  of  their  beds,  Mr-  Aiwando 
Vequently  occupied  by  promiscuous  intercourse  of  the  sexes  in 
poverty,  rags,  and  filth,  many  of  them  labouring  under  danger- 
ous and  infectious  disease;  the  nightly  succession  admitted  to  the 
same  apartments,  the  same  beds,  and  the  same  bed-clothes,  with 
heir  wandering  and  unsettled  mode  of  life,  present  a  condition  of 
things  as  favourable  for  engendering  and  diffusing  disease  as  it  is 
veil  possible  to  conceive. 

The  simple  and  obvious  remedy  for  this  state  of  matters  is,  in 
he  first  place,  to  compel  all  keepers  of  lodging-houses  of  this 
-lescription  to  occupy  them  under  a  licence  from  the  police  court, 
ipon  a  certificate  from  the  medical  officer,  stating  the  number  of 
.  odgers  each  apartment  is  to  contain,  with  a  due  regard  to  health 
and  decency,  and  to  affix  a  copy  of  the  licence  on  some  conspicu- 
ous place  on  the  wall  of  each  apartment,  and  making  the  house- 
older  bound  to  report  to  the  officer  of  health,  or  police,  every  case 
i  which  any  inmate  shall  have  been  confined  to  bed  by  illness, 
f  whatever  nature,  for  more  than  24  consecutive  hours.  This, 
•ith  a  due  attention  to  the  proper  cleansing  of  the  houses  and  bed- 
lothes,  would  go  far  to  remove  many  of  the  evils  which  adhere  to 
Dclging-houses  in  their  present  state. 

Now,  one  professional  gentleman  at  the  head  of  the  sanatory 
epartment,  with  several  overseers,  and  an  intelligent  subordinate 
ssisfant,  would  be  quite  sufficient  for  a  town  like  this,  and  they 
ould  be  able  to  attend  to  other  matters  connected  with  the  pre- 
dion of  disease,  as  well  as  with  its  amelioration  when  the  disease 
ccurj. 

Would  you  think  it  desirable  to  render  it  imperative  upon  the  officer  of 
ubJic  health  to  visit  every  case  of  death,  and  unless  a  certificate  of  its 
moe  Was  left  by  the  medical  attendant  of  the  deceased,  to  institute  strict 
iquiries  into  the  cause,  and  to  register  the  latter? 

For  very  many  reasons  such  a  system  would  be  highly  desirable. 

■imrnf  aiTv,ers  which  y°u  have  already  forwarded,  you  have  described 
ft  tht  ,  ciea,nsin.S  apartments  after  fever.  Would  you  be  inclined  to 
«  ttns  under  the  direction  of  the  medical  inspector? 

Certainiv  and  there  should  be  as  few  legal  difficulties  as 
nd   •?  sedition  of  his  orders.     When  the  medical  officer 

oni  .nece&sar.Y  that  the  ^aircase,  apartments,  or  other  places 
■1  ire  to  be  cleansed  or  fumigated,  a  simple  printed  notice 
rrviyitl?  .  at  ls  to  be  done>  ancl  allowing  a  particular  time  for 

henWnt°  effeCt'  affixed  llPon  the  walls  of  the  premises,  should 
uu  to  be  a  sufficient  legal  notice,  and  if  not  complied  with, 
y  De  done  at  the  expense  of  the  inmale.    In  other  cases  where, 
ne  anP°Tty,0f  the  inmates>  the  state  of  disease  in  the  house 

>an^«r  ^        V°r  -°lher  Causes'  h  may  be  "pessary  that  the 
ansmg  should  be  immediately  effected,   the  medical  officer 
iouiq  have  the  power  of  having  it  done  without  delay. 
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Mr.  Alexander      Ave  you  quite  convinced  of  the  beneficial  results  arising  from  lime- 
Ramsay.      washing  louses  in  which  fever  has  existed  ? 

Since  the  commencement  of  limewashing  by  the  police  I  have 
been  af  the  utmost  pains  to  ascertain  whether  any  case  of  fever 
has  occurred  in  any  house  previously  subjected  to  limewashing. 
A  number  of  cases  were  reported  as  having  occurred,  but  on 
inquiry  it  turned  out  that  the  whole  of  them  were  the  cos.-  o! 
relapse. 

Have  you  formed  any  calculation  to  show  what  would  be  the  expense  pi 
an  establishment  for  such  a  purpose  ? 

I  have  done  so  for  the  city  of  Edinburgh,  and  perhaps  you  will 
accept  this  as  an  example.    In  Edinburgh  there  are  10,09*.  ftt 
11,000  houses,  at  and  under  41.  rent ;  one-fifth  of  the  occupants  ol 
them  are  in  such  circumstances  as  to  be  beyond  the  necessity  o\ 
requiring  public  aid ;  one-fifth  more  are  cleanly  and  orderly  in 
their  habits,  and  would  not  require  public  assistance.    Now,  sup- 
posing the  cleansing  to  extend  to  houses  under  4/.,  and  allowing 
1000  houses  in  which  cases  of  fever  may  occur  in  dwellings  above 
that  rent,  where  the  parties  could  not  afford  to  cleanse  for  them- 
selves, the  aggregate  amount  of  houses  to  be  cleansed  would  be 
7600.    The  cost  of  cleansing  each  separate  place  is  3$rf.,  but  ir 
order  to  include  staircases,  lobbies,  and  such  like  places,  let  u< 
take  the  cost  as  high  as  Id.  each,  include  also  in  the  above  calcula- 
tion the  expense  of  2400  fumigations ;  then  the  total  cost  to 
cleansing  and  fumigating  annually  .7600  houses  would  be  im 
But  this  calculation  is  based  on  the  assumption  that  a  specia 
cleansing  corps  were  retained  for  the  purpose  ;  by  taking  advan 
tage  of  the  services  of  the  ordinary  scavengers  m  the  perlormanc. 
of  this  work  the  expense  will  be  greatly  reduced.    By  tar  tin 
greater  part  of  this  work  would  have  to  be  done  m  the  summe 
months,  when  the  ordinary  duties  of  scavengers  are  very  light 
two-thirds  of  the  whole  work  might  therefore  be  performed  bi 
them  without  interfering  with  other  labourers.    This  would  reduc 
the  expense  to  1751. 

Suppose  that  the  surgeon  at  the  head  of  this  department  wer 
to  have  250Z.  per  annum  (although  no  doubt  that  sum  is  too  smal 
for  a  highly  qualified  medical  officer,  but  the  salary  might  o 
increased  afterwards,  when  the  measure  became  popular)  :  n 
medical  assistant  to  receive  80Z.,  and  as  the  175?.  includes  tn 
salary  of  one  permanent  attendant,  such  occasional  assistance  a 
may  be  required,  and  the  whole  cost  of  implements  and  materials 
then  the  whole  expense  of  this  medical  police  for  Edinburgh  wo® 
amount,  only  to  505/. 

Do  you  consider  the  outlay  would  actually  prove  a  great  economy  b 
reducing  the  burdens  on  public  charity,  and  the  expenses  attendant  0 
disease?  .  , 

Certainly  so  ;  but  the  amount  of  benefit  to  be  derived  trom  tn 
institution  of  such  a  system  is  not  to  be  calculated  by  the  nasi 
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nount  of  pecuniary  saving,  although'  even  in  that  point  of  view  Mr.  Aicxnnj™ 

e  saving  would  be  enormous.    The  relief  of  disease  and  desti-  1(iunsw 

tion  before  they  become  increased  and  aggravated  would  not 

ily  be  a  great  means  of  diminishing  mortality,  but  would  enable 

mdreds  of  families  to  provide  for  their  own  support  who,  by 

day  in  procuring  relief,  become  long  and  frequently  permanent 

irdens  on  charity.    It.  is  thus  clear  that  the  pecuniary  saving 

ould  be  immense,  and  this,  together  with  the  physical  and  moral 

fleets  arising  from  the  system,  would  be  all  purchased  at  a  sum  of 

)5/.,  being  upon  the  rental  within  the  bounds  of  police  under  one- 

ird  of  a  penny  on  the  pound. 

In  the  event  of  a  medical  police  being  established  throughout  the  coun- 
/,  do  you  think  they  should  be  subject  to  a  central  control,  or  be  placed 
ider  the  authority  of  corporations,  or  other  local  public  bodies  ? 

I  am  decidedly  of  opinion  that  a  central  control  would  be  of 
eat  importance,  in  order  to  furnish  the  means  of  comparison  with 
her  towns,  and  also  to  obviate  the  evils  arising,  especially  in  the 
se  of  public  nuisances,  from  the  interests  of  those  being  affected 
io  had  the  power  of  dismissing  the  officer  from  the  appointment 
lich  he  held.  Free  and  independent  action,  as  far  as  regarded 
e  town,  with  at  the  same  time  a  proper  responsibility  to  an  unbiassed 
>dy,  would  be  of  the  utmost  importance  to  an  officer  of  public 
silth.  V 

You  are  also  the  superintendent  of  the  scavenging  or  cleansing  of 
dinburgh,  are  you  not  ? 

1  es,  I  am  superintendent  of  the  scavengers  employed  in  cleansing 
e  city.     Under  me  there  are  eight  overseers,  I  myself  being 
sponsible  to  the  Commissioners  of  Police. 
What  are  the  regulations  for  cleansing  the  town  ? 

AH  the  streets  in  the  town  are  cleansed;  in  fact,  I  may  say  the 
hole  town  is  cleansed  every  day.  The  narrow  confined  closes  or 
>  nds  are  cleansed  several  times  in  each  day.    The  total  expense 

the  cleaning  departments  is  nearly  12,000/.,  but  the  sale  of 
anure  decreases  to  a  great  extent  this  expense.  On  the  average 
«  several  years  the  sale  of  manure  has  yielded  10,000/.  per 
mum.  J  L 

Are  such  courts  and  alleys  as  are  inaccessible  to  carts  cleansed  by  the 
Lulic  scavengers  ? 

Courts  and  alleys  of  every  description  to  which  the  scavengers  can 
1  access  are  cleansed ;  all  of  them  are  cleansed  once,  many  of 
em  several  times,  in  each  day.  In  addition  to  the  sweeping  of 
ese  places,  the  carts  go  round  every  morning  through  the  whole 
'unds  for  the  collection  of  refuse ;  and  in  the  old  town  and  poorer 
ll1??  .  at  hatt-past  "hie  in  the  evening,  and  on  Saturday  night" 
er  the  whole  bounds.  3  S 

How  is  the  manure  disposed  of,  and  at  what  price? 
1(  rom  20,000  to  30,000  tons  of  manure  are  annually  disposed 
by  sending  it  to  farmers  by  means  of  the  Union  Canal-.  The 
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Means  of  disposal  of  Refuse. 


Mr.  Alexander  remainder  is  sent  to  farmers  in  the  neighbourhood  by  the  Edinburgh 
Kamsay'      and  Glasgow,  and  by  the  Dalkeith  Railways.    We  deliver  it  frer 
of  expense  on  the  banks  of  the  canal  for  5s.  3d.  per  ton.  W< 
have  only  two  depots  for  the  manure,  both  of  which  are  situated 
nearly  a  mile  out  of  town. 

What  number  of  scavengers  and  of  carts  do  you  employ  ? 
The  number  of  scavengers  vary  from  100  to  130,  according  t< 
the  season  of  the  year.    The  wages  which  they  receive  are  12s.  pe; 
week.    The  number  of  carts  employed  is  about  50  per  day. 
Under  what  regulations  is  the  night-soil  removed  ? 
Night-soil  is  removed  by  our  own  scavengers  or  nightmen 
between  10  at  night  and  6  in  the  morning,  and  is  disposed  of  witl 
the  other  manure ;  the  night-soil  is  vested  by  Act  of  Parliament  a 
police  property. 

From  your  experience  in  the  cleansing  department,  do  you  conside 
that  the  cleansing  of  courts  and  the  removal  of  mght-soil  should  be  m 
trusted  to  public  scavengers,  and  not,  as  in  many  towns  in  England,  t 
private  individuals  ? 

If  there  be  any  one  point  which  I  should  wish  to  impress  upo: 
vou  strongly,  it  is  this  to  which  you  now  allude.  If  you  allrn 
private  individuals  to  remove  night-soil,  it  will  never  be  regulate, 
or  efficiently  performed.  All  matters  connected  with  cleansin) 
should  be  put  under  the  public  authorities,  or  their  responsibl 
officers. 

Mr.J.Whitwotth.  Mk.  JOSEPH  WH1TWORTH,  on  the  Cleansing  and  Construction  ( 

Roads  and  Streets. 
Are  you  the  inventor  of  the  road  and  street-cleansing  machine? 
Yes,  I  am. 

How  long  has  this  machine  been  in  operation  ? 

The  first  principal  trial  of  it  was  made  on  the  13th  February,  1841 
when  we  took  off  from  a  surface  of  2772  yards,  12  loads,  or  14  tor 
of  dirt  in  6£  hours,  being  one  load  for  every  231  yards,  Ons  expe 
riment  was  made  in  Portland-street,  Manchester,  and  sufficient! 
convinced  us  of  the  capabilities  of  the  machine.  Since  then  it  ha 
been  brought  into  regular  operation  both  in  Manchester  an 
London. 

Have  you  contracted  to  cleanse  the  township  of  Manchester  by  means 
your  machine? 

I  have;  the  agreement  into  which  I  and  my  partners  have  er 
tered  is,  to  sweep  the  streets  twice  oftener  than  under  the  ot 
system,  at  an  actual  saving  to  the  town  of  500Z.  per  annum ;  oi 
in  other  words,  we  are  to  receive  for  doing  twice  the  amount  c 
cleansing  500Z.  less  than  the  former  expenditure. 

Have  you  entered  into  similar  contracts  with  other  towns  ? 

We  have  contracted  to  cleanse  the  township  of  Chorlton-upor 
Med  lock,  and  the  wooden  pavement  in  Regent-street,  Londot 
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)ur  machines  are  also  used  in  the  city  of  London,  but  not  under  Mr.j.w  rwgiDfi. 
ur  own  management.    This  line  of  road  includes  wooden  pavement 
nd  Macadamized  surface.    We  have  also  undertaken  to  sweep  a 
ixth  part  of  the  City,  iucluding  Fleet-street,  Ludgate-hill,  Far- 
no-don-street,  &c. 

Describe  the  nature  of  your  invention  ? 

The  principle  of  the  invention  consists  in  employing  the  rotary 
lotion  of  wheels  moved  by  horse  or  other  power,  to  raise  the 
oose  soil  from  the  surface  of  the  ground,  and  deposit  it  in  a  vehicle 
ttached.  The  apparatus  for  this  purpose  consists  of  a  series  of 
rooms  suspended  from  a  light  frame  of  wrought  iron,  hung  behind 

common  cart,  the  body  of  which  is  placed  near  the  ground  for 
xeater  facility  in  loading.  As  the  cart-wheels  revolve,  the  brooms 
jccessively  sweep  the  surface  of  the  ground,  and  carry  the  soil  up 
n  incline  or  carrier-plate,  at  the  top  of  which  it  falls  into  the  body 
f  the  cart.  The  apparatus  is  extremely  simple  in  construction, 
nd  has  no  tendency  to  get  out  of  order,  nor  is  it  liable  to  material 
ljury  from  accident.  An  indicator,  attached  to  the  sweeping 
pparatus,  shows  the  extent  of  surface  swept  during  the  day,  and 
■cts  as  a  useful  check  on  the  driver.  It  also  affords  the  oppor- 
mity  of  working  the  machine  over  a  given  quantity  of  surface. 
9  State  the  average  amount  of  work  which  your  machine  can  perform,  as 
mtrasted  with  the  number  of  men  necessary  to  execute  the  same  amount 
f labour  ? 

I  The  average  rate  of  effectual  scavenging  by  hand  in  Manchester, 
iken  for  a  whole  year,  is  from  1000  to  1500  square  yards  of 
irface  daily  for  each  scavenger.  The  manner  of  sweeping  is 
ifferent  in  London,  and  therefore  an  apparently  larger  amount  of 
ork  is  done,  but  not  so  effectually.  When  the  machine  is  in 
peration,  the  horse  going  only  2j  miles  per  hour,  it  sweeps  during 
iat  time  4000  square  yards  ;  thus  performing  in  a  quarter  of  an 
our  neariy  the  day's  work  of  one  man.  The  average  amount  of 
irface  which  can  be  swept  by  a  machine  during  the  day  depends 
pon  the  distance  of  the  places  of  deposit.  In  Manchester  we  have 
wen  places  of  deposit,  and  the  average  number  of  yards  swept  daily, 
y  a  machine  drawn  by  one  horse,  is  from  16,000  to  24,000. 
^hbTurhoode:>PlaCeS  °f  deposit  prove  a  nuisance  to  persons  living  in  the 

The  circumstances  under  which  the  refuse  is  now  collected 
went  the  occurrence  of  any  nuisance.    Formerly,  the  intervals 
-  ween  the  collections  of  refuse  were  so  distant  as  to  give  time  for 
'at  deposited  to  become  offensive.    But  now  those  parts  of  the 
wn  Which  were  cleansed  on  the  old  plan  once  a-month,  are  swept 
f  un  three  times  a-week;  so  that  the  refuse  is  fresh,  when  brought 
ae  place  of  deposit,  from  whence  it  is  removed  on  the  average 
°nce  a- fortnight.    In  fact  the  drainage  of  the  yards  and  stacks 
*>  complete,  that  there  is  no  perceptible  effluvia  arising  from 
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Its  Economy  compared  ivith  Hand-labour. 


Mr. J.Whitworth.     What  peculiar  advantage   do  your  machines  possess  when  compared 
with  hand-labour !' 

In  answering  this  question  I  will,  with  your  permission,  avail  i 
myself  of  a  Report  we  published  some  time  since,  and  quote  from.  I 
pages  8  and  9,  as  follows : — 

"  The  process  of  street-cleaning  consists  of  three  parts,  viz., 
sweeping,  loading,  and  carrying.  Under  the  present  sy  si  em  these 
are  entirely  distinct  operations  ;  each  of  them  constitutes  a  pro- 
tracted and  expensive  process,  and  the  two  former  absorb  a  large 
amount  of  human  labour.  By  the  aid  of  the  patent  machine,  all 
the  three  processes  are  not  only  carried  on  simultaneously,  but,  as 
it  were,  blended  in  one  operation,  whilst'each  is  so  far  simplified  as 
to  render  the  combination  less  complex  and  protracted  than  the 
single  process  of  either  sweeping  or  loading  by  the  present  mode. 

"  By  the  present  mode  of  sweeping,  the  dirt  is  first  moved  from 
the  centre  to  the  sides  of  the  street,  and  there  collected  into  heap 
for  convenience  in  loading.  An  immense  amount  of  time  and 
labour  is  thus  consumed ;  the  mass  of  dirt  being  moved  over  a 
wide  extent  of  surface,  and  the  operation  of  cleaning  continual!} 
retarded  by  the  accumulation.  It  is  calculated  that  each  particle, 
on  the  average,  moves  through  20  feet  of  space  before  the  operation 
of  loading  commences. 

"  Here  the  advantage  of  the  patent,  machine  is  self-evident.  Il 
entirely  supersedes  the  whole  process  just  referred  to.  The  dirt 
instead  of  being  swept  from  one  part  of  the  street  to  another,  is 
swept  at  once  into  the  cart,  and  the  street  is  cleared  effectually 
The  operation  of  sweeping,  in  fact,  merges  in  that  of  loading,  anc 
both  are  performed  without  the  intervention  of  human  labour 
When  going  at  the  rate  of  only  two  miles  per  hour,  with  brooms 
three  feet  wide,  the  patent  machine  will  clean  nearly  60  superficial 
square  yards  per  minute.  This  is  about  the  average  rate  of  work 
done  by  36  men.* 

"While,  the  machine  is  thus  calculated  to  abridge  human  la- 
bour, it  will  have  the  effect  also  of  reducing  the  number  of  cafffl 
and  horses  now  required  to  perform  a  given  quantity  of  work 
The  time  at  present  occupied  in  loading  and  carrying  is  consider- 
able, in  consequence  of  these  operations  being  performed  under  vcr) 
unfavourable  circumstances. 

"  That  of  loading  must  be  suspended  during  the  progress  of  th< 
cart  from  one  station  to  another,  and  consequently  is  perpetually 
interrupted.  Horses  and  men  are  stopped  and  started  alternately 
at  short  intervals,  whereby  a  continual  waste  is  occasioned  both  o 
time  and  force.    The  operation  of  the  patent  machine,  on  the  con 


*  In  the  township  of  Manchester,  22,000,000  yards  were  swept  during  the  yea 
18-11.  60  sweepers  and  20  carters  were  employed,  of  whom,  say  67  wove  constafttl 
occupied  in  sweeping  or  loading.  , 

This  would  give  1,000  yards  per  man  per  day.  The  lahour  of  paupers  is  found  t 
he  much  less  effective. 


Other  Advantages. 
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ary,  is  uniform  and  uninterrupted.    Hence,  though  taking  less  in  Mr.j.whitwoiiii. 

idth,  it  mil  go  over  double  the  extent  of  surface  included  in  the 

•ogress  made  by  the  present  cart  during  the  same  time.  More- 

er,  the  diminished  time  occupied  in  loading  is  made  available 

so  for  the  purpose  of  carrying.    By  the  present  mode  the  cart 

ust  stand  idle,  while  being  filled,  whereas  the  patent  cart  not  only 

)m  bines  the  operations  of  sweeping  and  loading,  but  performs 

)th  in  the  act  of  moving  forward  to  the  place  of  deposit. 

N  Nor  is  this  all ;  it  also  economizes  the  time  now  spent  in  carting 
vay  and  returning  empty.  "  Under  the  present  system,  owing 
the  great  width  of  surface  from  which  the  sweepings  are  col- 
cted,  the  cart  cannot  travel  far  without,  being  filled,  and  hence  the 
ne  is  princinally  occupied  in  carrying  merely.  Probably  two- 
irds  of  the  whole  time  of  carts,  horses,  and  drivers  are  thus 

-aisumed,  even  where  the  places  of  deposit  are  adjacent.  But  the 
itent  cart,  taking  less  in  width  (as  before  observed),  will  proceed 
•oportionably  further  before  it  is  full.  If  the  street  be  20  yards 
ide  (the  brooms  being  one  yard)  it  must  go  ten  times  further,  and 
ould  reach  a  distant  point  by  the  time  it  was  completely  filled, 
.ence  it  may  he  practicable  to  make  such  provision  for  deposit 
ithin  or  near  the  district  as  will  save  nearly  all  the  time  now  con- 
imed  in  carrying.  A  very  moderate  number  of  depots  would 
iffice  for  this  purpose.  If  the  streets  were  kept  clean  by  frequent 
peeping  in  dry  weather,  the  yards  might  be  advantageously  placed 
ore  than  a  mile  apart,  and  the  cart  passing  from  one  to  another 
ould  continually  carry  on  its  threefold  operation. 
"  Under  any  circumstances  it  will  have  the  effect  of  reducing 
e  number  of  carts  and  horses  now  required  for  a  given  effect, 
ssides  doing  all  the  work  in  sweeping  and  loading.  It  might  be 
ipposed,  from  the  extra  duty  thrown  on  the  horse,  that  an  increase 
horse-power  would  be  necessary ;  but  it  is  to  be  remembered,  that 
ider  the  present  system  the  horse  works  at  a  great  disadvantage  ; 
s  force  is  spent  in  alternately  starting  and  stopping,  standing  idle, 
id  drawing  the  empty  cart.  ' 

"  Besides  the  direct  economy  of  manual  labour  and  horse-power, 
e  use  of  the  patent  cart  will  be  attended  with  other  advantages 
>t  unworthy  of  notice.  Owing  to  the  complication  of  the  present 
stelD,  it  is  unwieldy  in  management.  The  different  processes, 
°"gh  distinct,  are  mutually  dependent,  and  must  be  adjusted  to 
eh  other.  The  number  of  sweepers  must  be  in  a  certain  propor- 
"i  to  the  number  and  return  of  the  carts,  that  the  operation  of 
idiQjg  may  follow  immediately  on  that  of  sweeping.  It  is  true 
it  this  object  is  rarely  accomplished;  but  the  mere  attempt, 
l,ch  is  compulsory  by  fine,  involves  a  superfluous  outlay,  and 
jtls  to  perplex  the  whole  management.  The  improved  system 
bo  entirely  free  from  this  cause  of  embarrassment ,  each  cart 
tUlg  independently,  and  having,  in  connexion  with  itself,  all  the 
cessary  accessories." 
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Cost  of  Sweeping — Proper  Forms  for  Roads. 


Mr.  j.wwtworili.    What  is  the  relative  expense  of  the  two  modes  of  cleansing  ? 

In  Manchester  the  average  expense  of  sweeping  and  cartin 
away  the  refuse  of  1000  square  yards,  is  4s.  6tZ.  The  cost  | 
sweeping  by  the  machine  varies  according  to  the  distance  of  thi 
places  of  deposit.  In  Regent-street,  London,  where  we  sweej 
early  in  the  morning,  and  deposit  the  refuse  in  the  street  for  ret 
moval  by  the  contractor,  we  have  charged  14J.  per  1000  squar, 
yards.  Generally,  the  cost  of  sweeping  and  removing  the  refus, 
to  places  of  deposit  by  the  machine  will  be  from  one-half  to  one 
third  the  price  of  scavenging  on  the  old  system. 

Is  the  machine  applicable  to  every  kind  of  street  surface? 

Perfectly  so.  The  kind  of  surface  does  not  make  any  difference 
It  has  been  worked  regularly  on  every  kind  of  street  surface  ;  thi 
round  and  square  set  stones,  the  macadamized  road,  and  woode 
pavement. 

Does  the  machine  cleanse  the  channels  of  a  street  or  road  ? 

We  have  latterly  constructed  all  our  machines  to  clean  ou 
channels.  A  modification  of  the  original  form  of  the  machiir 
enables  us  to  sweep  up  to  the  curb-stone  and  so  effect  this  object. 

For  the  effectual  cleansing  of  a  town,  is  it  not  of  the  utmost  importanc 
that  the  channels  should  be  well  constructed  ? 

Certainly.  Very  many  advantages  would  result  from  a  propc 
form  and  construction  of  street  channels.  In  the  old  streets  c. 
Manchester,  and  many  other  towns,  the  large  round  boulder  stone 
were  employed  in  the  construction  of  channels.  The  consequen 
irregularities  in  surface  (occasioned  by  the  varying  form  of  th 
stones)  render  the  proper  cleansing  of  such  channels  a  matter  c 
great  difficulty,  and  prevent  a  proper  flow  of  water,  which  lodge 
in  the  cavities"  along  with  the  refuse  it  holds  in  suspension,  am 
soon  proves  offensive.  But  now  the  Paving  Committee  form  al 
new  streets  as  well  as  the  channels  of  square-set  stones.  Thes< 
are  often  too  broad,  so  that  if  they  get  a  cant  on  one  side,  ai 
irregularity  in  the  channel  is  occasioned.  They  are  also  fre- 
quently placed  without  sufficient  care,  and  left  in  too  rough  a  stat< 
for  the  free  flow  of  water.  Until  very  recently  the  channels  ii 
this  town  were  not  laid  down  to  the  regular  curve  of  the  street,  bu 
were  made  to  clip  towards  the  curb-stone,  so  as  to  form  a  gutter 
or  they  were  placed  in  the  reverse  way,  according  to  the  very  ob- 
jectionable method  practised  in  some  parts  of  London,  by  which  tin 
Voad  is  elevated  towards  the  curb-stone,  so  as  to  form  a  gutte 
with  the  curve  of  the  road.  My  opinion  as  to  the  form  of  channe! 
coincides  exactly  with  the  specifications  of  Telford,  where  itj* 
stated, — "  There  should  be  no  gutter  or  other  channel  but  tha 
which  will  be  formed  by  the  angle  made  by  the  surface  of  tin 
pavement  abutting  on  the  kerb-stone."  One  great  advantage  o 
this  form  of  channel  is,  that  the  road  or  street  may  be  used  up  tc 
the  curb-stone.    Such  a  form  of  channel  is  much  more  easily 
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ansed  than  a  gutter,  and  is  quite  as  favourable  as  the  latter  for  Mr.j.whitwortu. 

;  free  flow  and  escape  of  water.    With  respect  to  macadamized 

-ids  in  towns,  there  is  great  difficulty  in  getting  the  road  rendered 

n;  towards  the  curb-stone,  as  carriages  do  not  in  general  ap- 

>ach  sufficiently  close  to  press  down  the  stones.    The  conse- 

3nce  is  that  the  loose  stones  obstruct  the  free  flow  of  water,  and 

>vent  the  channels  from  being  cleansed.    I  therefore  think  it 

bid  be  of  great  importance  in  towns  where  channels  require  such 

istant  attention,  to  pave  the  macadamized  streets  for  12  or  18 

:hes  from  the  curb-stone. 

How  often  has  it  been  usual  to  cleanse  the  streets  in  Manchester  ? 
The  regulations  for  scavenging  under  the  old  system  were,  that 
-st-class^streets  should  be  swept  once  in  a  week;  second  class 
■eets  once  in  a  fortnight ;  and  third  class  streets  once  in  a 
Dnth. 

Now  as  the  necessity  of  cleansing  depends  upon  the  amount  of  traffic. 
;cept  in  streets  consisting  of  cottage  property),  is  not  a  specific  provi- 
n  of  this  kind  inadequate  for  the  purposes  intended  by  cleansing,  and 
:ually  in  opposition  to  a  proper  economy  of  lahour  ? 
Decidedly  so.  For  example,  some  of  those  streets  which  are 
teredin  our  contract  to  be  cleansed  once  in  the  month,  may  not 
quire  to  be  swept  throughout,  more  than  once  in  the  time 
ecified.  But  as  local  accumulations  of  refuse  take  place  during 
e  whole  interval,  it  is  more  consistent  with  proper  cleansing  to 
move  these  as  they  occur.  Thus,  though  we  may  not  go  over 
ery  part  of  a  street  more  than  once  in  the  month,  we  cleanse  the 
•eets  in  parts  several  times  each  week,  thus  affecting  a  more 
icient  cleansing  by  the  distribution  of  the  labour  performed.  It 
the  same  with  those  streets  entered  in  our  contract  to  be  swept 
ce  a  week,  as  we  generally  find  it  necessary  to  send  the  sweeping 
achine  through  them  every  morning.  Hence,  although  the 
riod  in  which  a  street  is  to  be  cleansed  should  be  fixed,  the 
bour  ought  not  necessarily  to  be  performed  at  a  given  time,  but 
ight  with  much  advantage  be  distributed  over  the  period 
scribed. 

In  the  present  form  of  courts  and  alleys  your  horse-machine  is  of  course 
applicable. 

I  am  now  preparing  a  band-sweeping  machine  for  courts  and 
leys.  The  great  disadvantage  of  sweeping  these  by  ordinary 
avengers  is,  that  the  men  require  so  much  supervision  to  prevent 
em  doing  their  work  in  a  slovenly  manner.  But  the  indicator 
tached  to  the  machine  shows  what  surface  has  been  really  swept, 
his  machine  will  also  be  applicable  to  foot-paths,  and  to  the 
thy  alleys  between  the  back  doors  of  two  contiguous  rows  of 
^.  Such  a  machine,  however,  involves  the  expense  of  manual 
bour,  besides  the  derogatory  effect  to  men,  of  being  employed 
stead  of  beasts  of  burden.  Hence  I  intend  to  have  a  small 
achine  so  constructed  that  a  pony  may  be  able  to  draw  it.  In 
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Mr. j. whitwovth, future  arrangements  for  new  courts  and  alleys,  it  would  be  im- 
portant to  consider  the  facilities  for  cleansing,  as  well  as  those  for 
ventilation.  If  courts  were  kept  open  at  both  ends,  a  small  width 
would  be  sufficient  for  cleansing  them  by  the  horse-machine.  But 
if  they  are  formed  with  a  cul-de-sac,  to  admit  a  cart,  they  should 
be  at  least  four  yards  wide.  For  the  sake  both  of  cleanliness  and 
ventilation,  a  width  to  enable  a  cart  to  turn  would  be  of  great  im- 
portance, but  it  would  be  still  more  advisable  to  prevent  them 
being  blind  alleys  or  cul-de-sacs.  Hitherto  courts  and  alleys  have 
been  considered  as  independent  of  public  scavenging,  but  they 
really  ought  to  be  made  the  objects  of  special  attention,  and 
cleansed  every  day.  T  have  given  particular  orders  to  our  men  to 
take  the  channelling  carts  daily  into  all  the  poor  thoroughfares 
through  which  they  can  pass. 

Does  not  the  frequent  cleansing  of  a  street  actually  diminish  the  amount 
of  refuse  to  be  removed  ? 

In  some  kinds  of  pavements  and  roads  very  much.  This  effect 
is  produced  in  various  ways : — A  large  quantity  of  water  is  retained 
for  a  long  time  on  the  surface  of  dirty  roads,  and  of  course  increases 
the  mass  of  matter  to  be  removed.  Moreover  the  water  thus; 
retained  settles  down  into  the  foundations  of  the  road,  and  causes 
the  soil  beneath,  when  pressed  and  shaken  by  the  traffic  above,  to 
rise  between  the  sets  to  the  surface,  thereby  occasioning  an 
additional  increase  of  waste  matter.  In  the  town  of  Leeds,  where 
soft  yielding  substances,  such  as  cinders,  are  used  for  the  foundation 
of  the  pavement,  this  is  strikingly  the  case.  Again,  the  accu- 
mulated dirt  and  water  on  the  surface  of  roads  greatly  increases 
the  waste  of  the  superficies.  When  a  lapidary  desires  to  grind  a 
stone,  he  places  upon  it  moistened  dust  of  the  same  stone,  and  it  is 
thus  quickly  worked  down.  If  he  took  a  clean  polished  surface  it 
would  produce  little  effect.  Hence  the  greater  attrition  on  roads 
occasioned  by  wheels  grinding  with  the  aid  of  refuse  lying  on  them, 
causes  a  more  rapid  waste  than  if  this  refuse  were  removed  and  a 
clean,  dry,  and  hard  surface  left  for  the  wheels.  This  applies  with 
peculiar  force  to  the  case  of  macadamized  roads.  In  illustration 
of  the  greater  amount  of  waste  upon  dirty  than  upon  clean  roads,  I 
may  cite  the  following  instance : — 

By  the  Tables  of  Scavenging,  published  in  the  Reports  of  the 
Manchester  Police  Commissioners,  in  1841-2,  the  extent  of  sweep- 
ing was  greater  by  8,000,000  of  square  yards  than  in  1838-9, 
while  thenumber  of  loads  was  less  by  14,000.  The  extra  loads 
removed  in  the  former  year  must  have  consisted  principally  ot 
water  and  subsoil,  of  which  the  quantity  in  the  latter  year  was 
diminished  by  more  frequent  cleansing.  Part  of  the  diminution  in 
the  refuse  collected  must  be  attributed  to  the  better  kind  of 
pavement  and  materials  used  in  the  foundations  ;  but  still  there 
cannot  be  any  doubt  that  the  principal  saving  was  from  the  first 
reason  stated. 
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The  following-  facts  published  by  the  Commissioners,  placed  in  Mr. J.wiutwortii. 
le  form  of  a  table,  will  illustrate  the  above  remarks: — 


District. 

No.  of  Yards 
Swept. 

No.  of  Loads 
Removed. 

Average  No.  of  Yards 
per  Load. 

jwnsbip  1S38-39  .... 
jwuship  1841-42  .... 
lie  portion  swept  by  machines'! 

13,500,001) 
21.500,000 

5,574,000 

39,409 
25,029 

V2S5 

343 
859 

4,338 

iu  iiiv  wl  j/avcmraw,  tuusisunu  ui  sopuare-set  stones  put  in 
ith  lime,  such  as  those  in  London,  attrition  on  dirty  roads  causes 

certain  amount  of  increased  waste,  but  the  results  are  not  so 
arked  as  in  the  former  cases,  in  which  soft  yielding  foundations 
ork  up  through  the  joinings  of  the  pavement. 

As  frequent  cleansing  diminishes  attrition,  would  it  not  prove  econo- 
ical  to  cleanse  frequently  by  promoting  the  durability  of  streets  and 
ads,  and  by  preventing  the  necessity  of  frequent  repairs  ? 
Unfortunately  I  am  not  aware  of  the  existence  of  data  for  exact 
lculations  on  this  subject;  but  the  tendency  of  cleanliness  to 
•omote  the  durability  of  streets,  and  consequently  to  diminish  the 
:pense  of  repairs,  is  so  great,  that  even  under  the  present  system 
would  be  decidedly  economical  to  clean  them  oftener.  When 
rt  is  allowed  to  collect  on  the  surface,  the  water,  as  before 
iserved,  is  ]  revented  from  running  off,  and  sinks  down  to  the 
initiation  which,  becoming  soft,  yields  to  the  first  pressure.  The 
ffaceof  the  street  is  thus  rendered  uneven,  and  the  injury,  though 
ght  at  first,  is  continually  augmented  ;  carriage  and  waggon 
leels  revolve  in  the  hollow  places  with  the  violence  of  concussion, 
a  the  soil  underneath  rises  between  the  stones  to  the  surface 
using  a  new  settlement.  In  the  end  the  structure  of  the  street' 
okeadownV1Se  ^  laSted  unimPaired'  is  completely 

d  dTmhSn110,!  alS°  be  ar\econoi?y  in  lessening  the  draught  of  horses, 
a  tumimshing  the  wear  and  tear  of  vehicles  of  all  kinds. 

\  Wf  if  U  i.  i. 


Snout  doubt  this  must  be  the  case,  and  the  following  exper 
fated  in  Sir  Henry  P.— 
On  a  paved  road  the  draught 
On  a  well-made  broken  stone  i 
Una  well-made  broken  stone 
un  a  well-made  broken  stone  road,  wet  and  m 
^n  a  gravel  or  flint  road  in  a  dry  clean  state 


=  2 


"?  Stated  in  Sir  Henry  Parnell's  work  give  evidence  of  the  fact :— 

On  a 
On  a  \ 
On  a  i 
On  a  j 
On  a  j 
skeej 

ance  toVnnVr.iTur'k""".  110  vvouki  "  not  De  of  great  im- 

wo  teparat?b0dies?  '  PU"ing  them  Under  one  hody  instead 


aw!  -mil<e  b'°ken  stone  toad  in  a  dry  clean  state.    .  .     .    _  5 

On  awl, ^"made  broken  stone  road  covered with  dust    .     .  .     .    -  8 

On  ,  ^"-"jadebroken  stone  road,  wet  and  muddy  ...  —  10 

un  a  grave  or  fllrlt  road  in  a  d    ^  ^  \3 

»n  a  gravel  or  fhnt  road  in  a  vet  and  muddy  state  .     .  =  32 
mo2Sn|  ■  5°a,d  -in  perfect  rePait  is  30  inti 

WS  "Z^Z^^T^^  *  »<*  *W  im: 


ided  in  °ild  be  °f  gre^  imP01'tance,  as  the  additional  amount  ex- 
ld     £  cleansing  would  be  saved  in  the  diminished  waste  of  the 

t  on  i 7  Ure'  l"  S°  intln,ately  connected,  that  they  ought 
'  °n  any  account  to  be  separated.  3 
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Mr. 3  wuuwoith.  In  towns  there  are  generally  three  bodies,  possessing  powers  of  taking 
up  pavements,  viz.,  Commissioners  of  Sewers,  and  companies  for  supply- 
ing gas  and  water.  Would  it  not  be  advisable,  by  a  consolidation  ot  trusts, 
to  make  the  Paving  and  Sewerage  Commissioners  take  up  and  relay,  at 
the  expense  of  the  companies,  the  pavement  when  required  i 

Decidedly  so.  The  present  system  is  a  great  nuisance;  for  the 
companies,  repairing  in  the  cheapest  manner  without  reference  to 
the  period  of  duration,  do  the  work  in  a  much  worse  way  than  a 
paving  board,  whose  interest  it  is  to  keep  the  streets  in  proper 
repair. 

You  stated  that  your  machine  was  applicable  to  wooden  pavements.  Do 
not  their  transverse  grooves  offer  obstacles  to  their  proper  cleaning  i 

The  late  introduction  of  the  patent  street-cleansing  machine  on  the 
wood  pavement  in  Regent-street  has  led  my  attention  to  the  different 
modes  of  grooving  such  pavement  now  practised;   and  1  am  ot 
of  opinion  that  the  adoption  of  longitudinal  grooves  only,  where  the 
inclination  of  the  road  is  not  very  considerable,  would  be  found  to 
answer  generally  the  purposes  required,  much  better  than  any  ot  the 
various  modes  now  in  use.    The  principal  conditions  required  m  a 
paved  surface  are,  first,  the  least  possible  quantity  of  friction  and 
concision,  in  order  to  produce  smoothness   of  motion  and  easy 
draught  ;  and  secondly,  sufficient  adhesion  for  the  feet  of  horses 
employed  thereon.    Besides  these  may  be  mentioned  the  durability 
of  the  pavement,  and  the  facility  of  cleansing  and  repairing  it.    In  I 
all  these  respects,  grooves  running  in  a  longitudinal  direction  on  y  1 
will  be  found  advantageous.    The  diminution  of  friction  which  would  j 
b3  thereby  obtained,  and  the  entire  removal  of  that  concussion  winch  1 
is  now  occasioned  by  cross  grooving,  must  be  sufficiently  obvious,  as| 
also  the  consequent  smoothness  of  motioh  and  economy  ot  horse-  d 
power,  with  the  increased  durability  both  of  the  pavement  itself  and  1 
of  the  vehicles  employed  on  it.    The  only  question  that  can  arise] 
regards  the  hold  the  horses  will  have  with  their  feet  on  the  sur  ace.  ■ 
In  this  respect,  also,  there  will  be  found  to  be  a  decided  advantage! 
in  the  proposed  arrangement  of  the  grooves.    It  is  to  be  considered! 
that  grooves  in  one  direction  only  may  be  repeated  at  half  the  dis-| 
tance from  each  other  at  which  they  are  now  placed,  without  dirm-l 
nution  of  the  surface,  and  the  nearer  grooves  of  any  description  are, 
together,  the  greater  the  security. 

Again,  it  would  appear  that  the  tendency  of  horses  to  fall  down 
is  greatest  when  slipping  in  a  lateral  direction ;  and  it  so,  the  lon- 
gitudinal grooving  would  in  this  respect  afford  them  better  su  • 
port  than  cross  grooves.  But  a  still  more  important  effect  wouW 
be,  the  absolute  certainty  the  horse  would  have  of  the  kind  ot  surlac 
on  which  he  was  about  to  place  his  foot.  Cross  grooves  it  xtw 
apart,  are  of  comparatively  little  advantage  even  for  draught,  own  , 
to  the  uncertainty  under  which  the  horse  kvbours  of  being  able  tc 
avail  himself  of  them  without  slipping.  At  the  distances  they  aw 
now  placed  apart,  the  chances  are  much  against  his  gaming  an 
advantage,  and  hence  the  force  he  must  exert  against  the  grounc 
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ast  be  sufficient  for  the  draught,  independent  of  the  cross  grooves,  Mr.  j.  whitworth. 

account  of  that  uncertainty.  Cross  grooves  are  proper  for  steep 
cents,  and  they  should  then  be  used  exclusively,  and  placed  nearer 
aether.  Grooves  in  various  directions,  at  the  distances  they  are 
w  made,  render  it  impossible  for  the  horse  to  know  how  to  act  so 

to  avail  himself  of  their  assistance.  In  consequence  of  the  nar- 
wness  and  roundness  of  some  gig  and  carriage  wheels,  perhaps 
i  longitudinal  grooves  should  not  be  more  than  three  quarters  of 

inch  wide,  say  half  an  inch  deep,  and  five-eighths  of  an  inch 
oad  at  the  bottom,  having  all  the  corners  rounded.  As  the 
irability  of  wood  jjavement  is  so  great,  we  may  safely  say  2  inches 
•  the  distance  between  each  groove.  This  will  give  for  a  wheel 
inches  broad,  lj  inches  of  rolling  surface,  when  the  centre  of  the 
leel  is  over  the  centre  of  the  groove ;  for  a  3-inch  wheel,  under 
a  same  circumstances,  2j  inches  of  surface;  and  for  a  4-inch 
leel,  3^  inches.  When  the  wheel  is  over  two  grooves,  a  3-inch 
leel  would  still  have  2  inches  bearing,  and  a  4-inch  not  less  than 

inches. 

In  cleansing,  the  advantage  of  the  longitudinal  grooves  would 
very  great,  as  the  brooms  would  encounter  no  obstruction  in 
eeping  out  the  soil  accumulated.  The  necessity  of  having  so 
jch  water  laid  on  the  street  would  be  obviated,  and  a  great  saving 
ected  in  the  expense  now  incurred.  It  would  only  be  when  wind 
companied  great  dryness  that  a  small  quantity  might  be  required. 
ie  grooves  should  not  be  more  than  half  an  inch  deep,  on  account 
the  greater  facility  with  which  they  will  be  cleaned;  nor  does  a 
sater  depth  seem  necessary,  as  but  little  wear  takes  place.  When 
iy  do  become  too  shallow,  a  machine  drawn  by  a  horse  may  be 
lployed  for  deepening  them,  which  no  other  plan  of  grooving  will 
ow,  and  this  may  become  in  time  a  matter  of  importance. 
I  have  suggested  two  inches  as  the  distance  between  the  grooves, 
ns  may  be  thought  too  little.  Rankin's  proportion  of  groove  to 
''ace  is  about  1  to  3.  But  it  must  be  remembered,  that  the 
ooves  being  in  a  longitudinal  direction  only,  the  wear  and  tear 
'uld  be  very  considerably  diminished.  In  a  word,  the  two  oppo- 
se conditions  required  by  the  horse  and  carriage  are  each  fulfilled 
■h  the  least  degree  of  mutual  interference,  by  a  system  of  longi- 
hnal  grooving.  Most  of  the  foregoing  remarks  will  also  apply  to 
ne  pavements. 

Paving  stones  should  be  3  inches  wide,  and  from  12  to  18  inches 

p.  pcl  they  should  be  laid  lengthwise  in  the  street.    The  ends 

»J  d  be  well  dressed  and  made  quite  square,  for  close  joining,  to 

!V  cat  concussion.    The  sides  dressed  in  the  ordinary  way  would 

'»  a  sufficient  groove  at  their  junction.    A  pavement  of  this  kind 

" !  aaswer  exceedingly  well  on  a  level,  or  at  a  moderate  in- 
lation. 

^rfTw^  imPression  prevails  that  wooden  pavements  are  more  easily 

diisea  than  stone  ;  is  this  impression  correct  ? 

VOL.  II.  2  D 
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Mr.J.whitworth.     The  contrary  is  the  fact.    The  wood  generally  used  for  paving 
purposes  being  very  porous,  and  the  fibre  vertical,  or  nearly  so,  tb  t 
manure,  when  pulverized  by  the  action  of  the  wheels,  becomes 
imbedded  in  the  fibre,  and  adheres  with  such  tenacity,  that  it  is  im  - 
possible  to  remove  it  except  when  either  very  wet  or  dry.  The  powen 
required  for  cleansing  it  is  also  much  greater  than  for  stone,  and  w 
consequently  find  that  a  horse  cannot  cleanse  an  equal  number  09 
yards  per  day  on  wood  pavement.  A  much  greater  quantity  of  rai: ' 
is  required  to  cleanse  it  well,  and  it  is  much  longer  in  drying  ;  henc; 
the  time  afforded  for  efficient  cleansing  is  of  much  shorter  duratio 
than  in  the  case  of  stone  pavement.    Still,  by  constant  attention,  an 
more  especially  where  there  is  sufficient  width  of  street,  a  consider 
able  degree  of  cleanliness  can  be  maintained,  as  may  be  seen  il 
Regent-street.    The  difficulty  of  cleansing  wood  pavement  wouli 
be  materially  diminished  by  the  adoption  of  longitudinal  grooving. 
Is  the  expense  of  cleansing  by  machine  materially  increased  in  W£ 

WGElttlCr  ? 

The  cleansing  of  streets  and  roads  is  most  advantageously  an. 
effectually  performed  after  rain,  while  the  mud  remains  in  a  liquif 
state.    It  is  of  great  importance  that  every  such  opportunity  shouk 
be  turned  to  account,  and  that  every  facility  should  be  affordec 
for  this  purpose.    In  sweeping  with  the  machine,  the  liquid  mim 
is  taken  up  with  the  greatest  ease,  and  a  perfectly  clean  surfac 
left.    The  only  disadvantage  which  arises  consists  in  the  larg 
quantity  of  water  taken  up  with  the  soil,  which  soon  fills  tb 
machine-cart,  and  greatly  increases  the  expense  of  removal  t 
deposit.     In  hand-sweeping  this  evil  is,  in  a  great  measure 
avoided  :  the  mud  being  first  swept  to  the  sides  of  the  street,  th 
water  finds  it  way  through  the  channel  into  the  gutter,  and  a  com 
paratively  small  portion  is  put  into  the  slop-waggon.    To  facihtat 
the  working  of  the  machine  in  this  essential  respect,  it  is  propose 
to  provide  mud-tanks  in  suitable  situations.    They  might  be  sun 
in  the  centre  of  broad  streets  behind  coach-stands,  say  six  yard 
long  by  three  yards  wide  and  two  yards  deep,  and  covered  ovc 
with  moveable  wooden  pavement.    The  interior  to  be  provide 
with  escape-pipes  for  the  water,  having  plugs  at  various  cleva 
tions,  and  communicating  with  the  common  sewer.    In  wet  weatht 
the  machines  might  conveniently  unload  into  the  tank,  and  tb 
solid  deposit  be  afterwards  removed  during  the  night.    This  woul 
be  attended  with  no  inconvenience  to  the  public,  and  would  mo: 
essentially  promote  the  efficiency  and  economy  of  cleansing  by  tb 
patent  machines.    If  such  a  provision  were  made,  it  would  nc 
only  be  available  in  wet  weather,  but.  also  in  that  muggy  state  c 
the  atmosphere,  when,  owing  to  the  presence  ot  consider***! 
moisture,  the  soil  on  the  surface  of  streets  becomes  so  thick  an* 
viscid  in  consistence  that  it  is  impossible  to  sweep  and  ahnos 
scrape  it.    If,  when  in  this  condition,  a  certain  portion  of  wate 
be  thrown  over  the  soil  from  the  watering-cart,  it  becomes  liquified 
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and  may  be  removed  with  the  same  ease  as  in  wet  weather;  the  Mr.j.Whitworth. 
advantage  of  the  mud-tank  would  therefore  be  very  great  in  faci- 
litating this  operation.  There  would  be  no  objection  to.  this  plan 
on  the  ground  of  obstructing  the  flow  of  water  in  sewers,  for  only 
liquid  matter  would  be  allowed  to  run  from  the  tank,  and  this  would 
add  to  the  efficiency  of  the  refuse  for  irrigation.  If  an  effectual 
ssytem  of  flushing  sewers  were  introduced,  the  lighter  refuse  might 
be  swept  down ;  but  I  question  whether  it  would  be  advisable  to 
do  this  with  solid  sweepings  from  macadamized  roads. 

jVo  kind  of  street  or  road  surface  can  be  properly  cleansed  when 
the  dirt  is  in  that  sticky  or  clammy  state  which  is  produced  by  the 
presence  of  a  certain  proportion  of  moisture.  The  continuance  of 
this  unmanageable  condition,  so  unfavourable  to  traffic,  depends  on  a 
great  variety  of  circumstances, — the  state  of  the  atmosphere,  force 
and  direction  of  the  wind,  influence  of  the  sun,  the  nature  of  the 
materials  of  which  the  road  and  its  foundation  are  composed,  their 
mode  of  construction,  and,  more  particularly,  the  actual  state  of  the 
surface  as  regards  repair  and  cleanliness. 

If  it  he  full  of  holes  and  covered  with  dirt,  the  continuance  of  that 
particular  condition  of  the  superficial  matter  above  referred  to  will 
be  indefinitely  prolonged,  during  which  period  all  effectual  cleansing 
will  he  impracticable. 

CLEANSING  OF  MILAN,  AND  APPLICATION   OF  THE  REFUSE  TO  Application  of 

AGRICULTURE  BY  IRRIGATION.  Refuse  at  Milan. 

The  city  of  Milan  consists  in  three  concentric  circles,  two  of 
which  are  formed  by  canals  constantly  provided  with  flowing  water, 
xnd  the  other  by  the  town  walls. 

The  inner  canal,  or  Sevese,  which  is  the  most  ancient,  encloses 
he  first  nucleus  of  the  city  under  the  Romans,  is  all  covered,  and 
serves  only  for  drainage.  The  other  canal,  or  Naviglio,  which 
orms  the  second  circle,  encloses  the  city  as  it  was  during  the  middle 
j#es,  is  open,  and  serves  for  navigation  as  well  as  drainage.  The 
bevese  carries  off  the  drainage  of  the  two  inner  circles,  and  the 
Vavigho  that  of  the  external. 

All  ;the  streets  of  the  city  have  along  the  centre  a  subterranean 
ewep  in  brick- work,  and  proportionate  in  its  dimensions  to  the  body 
'  r:i Hi-water  it  is  intended  to  receive,  considering  the  length  of  the 
weet  and  the  depth  of  the  houses  on  its  sides.  The  rain  from  the 
«m  roots  is  collected  in  vortical  pipes  fixed  to  the  walls  of  the 
and  runs  through  subterranean  gutters  into  the  longitudinal 

u\t  street-  The  rain  from  tlle  back  roof's  and  courts>  as 
ows  WfSte  Watel"  from  offices'  Provided  it  be  absolutely  liquid, 
lontx  th  Samti  mannei*  into  the  ^reet  sewer.  But  the  houses 
g  me  two  canals  discharge  at.  once  into  these,  not  only  their 
quia  drainage,  but  every  sort  of  half  liquid  material  proceeding 
■om  water-closets  and  laboratories. 

2d2 
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Application  of       The  drainage  of  the  city  being  thus  carried  to  the  Sevese  and  the 
itefuse  at  Milan.  j^av^0)  eitjher  by  the  street  sewers  or  direct  by  the  gutters  of  the 
neighbouring  houses,  the  street  sewers  are  levelled  according  to  tJP 
depth  of  the  canal  into  which  they  discharge  their  contents. 

The  administration  of  the  drains  of  Milan  is  divided  into  ttm 
branches,— viz.,  the  street  s.ewers,  the  Sevese,  and  [the  Naviglio 
Being  myself  the  surveyor  of  the  Sevese,  or  covered  canal,  I  wil 
give  you  an  account  of  the  administration  of  this  department — tha 
of  the  Naviglio  being  conducted  nearly  in  the  same  manner  :— 

Tlie  houses  and  premises  emptying  their  drains  into  the  Seves 
form  a  district,  and  their  proprietors  form  a  society  ;  the  society  u 
represented  by,  a  committee,  elected  by  the  proprietors.  The 
members  of  the  committee  are  renewed  at  the  end  of  every  twc 
years.  The  committee  consists  of  12  members  and  a  president 
who  is  changed  every  year.  The  president  enforces  the  resolutions 
of  the  committee.  The  committee  transact  the  ordinary  business 
of  the  society  by  a  majority  of  votes.  The  extraordinary  busines: 
is  referred  to  a  general  meeting  of  the  proprietors.  The  committei 
is  assisted  by  a  surveyor,  a  cashier,  a  secretary,  an  overseer  of  th< 
works,  and  a  solicitor. 

The  assessment  of  the  rates  for  the  maintenance  of  the  Sevese  i 
made  once  in  nine  years ;  the  surveyor  inspecting  all  the  houses  c 
the  district,  and  taking  down  the  quantity  and  nature  of  the  drain 
age,  as  well  as  the  length  and  depth  of  each  house  fronting  th 
canal,  whenever  any  alteration  has  taken  place  in  consequence  of  a> 
division  of  property. 

In  order  that  the  quantity  of  earthy  deposit  may  be  easily  ascer 
tained,  the  level  of  the  Sevese  is  marked  by  a  number  of  blocks  c 
granite  fixed  along  the  bottom.  The  Sevese  is  cleansed  twice 
year,  in  April  and  September — periods  at  which  the  water  of  th 
canal  is  turned  off.  The  cleansing  is  executed  under  a  tender,  b 
piece-work,  and  not  by  measure.  The  repairs  are  also  doneunde 
tender,  but  at  so  much  per  given  measure,  and  for  each  separat 
work.  . 

The  estimate  of  expense  for  these  works  is  made  every  nw 
years,  by  the  surveyor,  upon  the  sum  spent  during  the  nine  year 
preceding,  and  on  present  emergencies.  The  rates  are  propo' 
tionate  to  the  quantity  of  drainage.  The  assessment,  of  rates  U 
the  maintenance  and  cleansing  of  the  canal  is  deduced  from  thes 
three  points: — 1.  The  estimate  of  expense  for  the  next  nine  year 
2.  The  divisor  of  the  estimate.  3.  The  resulting  quota  wbic 
form  the  unity  of  assessment.  The  divisor  of  .  the  estimate 
proportioned  to  the  frontage  of  the  houses  placed  along  the  cana 
and  to  the  quantity  and  nature  of  the  drainage  discharged  by  al 
the  other  houses  of  the  district,  the  drainage  being  represented  by 
certain  number  of  square  feet  constituting  the  quota  of  each  house 
The  houses  are,  therefore,  assessed  in  proportion  to  their  frontage 
and  to  the  particular 1  nature  of  their  drainage.  Accordingly, 
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slaughter-house  for  oxen  is  rated  76  feet ;  a  slaughter-house  for  R^^tM-?' 
cows  and  pigs  56;  dye-houses,  water-closets,  hotels,  dairies,  and 
Generally  all  premises  not  comprised  in  the  first  two  categories,  38 
feet;  a  stable,  containing  from  1  to  4  horses,  19  feet;  a  stable, 
containing  from  4  to  8  horses,  38  feet ;  ditto  containing  from  8  to 
16  horses,  56  feet;  a  private  house  19  feet;  a  court-yard  11  feet; 
a  pump  7  feet. 

According  to  an  old  custom,  founded  on  the  greater  or  lesser 
use  of  the  canal,  the  houses  facing  the  canal  in  the  most  populous 
quarter  of  the^city  are  assessed  in  proportion  to  their  actual  mea- 
sure in  feet ;  the  houses  fronting  the  canal  in  the  less  populous  part, 
are  assessed  at  two-thirds  of  their  actual  measure ;  and  the  houses 
built  over  the  canal  are  rated  as  a  double  frontage,  in  the  same 
proportions. 

The  Sevese  derives  its  water  from  the  Naviglio,  by  means  of 
three  inlets — one  of  17  inches,  the  other  of  10,  and  the  third  of  6, 
in  three  separate  spots.  These  waters  are  then  collected  by  another 
canal,  called  Vetra,  which,  after  receiving  another  contribution 
from  the  Naviglio,  assumes  the  name  of  Vetabbia. 

The  Vetabbia  flows  'out  of  the  southern  part  of  the  city,  and, 
after  a  course  of  10  miles,  discharges  itself  into  the  river  Lambro, 
fertilizing  prodigiously'a  considerable  extent  of  meadow  land.  It 
can  be  easily  conceived  what  must  be  the  fertilizing  quality  of  the 
Vetabbia,  as  it  [carries  off  all  the  filth  of  a  city  of  150,000  in- 
habitants, and  the  quantity  of  fertilizing  matter  borne  along  by  its 
waters  raises  in  such  a  manner  the  surface  of  the  meadows  it  irri- 
gates as  to  render  it  necessary  that  from  time  to  time  the  deposit 
should  be  removed  from  the  meadow  in  order  to  preserve  the 
level  of  irrigation.  The  deposit  is  by  itself  an  excellent  manure, 
and  is  bought  by  the  neighbouring  agrigulturists  as  a  fertilizer. 
The  Vetabbia  possesses  also  the  valuable  peculiarity  of  protecting 
from  frost  the  meadows  it  irrigates,  owing  to  the  high  temperature 
it  receives  in  its  passage  under  the  town. 

The  Cistertian  monks  were  the  first  who  turned  to  a  profitable 
use  the  slimy  waters  of  the  Vetabbia,  and  introduced  the  system  of 
irrigation,  which  forms  a  most  important  branch  of  the  agriculture 
of  Lombardy. 

The  waters  of  the  Naviglio,  after  receiving  the  drainage  of  the 
remainder  of  the  city,  are  also  applied  to  the  irrigation  of  an  ex- 
tensive surface  of  land. 

It  may,  perhaps,  not  be  useless  to  add  a  short  description  of  the 
water-meadows  which  in  Lombardy  are  called  marcitc.  These 
meadows  are  divided  into  various  rectangular  zones  about  22  feet 
v  wis  by  means  of  rectilineal  channels,  which  serve  alternately, 
one  tor  irrigation,  and  the  other  for  draining.  These  zones  are 
arranged  so  as  to  have  a  slope  of  about  six  inches  from  the  chan- 
nel ot  irrigation  to  the  draining  channel.  The  waters  of  the  feeder, 
which  is  placed  on  one  of  the  sides  of  the  meadow  at  a  right  angle 


406         Rights  of  Land-owners- — Amount  of  Produce. 


Application  of    wit.b.  the  channels  of  irrigation,  flow  into  these,  and  through  ihe 

Refitse  at  Milan;   «_*  s«    «    t    ^         ,  J    1  i  ■• '  n  . 

whole  ot  their  length  spread  over  the  zones  on  both  sides,  covering 
them,  as  it  were*  with  a  watery  veil,  Which  preserves  the  life  of  the 
plants  and  promotes  their  vegetation.    The  water  of  the  draining 
channels  is  then  collected  again  into  another  channel,  which  con-  k 
ducts  it  to  irrigate  another  meadow  in  a  similar  manner.  The 
marcite  are  irrigated  in  summer  during  a  certain  number  of  hours  | 
about,  once  a-week ;  and  from  the  end  of  September  to  the  end  of 
March  they  are  irrigated  permanently,  the  water  being  only  turned 
off  when  the  grass  is  cut.    During  winter  the  irrigation  of  the 
meadows  is  also  carried  on  with  spring  water,  which  land-owners 
are  authorized  by  law  to  conduct  to  their  lands  through  the  landsjf, 
of  their  neighbours.    To  this  very  ancient  law  a  great  portion  of  i 
the  agricultural  wealth  of  Lombard y  is  to  be  ascribed. 

Some  of  the  meadows  irrigated  by  the  sewerage-water  of  Milan 
yield  a  net  rent  of  211.  per  tornatura  (a  measure  of  10,000  square1 
metres^  equal  to  about  two  acres  and  a  half),  besides  a  land-tax  of. 
61  francs  10  cents,  the  expenses  of  administration,  repairs  of  build- 
ings, &c.  These  meadows  are  mowed  in  November,  January, 
March,  and  April,  for  stable-feeding  ;  in  June,  July,  and  August 
they  yield  three  crops  of  hay  for  the  winter;  and  in  September 
they  furnish  an  abundant  pasture  for  the  cattle  till  the  beginning 
of  the  winter  irrigation. 


Dewl.  Mr.  JAMES  DEAN  examined. 

Have  you,  in  your  capacity  as  land  surveyor  and  civil  engineer, 
and  in  connection  with  agricultural  drainage,  paid  considerable 
attention  to  the  disposal  of  such  refuse  of  towns  as  is  usually 

carried  away  in  the  sewers,  to  agricultural  production  ?  Yes.  I 

have. 

Have  you  not  specially  considered  of  the  practical  means  of 
applying  all  or  part  of  the  sewage  of  the  metropolis  to  these  pur- 
poses? Yes,  I  have,  with  the  assistance  of  my  son,  who  is  now 

engaged  in  ohe  of  the  largest  works  eVter  undertaken,  the  drainage 
of  Haarlem  Mere,  in  Holland. 

Will  you  state  any  facts  coming  within  your  own  experience  or 
observation  as  to  the  amount  of  agricultural  produce  obtainable 
(by  the  application  of  such  refuse  as  that  discharged  in  the  sewers 

of  the  metropolis)  to  agricultural  production  ?  1  believe  that 

where  grass  land  yields  one  mowing  crop  and  feed,  by  the  appli- 
cation of  sewage  to  such  land,  it.  would  produce  two,  and  in  some 
seasons,  three  crops,  and  at  least  double  the  quantity  of  feed. 
This  may  he  effected  by  the  liquid  sewage^  after  having  deposited 
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the  grosser  particles  into  properly  formed  settling  ponds  or  reser-  Mr 
voirs!  The  solid  portions  collected  in  such  ponds  would  then  be 
applicable  to  the  man  iririg  of  arable  as  -well  as  grass  land,  to 
which  it  might  be  removed  by  carts,  or  in  some  situations  by  boats 
from  the  settling  pits.  The  value  of  this  solid  portion  when 
carried  to  the  farm  and  mixed  with  the  road-side  soil,  with 
scrapings  of  roads,  and  with  the  banks  of  enclosures  next,  to  the 
ditches,  seldom  productive  in  the  natural  situation,  but  of  great 
value  when  so  mixed  with  the  solid  matter  of  manure  so  collected. 

Would  you  apply  the  liquid  sewage  to  the  land  by  the  water- 
cart,  or  in  what  other  way  ?  Where  there  was  a  fall  from  the 

settling  ponds,  by  irrigation  ;  where  there  was  no  such  tall,  by 
water-carts,  to  be  pumped  up  in  like  manner  as  in  well-regulated 
farm-yards  formed  to  preserve  the  liquid  manure,  and  in  extensive 
cases  by  steam  power,  especially  when,  from  the  drainage,  large 
quantities  of  water  might  be  accumulated. 

To  what  instances  of  practical  application  would  you  refer  as 
exemplifying  your  views  ?  To  Ashburton  and  other  towns,  espe- 
cially in  Devonshire.  At  Ashburton  they  have  carried  on  this 
practice  more  than  40  years  within  my  own  recollection.  They 
have  grass  for  the  ewes  and  lambs  a  full  month  earlier  than  in  most 
other  situations  that  are  not  similarly  circumstanced,  and  at  a  time 
when  lambs  produce  double  or  treble  the  price  they  usually  sell  for 
at  other  periods.  Land  similarly  circumstanced  to  this,  except  in 
the  application  of  the  town  manure,  produces  rushes,  carex,  and 
the  stoloniferous  grasses,  commonly  known  as  of  the  tribe  to 
which  the  Jiorin  agrostis  stolonifera  belongs.  The  due  application 
of  such  sewage,  producing  or  promoting  the  growth  of  the  poas, 
the  fescues,  and  especially  the  vernal  grass,  all  of  them  abounding 
in  nutritive  matter,  consisting  of  sugar,  mucilage,  and  extract,  and 
the  other  requisites  necessary  to  the  feeding  and  fattening  of  cattle, 
and  increasing  the  quantity  and  improving  the  quality  of  milk. 

What  is  the  general  value  of  such  land  when  unimproved,  and 

when  improved  ?  Unimproved  and  situated  near  to  a  town,  is 

usually  worth  from  30.y.  to  40*.  per  acre ;  when  so  improved  is 

worth  from  8/.  to  12/.  per  acre. 

Then  the  application  of  the  refuse  of  towns  to  grass  land  not 
only 

increases  the  quantity  but  improves  the  quality  of  the  pro- 
duce? It  improves  it  exceedingly.    But  for  such  improvement 

«ie  drainage  of  the  land  must  be  coincident  with  the  irrigation. 

he  ground  must  be  made  dry  for  the  application  of  such  refuse, 
otherwise  the  additional  produce  will  be  coarser. 

x  ou  are  aware  that  it  has  been  objected  to  the  use  of  irrigation 

the  produce  obtained  is  generally  coarser  than  that  of  the 

ordinary  growth?  Yes  ;  but  I  am  also  aware  that  the  irrigation 

,s  ,ot1ni  unskilfully  applied.  I  would  lay  it  down  as  a  practical 
axiom  that  irrigation  will  always  improve  laud,  provided  it.  is 
sufficiently  drained.    The  produce  will  often  depend  much  on  the 
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Mr.  Jamos  Dean,  quality  of  the  water  used,  whether  issuing  from  the  chalk,  whicl  I 
is  generally  of  a  superior  quality  for  irrigation,  or  whether  derivec  i 
from  the  clay  slate,  mica  slate,  granite,  &c,  which  is  generalht* 
inferior,  being  destitute  of  the  calcareous  principle.  Water  so  J 
derived  and  applied  directly,  produces  a  coarse  vegetation :  but  i  \ 
it  be  exposed  in  ponds  for  a  considerable  time  (where  it  imbibe:  ci 
the  ammonia  of  the  atmosphere)  its  quality  will  be  improved,  ant  \ 
it  will  produce  a  better  description  of  vegetation,  and  in  greate  11 
quantities.  I  have  practically,  by  the  adoption  of  this  mode.J 
changed  the  produce  of  irrigated  meadows.  Water,  no  matte  A 
what  its  quality,  will  render  land  productive,  if  improved  by  expo-fl 
sure  to  the  atmosphere. 

In  respect  to  irrigated  meadows,  when  irrigated  with  only 
common  water,  you  are  aware  that  objections  have  been  made  tci.J 
their  formation  in  the  immediate  vicinity  of  towns,  it  being  allegec  I 
that  they  have  the  effect  of  marshes,  and  increase  the  damp,  anc  .cj 
give  off  a  marsh  miasma,  which  is  injurious  to  health  :  do  yoi  4 

consider  the  objections  of  this  class  well  founded  ?  1  do  not  a 

•This  will  never  occur,  no  matter  what  the  soil,  if  the  ground  b< 
well  drained  in  the  first  instance,  the  surface-drains  for  rendering  si 
the  land  dry  being  used  for  carrying  off  the  water  after  it  has  laii  i 
a  sufficient  time  on  the  surface  to  saturate  and  give  off  its  chemicam 
properties  to  the  grass.  Water  coming  from  higher  ground  shoulcd 
lie  a  sufficient  length  of  time  to  deposit  the  soluble  matter  brough  n 
down  from  the  arable  land.  When  it  is  limpid  it  should  be  drawElj 
off.  Of  this  an  intelligent  farmer  or  expert  irrigator  will  judgtuj 
without  difficulty,  and  with  certainty.  If  the  water  gives  off  fixectU 
.air,  which  occurs  when  air  bubbles  float  on  the  surface  and  whiclll 
is  the  time  at  which  it  gives  off  miasma  which  is  injurious  to  thcd 
health,  that  is  the  time  at  which  the  water  should  be  drawn  off  d 
for  then  it  begins  to  be  injurious  to  the  land. 

In  the  cases  where  common  irrigation  have  produced  sucl 
miasma,  has  it  not  then  been  from  the  ignorance  or  the  neglect  o>4 

this  principle  of  management  ?  Yes,  either  from  one  or  th<  1 

other,  or  from  both.  I 
Then  you  consider  that  the  channels  of  drainage  and  the  channel:  ti 

of  irrigation  should  be  made  subservient  to  each  other?  Yes  1 

and  provided  that  care  be  taken  that  there  be  no  irregularities  it  >i 
the  bottom  of  the  feeders  and  the  bottom  of  the  drains,  very  littltj 
fall  will  be  necessary  to  effectuate  both.  I  lay  great  stress  on  tarn 
necessity  of  the  careful  formation  both  of  the  drains  and  the  feeders! 
This  may  in  all  cases  be  ensured  if  the  workmen  be  instructed  ill 
•the  use  of  boning  rods,  using  them  at  short,  intervals.  A  monl 
important  duty  could  not  be  performed  by  any  surveyor  havinfl 
the  superintendence  of  either  drainage  or  irrigation  than  the  in  1 
struction  of  the  workmen  in  the  use  of  boning  rods.  Town  a:  t 
well  as  land  drainage  frequently  fails  from  the  neglect  of  theii t 
proper  use. 


Objections  to  its  Use  obviated. 
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The  question  put  to  you  in  respect  to  the  sanatory  objections  to  Mr.  James  Doan. 
irrigation  in  general  had  reference  to  irrigation  by  common  water. 
It  has  been  objected  to  the  application  of  the  refuse  of  towns  to 
agricultural  productions,  when  such  refuse  is  conveyed  in  water 
and  applied  by  irrigation,  that  such  irrigation  is  often  the  more 
injurious  by  the  addition  of  the  emanations  from  decomposing 
animal  and  vegetable  substances  to  the  common  marsh  miasma. 

Do  you  conceive  that  such  objections  may  be  obviated  ?  The 

certain  and  necessary  means  of  obviating  the  objection  would  be  to 
carry  all  such  matter  in  closed  drains  to  some  place  at  a  distance 
where  there  are  no  habitations  near,  and  where  settling  ponds 
could  be  conveniently  formed;  where  the  soil  could  be  deposited 
to  be  carted  or  boated  away  in  the  direction  of  demand,  and  the 
water  used  for  irrigating  the  grass  land  near.  This  refers,  how- 
ever, to  the  existing  mode  of  cleansing  towns,  and  not  to  one  in 
which  the  refuse  will  be  immediately  diluted  in  water. 

Will  the  better  formation  of  water-meadows  for  the  reception  of 
such  liquid  refuse  and  its  better  management  abate  the  offensive- 

ness  of  the  miasma  that  might  otherwise  arise  from  it  ?  With 

the  precautions  I  have  pointed  out  in  respect  to  the  application  of 
water  to  cultivated  lands,  I  think  any  such  evil  as  that  appre- 
hended may  be  entirely  obviated.  If  the  land  be  deeply  drained 
and  permeable,  there  will  be  an  immediate  absorption  of  the  refuse, 
more  especially  by  the  fibrous  roots  of  the  plants  growing  on  the 
surface.  This  was  the  effect  produced  with  the  application  of  the 
refuse  of  the  town  of  Ashburton  by  irrigation  upon  the  estate  of 
John  Gaunter,  Esq.  The  refuse  was  not,  however,  carried  out 
there  in  closed  drains,  as  I  would  propose  as  an  invariable  rule  in 
all  cases  where  there  is  not  an  immediate  and  abundant  dilution 
ot  the  refuse  with  water.  I  have  generally  referred  to  the  instance 
of  the  town  of  Ashburton,  to  show  what  may  be  done  with  refuse 
by  irrigation. 

What  distances  from  habitations  do  you  consider  would  prevent 
injury  and  obviate  objections  to  the  escape  of  miasma  either  from 
settling  ponds,  or  any  occasional  escapes  from  the  liquid  refuse 

when  first  spread  over  land  in  the  process  of  irrigation  ?  If  the 

outfall  from  the  town  be  in  an  easterly  direction,  from  a  furlong 
to  a  quarter  of  a  mile ;  if  in  a  westerly  direction,  then  a  quarter 
t°  half  a  mile,  as  the  wind  most  usually  blows  from  the  west  or 
south-west,  on  the  average  of  nine  months  in  the  year.  If  rising 
ground  intervene,  that  would  shorten  the  distance.  The  proper 
dilution  of  the  refuse  before  its  application  to  the  land,  that  is  to 
say.  the  dilution  which  is  necessary  to  render  the  refuse  the  most 
productlvCj  vvould,  in  that  part  of  the  process,  generally  prevent 

«  escape  of  any  miasma,  and  at  all  events  such  escapes  would 
only  be  occasional,  and  of  very  short  duration. 

lou  are  aware  that  in  the  neighbourhood  of  towns,  fields  and 
gardens  are  occasionally  top-dressed  with  town  or  stable  manure. 
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Mr.  James  Dean.  por  example,  Hyde-park  has  been  top-dressed  with  stable  dung, 
which,  for  a  time,  emitted  offensive  smells;  and  the  amount  of 
offensive  3mell,  as  indicating'  the  extent  of  decomposition,  (it 
stated  in  evidence,)  indicates  the  extent  of  escapes  of  gases  injurioi 
to  whoever  is  exposed  to  it.  Now,  if  the  same  quantity  of  dune 
instead  of  being  so  applied  in  the  solid  form  as  top-dressing,  ha 
been  put  in  solution  or  suspension  in  water,  and  applied  in  tl 
liquid  form  to  the  surface  of  the  park  by  means  of  water-carts  < 
by  irrigation  (supposing  that  practicable),  or  by  any  other  modfe 
what  would  have  been  the  comparative  escape  of  miasma,  so  far 

as  you  can  judge?  By  the  application  of  the  refuse  in  the 

liquid  form,  the  emanations  would  be  inconsiderable  as  comparer.' 
with  the  emanations  from  the  top-dressing. 

In  the  liquid  form  how  long  a  time  would  the  emanatioi 

generally  continue  in  the  ordinary  state  of  intensity?  Wher 

applied  in  the  liquid  form  on  a  drained  and  permeable  soil,  and  a 
a  temperature  of  about.  60,  the  emanations  would  not  last  above 
day.    I  presume  in  all  cases  that  the  land  is  properly  drained. 
Even  if  the  refuse  were  applied  by  water-carts  which  would  be  ir 
a  state  of  concentration,  not  to  make  the  expense  of  cartage  too  ( 
heavy,  the  absorption  by  the  plants  would  remove  the  emanations5 
in  the  course  of  the  day. 

Under  favourable  circumstances  as  to  weather,  in  how  short  a 
time  might  the  emanations  from  the  top-dressing  of  stable  dung  ons 

the  Park  have  ceased  ?  In  about  six  days  if  the  temperature) 

were  below  60 ;  if  the  temperature  were  above  that,  the  deconnJ 
position  would  be  more  active,  and  would  go  on  for  a  longer  time, 
until  the  substance  itself  had  disappeared. 

That  is  to  say,  by  the  application  of  manure  as  top-dressing, 
and  in  the  solid  form,  much  more  is  and  would  have  been  given 
off  as  emanations  injurious  to  the  public  health,  and  less  left  to 

be  absorbed  productively  by  the  land  as  manure?  Yes;  the 

process  would  go  on  until  the  substance  was  almost  worthless  as 
manure. 

Then  the  process  of  receiving  and  applying  the  refuse  in  water, 
of  diffusing  and  separating  the  particles  in  water,  so  as  to  render 
them  more  immediately  and  directly  applicable  for  absorption  by 
the  plant,  is  the  best  process  for  reducing  the  amount  of  escapes: 
of  emanations  injurious  to  the  public  health,  and  of  avoiding  the 

dispersion  and  loss  of  valuable  material  of  production  ?  Yes, 

certainly  it  is  so. 

Is  this  applicable  as  a  principle  to  the  whole  of  the  decomposing 
animal  and  vegetable  refuse,  night,  soil,  or  other  matter,  as  well  as 
stable  dung,  that  may  be  conveyed  away  in  suspension  or  solu- 
tion in  water  through  the  channels  for  the  house-drainage,  and 
street- drainage,  and  cleansing  of  towns?  Yes,  certainly. 

Where  water  is  not  available  in  sufficient  quantity,  are  there 
any  modes  of  saving  the  productive  matter  used  as  manure,  but 


Liquid  State  most  beneficial. 
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which  escapes  from  the  decomposition  of  that  matter  or  those  sub-  Mr-  James  Dean, 
stances  when  exposed  on  the  land  as  top-dressing  in  the  neigh- 
bourhood of  towns  and  villages  ?  Yes,  if,  when  such  matter  as 

stable  dung  or  farm-yard  manure  be  applied  as  a  top-dressing  to 
the  land,  about  5  bushels  of  prepared  or  roasted  gypsum,  or  10 
bushels  of  slaked  lime,  or  two  hundred  weight  of  nitrate  of  soda, 
were  added  (at  the  time  of  carting  out  10  be  spread)  to  the 
quantity  usually  deemed  necessary  for  the  top-dressing  of  each 
acre  of  land,  the  ammonia  of  the  manure  would  be  neutralized 
or  fixed,  and  consequently  the  escape  of  miasmata  prevented. 

Would  not  this  process  be  profitable  to  the  agriculturist,  inde- 
pendently of  any  consideration  of  the  health  of  the  population 

exposed  to  such  emanations  ?  Yes,  there  is  no  doubt  that  it 

would  be  profitable  to  the  farmer  or  market  gardener*  If  the 
admixture  takes  place  at  the  time  of  spreading  (which  is  most 
important  to  observe,  for  if  it  be  only  mixed  and  carted  out  to 
remain  in  heaps,  the  benefit  would  be  much  less),  the  fertility  of 
the  manure  is  in  ordinary  seasons  nearly  doubled  by  such  a  com- 
bination, 

To  what  casualties  are  the  applications  of  manures  as  top- 
dressing  exposed  from  the  weather  ?  To  almost  entire  loss 

of  that  which  constitutes  the  food  of  plants.  If  there  be  a  heavy 
and  continuous  fall  of  rainj  the  most  productive  portions  of  the 
manure  would  be  washed  away  from  the  surface  of  the  land  into 
the  adjoining  ditches  or  water-courses.  A  long-continued  frost  in  a 
great  measure  destroys  the  value  of  the  manure.  It  looks  up  the 
ground,  and  it  dissipates  Ihe  amMonia.  A  long-continued  drought 
and  hot  weather,  as  in  the  present  year,  dissipates  the  ammonia 
by  a  more  active  decomposition. 

By  receiving  and  keeping  such  refuse  in  water,  the  amourtt  of 
loss  from  emanations  is  then  not  only  diminished,  but  the  disinte- 
gration necessary  to  the  productive  application  Of  the  refuse,  is 
rendered  more  complete,  and  the  time  of  the  application  greatly 
shortened,  and  the  chances  of  loss  from  adverse  weather  dimi- 
nished? That  is  trUe,  and  is  certainly  an  important  principle 

to  be  constantly  borne  in  mind. 

^  ou  have  stated  that  one  day  would  in  general  suffice  for  the 
a  ^orptmn  of  the  liquid  manure  ;  whilst  six  days  at  the  least  would 
00  nece!*ary  for  the  absorption  of  as  much  of  the  manure  as  could 
oe  absorbed  from  it  when  applied  in  the  solid  form  as  a  top- 
i easing     With  arrangements,  such  as  might  be  practicable  for 
,e  app lication  of  manure  in  water,  would  not  a  favourable  dav  be 

MftOfhi  T  US  a^Plication>  ahd  the  valuable  manure  be  placed  at 
J  or  during  that  day  in  security  amidst  the  roots  of  the  plants 
H»  permeable  soil,  whilst  by  the  last  process  of  top-dres^ncr  \\, 
exposed  to  the  atmosphere,  not  only  to  the  loss  of  the  six  days' 
sanations  under  the  most,  favourable  circumstances,  but  to  all 
he  adverse  chattces  of  losses,  such  as  you  have  described  I — — 
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Mr.  James  Dean.  Yes,  that  is  most  certainly  the  essential  difference  of  the  t\ 
processes. 

In  respect  to  the  difference  of  productiveness  of  irrigation  an  | 
top-dressing,  instances  have  been  adduced  where  land,  by  the  ■■ 
of  stable  or  town  manure  as  a  top-dressing,  have  only  had 
ordinary  produce  increased  one  fold  under  favourable  circumstance 
whilst  portions  of  the  same  land  lying  convenient  for  irrigatk 
have  had  the  produce  increased  at  the  least  five  fold  by  the  appl 
cation  of  the  same  manure  in  the  liquid  form.    Do  such  instance 

coincide  with  your  own  observations  ?  Yes,  decidedly. 

Since  the  different  rates  of  production  would  appear  to  be  some 
what  coincident  with  the  different  rates  of  the  escapes  of  th 
emanations  under  the  two  processes,  may  it  not  be  fairly  concluded 
that  these  different  rates  of  production  represent  the  comparativ 
sanatory  value  of  the  two  processes,  one,  if  properly  conducted 
being  five  or  six  times  more  valuable  than  the  other,  in  the  vicinit 

of  towns,  or  amidst  habitations?  Yes;  my  experience  confirm 

that  view  of  the  question,  and  is  deserving  of  the  most  serious  am 
general  consideration. 

•  In  this  country  the  application  of  manure  to  production  bi 
diffusion  in  water  over  meadows  formed  to  receive  it  by  the  moc 
of  irrigation,  has,  it  appears,  been  applied  chiefly  to  grass  lane 
You  are  aware  that  abroad  gardens  and  arable  lands  have  beei 
watered,  if  not  manured  by  irrigation.  Have  you  met  with  an; 
instances  which  would  lead  you  to  believe  that  the  manuring  c 
arable  land  might  be  rendered  practicable,  and  made  cheaper  thai 
the  process  of  manuring  such  land,  with  liquid  manure  by  mean 

of  the  water-cart  ?  1  have  known  some  instances,  where  the  lane 

has  been  favourably  circumstanced,  where  the  water  has  beei 
applied  to  drill  crops,  such  as  peas,  beans,  and  the  usual  garde) 
products,  with  which  it  was  very  successful,  especially  with  straw-: 
berries,  producing  more  abundant  crops,  and  much  earlier  tha; 
could  have  been  obtained  by  any  mode  of  top-dressing.  In  hi| 
districts,  as  in  Devonshire,  I  have  no  doubt  that  irrigation  might  b. 
applied  most  successfully  in  this  manner,  and  would  be  vasfll 
improved  by  the  refuse  of  towns. 

Suppose  a  given  quantity  of  manure  has  to  be  spread  on  th< 
land,  what  will  be  the  expense  of  the  labour  of  applying  the 
manure  in  the  solid  form  as  top-dressing  (that  is,  the  cartag 
spreading  and  bush  harrowing,  &c),  as  compared  with  the  expense 
of  spreading  the  same  quantity  of  manure  in  suspension  in  wate 

or  in  the  liquid  form,  by  the  mode  of  irrigation  ?  The  expense 

of  distributing  the  same  quantities  of  manure,  irrespective  of  th 
(lillererit  decrees  of  productiveness  from  the  different  modes  o 
application,  would  be,  on  the  average,  for  distribution  in  the  soliia 
form,  about  3Z.,  and  in  the  liquid  form,  by  irrigation,  about  6^  I 
The  expense  of  "  drowning,"  or  spreading  the  water  by  irrigation 
is  usually  for  the  labour  about  Is.  per  acre  each  time. 


Use  of  Steam  Engines  for  Irrigation.  413 


In  situations  where  there  is  not  the  convenience  of  the  fall  of  Mr.  James  Demi, 
any  upland  water  to  resort  to  to  ensure  the  advantages  of  this  mode 
of  distribution  of  manure  by  irrigation,  will  not  those  advantages 
pay  for  the  application  of  steam  power  to  lift  the  water  for  the 
purpose  to  any  height  from  which  it  may  be  distributed.  You 
are  aware  that  large  quantities  of  water  are  raised  at  such  rates 
as  Is.  for  lifting  80,000  gallons  100  feet  high  for  the  expense  of 

pumping?  1  have  no  doubt,  of  the  applicability  of  steam  power, 

and  believe  that  it  will  be  applied  to  an  extent  now  little  thought 
of  for  these  purposes.  In  respect  to  the  removal  of  the  refuse  of 
towns  and  its  distribution,  I  have  no  doubt  that  steam  power  must 
be  used  and  will  overcome  many  difficulties.  As  locomotive 
steam-engines  are  now  coming  into  use  and  are  let  out  for  thrash- 
ing corn  and  other  purposes,  I  have  no  doubt  that  similar  applica- 
tions of  steam  power  will  be  found  advantageous  for  irrigation  as 
well  as  for  drainage. 

It  is  stated  by  Mr.  Whitworth  that  each  of  the  twenty-four 
street-sweeping  machines  in  use  in  the  streets  of  Manchester 
sweeping  about  20,000  square  yards  of  street  surface  daily, 
usually  pick  up  about  six  one-horse  cart  loads  of  dung  each  cart 
on  the  average,  or  upwards  of  120  loads  of  dung  per  diem  from 
the  streets;  and  that  a  daily  sweeping  of  such  streets  in  the  metro- 
polis as  Regent-street  gives  on  the  average  about  two  loads  of 
dung  each  day  for  each  quarter  of  a  mile  of  street.  He  states 
that  he  already  finds  the  farmers  near  Manchester  willing  to  pay 
more  for  dung  which  is  swept  daily,  because  they  find  that  it  is  as 
they  term  it  "  fresher,"  and  proportionately  more  productive. 
Now  will  not  the  proportionate  loss  which  you  have  stated  to  arise 
from  the  decomposition  of  the  solid  refuse,  and  its  escape  by 
emanations  when  spread  out  as  top-dressing  and  exposed  to  the 
sun,  serve  in  some  degree  to  measure  the  loss  from  emanations 
of  the  productive  value  of  the  manure  every  day,  that  after  it  has 
fallen  it  lies,  from  neglect  of  cleansing,  spread  upon  the  surface  of 
the  streets?— — Yes;  varying  with  the  condition  of  the  atmosphere 
in  the  town,  its  greater  warmth  and  stagnancy,  and  other  circum- 
stances facilitating  decomposition. 

So  that  what  the  farmer  gains  in  "  freshness"  and  value  from 
the  immediate  removal  of  manure,  the  inhabitants  of  the  town 
gain  equally  in  the  avoidance  of  the  injurious  and  offensive  emana- 
tions, which  makes  the  streets  smell  like  close  stables,  especially 

when  newly  watered,  during  a  hot  summer's  day?-  Yes,  cer- 
tainly. 

Would  not  the  addition  of  gypsum  and  the  other  chemical  in- 
gredients which  you  recommend  as  desirable  to  fix  the  ammonia, 
'  prevent  its  escape  from  top-dressings,  be  equally  necessary 
0  prevent  such  escapes  and  losses  from  the  same  manure  when 
remaining  spread  out  as  it  were  in  top-dressings  on  the  streets  and 
open  spaces  of  towns,  and  to  protect  the  health  of  the  inhabitants 
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Mr,  James  Dean,  from  its  emanations?  Certainly;  it  has  been  recommendec • 

that  gypsnm  or  chalk  should  be  spread  on  the  floors  of  stables  j 
or  shippens  in  which  beasts  are  fattened,  to  fix  the  ammonia  and  s 
protect  the  health  of  horses  and  neat  cattle. 

Would  the  quantities  of  gypsum  you  have  mentioned  be  equally  | 
effectual  for  all  kinds  of  manure? — —No;  night-soil,  and  the  1 
refuse  of  slaughter-houses  and  animal  matter,  such  as  are  kepUl 
for  days  in  towns,  would  require  much  more,  perhaps  double  the  i 
quantity,  to  fix  the  ammonia. 

In  respect  to  this  kind  of  refuse,  would  not  its  immediate  re-  I 
ception  and  its  removal  in  water  equally  serve  to  prevent  or  arrest  a 
decomposition  and  the  escapes  of  productive  valuable  material.  \ 
to  protect  the  public  health,  and  render  such  a  process  as  that!  I 

you  have  described  for  fixing  the  ammonia  less  necessary  ?  — -! 

Certainly.  I  need  scarcely  add  to  what  I  have  already  stated, i ; j 
that  top-dressings  with  night-soil  or  with  the  refuse  of  slaughter-iifi 
houses,  or  with  other  animal  matter,  will  be  much  longer  in  giving  '] 
off  offensive  emanations  than  top-dressing  with  the  common  stable.;:] 
and  town  manure,  and  consequently  will  be  the  more  injurious  | 
to  the  public  health. 

You  now  find  that  the  same  circumstances  which  affect  the 
health  of  human  beings  affect  the  health  and  condition  of  cattle  ?  i 

 'Yes.    The  effect  of  emanations  from  decomposing  animal 

and  vegetable  refuse,  as  horses  and  cattle  which  are  kept  in  close, 
ill-ventilated,  and  ijl-cleansed  stables,  is,  first  to  depress  their  I 
appetites  and  general  condition,  and  put  them  off'  their  feed  :  then, 
if  they  be  kept  for  lengthened  periods  in  such  stables  or  feeding-  \\ 
houses,  low  fever  follows,  leading  on  to  various  forms  of  inflamma-  a\ 
tory  attacks  and  epidemics,  such  as  have  been  so  destructive 
amongst  cattle  in  this  country  during  the  last  three  years.    1  was 
on  the  veterinary  committee  of  the  council  of  the  Royal  Agricul-pl 
tural  Society,  formed  to  investigate  the  subject  of  these  epidemics,  l 
and,  from  all  that  I  saw  and  heard,  I  came  with  other  members 
to  the  general  conclusion,  that  the  great,  amount  of  loss  was  occa- 
sioned by  the  want  of  a  proper  supply  of  water,  bad  cleansing,  bad 
drainage,  and  the  want  of  proper  ventilation.    The  epidemic  was>'J 
certainly  the  most  destructive  in  the  worst  conditioned  places  in  1 
these  respects. 

Do  you  recommend  sanatory  appliances  for  the  preservation  of  ' 

cattle?  Yes;  a  sufficient  supply  of  pure  water,  very  careful  i 

drainage;  and  that  every  drain  entering  a  stable  should  have  a  I 
stink-trap,  and  that  there  should  be  a  superior  exit  for  the  escape  I 
of  the  vitiated  air.  In  these  places  the  drains  are  generally  del'ec-  >1 
tive,  much  too  small,  and  untrapped. 

You  are  aware  that  neither  house-drains  nor  si  reel -drains  are 

generally  trapped?  The  population  ought  most  certainly  to  I 

have  the  like  protection,  and  the  manure  which  escapes  as  a  gas  l 
ought,  moreover,  to  be  saved  for  the  sake  of  agriculture. 
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You  are  aware  that  some  of  the  worst  marshes,  the  most  ill-  Mr" James  Pe;in- 
drained  and  worst  conditioned  land  in  the  country,  is  in  the  imme- 
diate vicinity  of  the  towns?  It  is  generally  so;  and  generally 

for  this  reason — that  the  lands  contiguous  to  towns  are  more  sub- 
divided amongst  different  small  proprietors  and  amongst  poor 
persons  having  rights  of  commons.  The  more  numerous  and 
smaller  the  class  of  proprietors,  the  less  the  chance  of  any  agree- 
ment amongst  them,  especially  if  the  land  is  within  or  connected 
with  any  Parliamentary  borough,  where  there  is  a  right  of  voting. 

Will  you  give  an  instance  of  a  town  where  the  adjacent  land  is 
undrained  and  in  a  state  of  marsh,  giving  off  emanations  injurious 
to  the  health  of  the  town  population,  the  state  of  the  surplus 
water  being  at  the  same  time  injurious  to  agricultural  production? 

■  1  might  give  several  instances  of  populous  districts  along  the 

river  Lea.  I  will  submit  the  instance  of  the  village,  as  it  is  called, 
of  Tottenham,  where  I  reside,  which  has  a  population  of  9000. 
Close  to  this  village  there  is  about  400  acres  of  land  in  a  state  of 
marsh.  Amongst  the  population  bordering  upon  this  marsh, 
there  has  been  an  extraordinary  amount  of  fever  during  the  last 
twelve  months,  and  the  Board  of  Guardians  are  continually  ap- 
plied to  for  relief  in  these  cases.  On  this  subject  I  have  already 
made  the  following  statement  :— 

"  There  is,  however,  I  lament  to  say,  one  drawback  on  the  high  charac- 
ter of  this  otherwise  exemplary  parish,  and  a  very  serious  drawback  it  is, 
the  want  of  powers  to  compel  the  cleansing  of  the  open  sewers  and  drains, 
which  so  materially  affect  the  health  of  those  who  inhabit  between  the 
turnpike-road  and  the  river  Lea,  in  the  precincts  of  the  marshes.  After 
cold  wet  springs,  and  dry  hot  summers,  there  is  generally  malaria  float- 
ing over  the  low  wet  lands ;  that  has  been  the  case  this  year,  and  when 
the  stench  of  neglected  drainage  mixes  with  the  malaria,  fever  and  bowel 
complaints,  especially  among  the  poor,  follow. 

"Heretofore  the  surveyors  of  the  highways  have  caused  the  main 
sewers  and  drains  to  be  scoured  and  cleansed,  by  compelling  the  occu- 
piers of  the  land  adjoining  to  do  the  work,  or  pay  for  it ;  the  Act  of 
Parliament  authorizing  that  course  of  proceeding  was,  a  few  years  ago, 
repealed,  and  the  General  Highway  Act  contains  no  such  provision' 
t^imurmg  only  the  surveyors  to  scour,  cleanse,  and  keep  open  all 

tcnes,  gutters,  drains,  or  water  courses,  adjoining,  or  lying  near  to,  any 

abf  \a}'  is  n0t  coraPulsory  on  thern  t°  do  so ;  hence,  most  unaccount- 
v,  have  the  present  surveyors  neglected  this  most  important  work. 
W?  i Ve  tW1CC  aPPeared  before  the  bench  of  magistrates  upon  summons; 
nave  admitted  that  what  is  complained  of  by  the  Board  of  Guardians 
mi(r,°1Crs  °,uSht  t0  be  removed,  and  have  repeatedly  promised  the 
ST  i  lt  Sh°uW  be  done  forthwilh>  but  t0  this  hour,  now  more 
sten  h  ™T  '  S1UCC  thcy  first  aPPeared  before  the  magistrates,  not  one 
thev  h  'S  takcn  t0  abate  the  nuisance-  The  magistrates  feel  that 
P-irlinn  110  ^risdietiot}  umll'r  *«  provisions  of  the  existing  Act  of 
oLt  A  i* I  '  I  recomme"d  indictment;  but  to  try  an  indictment  might 
cost  double  the  sum  that  would  remedy  the  evil  complained  of,  and  with 
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Mr.  James  Dean,  considerable  uncertainty  as  to  the  result,  since  the  statute  is  only  enabling,  % 
and  not  compulsory  on  the  surveyors.  The  only  power  the  magistrates  A 
appear  to  have  over  refractory  surveyors,  is  under  the  11th  section  of  the  ll 
5th  and  6th  William  IV.,  chapter  50,  to  dismiss  them  from  their  office  J 
for  neglect  of  duty,  and  appoint  others  in  their  stead.  The  magistrates  I 
have  used  every  means  in  the  way  of  persuasion  to  induce  the  surveyors  1 
to  abate  the  nuisance  j  have  assured  them  that  they  will  pass  their  ac-a 
counts  as  regards  cleansing  and  scouring  the  sewers  and  drains  in  ques-  I 
tion,  if  objected  to  by  any  parishioner,  which  is  not  probable,  but  all  tc'J 
no  purpose;  they  contumaciously  persevere,  contrary  to  their  solemn;! 
promise,  in  opposing  the  anxious  wishes  of  the  Guardians  of  the  Poor,  tj 
and  the  written  declaration  of  the  medical  officer  of  the  Union,  that  to  the  uj 
deleterious  effect  of  the  exhalations  and  effluvia  arising  from  the  non-H 
cleansing  of  the  drains  and  sewers  in  question ;  fever  and  cholera  has  i 
for  some  time  been  raging  in  their  immediate  vicinity,  producing  dismay 
among  the  inhabitants,  and  occasioning  an  increase  of  expenditure  in  the  i; 
poor-rates,  far  exceeding  in  all  probability  the  amount  which  the  cleans-uJ 
ing  and  scouring  in  question  would  cost  the  parish." 

The  next  village,  Edmonton,  is  similarly  circumstanced,  and  I 
I  believe  that  there  are  other  cases  of  the  kind  along  the  river 
Lea.     Indeed  the  evidence  published  in  the  Sanatory  Report  \4 
shows  that  similar  evils  to  towns  from  the  want  of  drainage  of  the!  U 
land  in  their  vicinity  prevail  to  a  very  great  extent.  I 

What  are  the  road  surveyors,  of  whom  complaints  were  madesd 

in  respect  to  the  state  of  the  sewage  ?  One,  the  leading  sur-fM 

veyor,  is  a  butcher :  another  is  a  retired  grocer :  two  others  areJB 
I  believe,  farmers. 

Men,  it  is  to  be  presumed,  having  no  knowledge  of  engineering  4 
or  drainage,  or  science  or  skill  applicable  to  the  drainage  of  a  dis-|ii 

trict  ?  They  are  respectable  men,  but  certainly  possessing  no  a 

knowledge,  or  science,  or  skill  applicable  to  drainage. 

What  may  these  400  acres  of  land  be  worth  per  annum  in  theirffl 
present  state  of  marsh  ?  About  30,y.  per  acre.  . 

What  would  this  same  land  be  worth  to  the  owners  if  it  were;  J 
drained,  and  relieved  from  the  surplus  moisture,  which  is  so  inju-ji 

rious  to  the  health  of  the  population  living  near  it  ?  If  it  wefeB 

drained  it  would  be  worth  31.  per  acre. 

What  are  the  obstacles  to  its  drainage  ?  It  is  chiefly  Lammas  ij 

land,  and  in  small  pieces.  Not  one  twentieth  of  the  householders! 
entitled  to  Lammas  rights,  derive  any  benefit  from  it  whatever.  AM 
few  cow-keepers  turn  out  cows  upon  it :  higglers,  and  other  persons* 
keeping  horses,  turn  their  horses  upon  it.  No  respectable  farmer  :'■ 
no  one  who  possesses  any  slock  which  he  values  would  send  it  on  I 
these  marshes  for  fear  of  the  diseases  they  would  be  liable  to  calcb,>| 
or  from  their  getting  kicked  or  lamed. 

Of  course  this  land  gets  no  manure?  Nothing,  except  what 

the  cattle  leave  upon  it.    It  is  flooded  about  twice  in  the  year 
after  heavy  and  continuous  rains. 

And  after  the  flooding  comes  disease?  Yes;  formerly  it 
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was  a<nic,  now  it  is  fever.  It  must  be  stated  as  justifying  a  con-  Mr.  James  Dcatii 
lident  "opinion  as  to  the  effects  to  be  obtained  by  better  land 
drainage,  tha't  in  the  district  near  Tottenham,  as  well  as  in  other 
parts  of  the  country,  the  imperfect  drainage  that  has  already  taken 
place  has  improved  the  climature  altogether  ;  there  is  less  of  cold, 
less  of  fog,  less  of  ague  and  rheumatism,  in  the  parts  where  the 
improvement  has  taken  place.  Formerly  the  cold  morning  fogs  in 
the  spring  and  autumn  ranged  from  eight  to  ten  feet  high  near 
Tottenham;  where  the  drains  have  been  opened  by  cleansing, 
scouring,  and  deepening,  they  are  not  half  the  height.  I  speak  of 
a  district  at  the  foot  of  Stamford  Hill,  heretofore  known  to  coach- 
men as  the  coldest  between  London  and  York.  By  further  im- 
provements I  believe  that  the  evil  may  be  entirely  removed.  It 
has  been  my  remark  in  travelling  from  one  end  of  England  to  the 
other  during  the  last  forty  years,  that  fogs  diminish  in  number  and 
in  height  in  proportion  to  the  drainage.  The  drainage  which  has 
been  carried  on  in  South  Holland,  in  Lincolnshire,  has  reduced  the 
fogs  to  full  one-tenth  of  what  they  were  forty  years  ago.  The  dimi- 
nution of  these  morning  colds  and  fogs  have  a  very  beneficial 
effect  on  the  alacrity  and  industrial  habits,  as  well  as  the  health 
of  the  population.  Fever  and  other  diseases  from  the  decomposing 
refuse  left  to  accumulate  amongst  the  more  populous  districts,  now 
takes  the  place  of  the  rheumatic  attacks  and  the  intermittent  fevers 
that  were  formerly  prevalent.  Arrangements  for  the  drainage  of 
the  low  lands  and  the  clearance  of  outfalls  are  now  becoming  of 
greater  importance,  as  the  upland  drainage  becomes  more  ex- 
tended, for  sudden  floods  become  heavier  and  more  frequent,  and 
do  more  damage,  owing  to  the  insufficiency  of  the  original  outfalls. 
Some  serious  damage  was  recently  done,  and  loss  of  life  occasioned, 
by  floods  on  the  low  lands  of  Stratford,  on  the  river  Lea  ;  and  the 
defence  of  the  bailiff  and  marsh  jury  to  the  charge  of  neglect  to 
open  the  sluices  and  repair  the  banks  of  the  several  branches  of 
the  Lea  was,  that  in  consequence  of  the  increasing  upland  drain- 
ages, the  floods  had  of  late  come  down  more  suddenly  and  power- 
fully than  had  hitherto  been  the  case,  or  than  there  was  any 
reason,  from  past  experience,  to  expect.  On  this  ground  the 
officers  were  acquitted. 

What  are  the  obstacles  to  the  removal  of  the  defective  land 

drainage  in  the  vicinity  of  populous  districts?  The  want  of  a 

P'oper  and  impartial  authority  to  survey  and  determine  what 
would  be  the  best  mode  of  treating  the  case :  what  expenses  should 

incurred,  and  what  compensations  should  be  given,  and  how 
tne  increased  produce  should  be  applied. 

the  l\  a  Su!'vey  °f  Tottenham,  what  land  do  you  consider  would  be 

le  best  lor  the  application  of  the  refuse  as  manure?  The 

f|Iland.  for  that  land  is  on  a  lower  level  than  the  village,  and 
nearly  all  the  sewage  of  the  village  runs  to  waste  through  it  into 
tne  adjoining  mill  stream. 

VOL.  II.  2  K 
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Mr.  James  Dean,     jf       marsh  were  properly  drained,  and  the  land  prepared  for  a 
and  properly  irrigated,  what,  do  you  conceive  this  same  land  might  if 

be  made  worth  ?  From  8/.  to  12Z.  per  acre,  at  the  least,  mighlil 

be  produced  at  an  original  outlay  not  exceeding  81.  or  \2l.  per  , 
acre. 

And  from  what  you  have  stated,  are  you  confident  that  by  the 
proper  management  of  the  irrigation  and  the  application  of  the 
refuse  in  the  liquid  form,  the  soil  being  rendered  permeable  by. 
thorough  drainage,  this  application  would  be  inoffensive  and  less 

injurious  or  objectionable  than  any  top-dressing  ?  Certainly ; 

there  is  much  top-dressing  with  stable  and  other  manure  used  or 
several  thousand  acres  of  grass  land  about  Tottenham,  which  isi 
not  the  subject  of  complaint;  but  for  the  reasons  already  statec ; 
the  application  of  manure  in  a  state  of  dilution  would  be  far  less 
offensive  than  dung  spread  in  a  solid  form  as  top-dressing. 

What  would  be  the  additional  agricultural  produce  probablj 
derivable  from  the  improved  application  of  the  refuse  of  the  vil- 
lage? About  30007.  per  annum  would  be  the  value  of  t.h( 

increased  produce. 

What  might  be  the  probable  value  derivable  from  the  prac 
ticable  improvement  of  the  uplands  by  their  more  speedy  relie 
from  the  excess  of  water  with  which  they  are  at  times  oppressed  1 

 Of  one  thousand  acres  the  improved  value  would,  I  have  nc; 

doubt,  be  at  least  10*.  per  acre  ;  of  another  thousand,  5s.  per  acre 
and  of  another  thousand,  2*.  6d.  per  acre,  making  a  total  o 
nearly  10007.  per  annum. 

Would  it  not  also  give  another  contribution  to  the  salubrity  o 

the  district,  by  increasing  the  dryness  of  the  atmosphere  ?  

Yes  ;  for  the  soil  of  these  uplands  consists,  for  the  most  part,  of  £ 
strong  retentive  clay.  There  is  a  great  deal  of  rheumatism 
amongst  the  labouring  classes  in  the  upland  portion  of  the  district 
whilst  there  is  much  fever  in  the  lower  portions,  particularly  thos< 
bordering  on  the  adjacent  marsh. 

Are  there  any  commonable  lands  amongst  these  uplands  ?  

Not  any. 

Are  there  any  commons  or  any  other  commonable  lands  thai 

the  marshlands?  There  are  about  100  acres  of  commons anc 

waste  land. 

Are  they  also  undrained  ?  Yes,  they  are. 

What  is  the  description  and  value  of  their  produce  ?  Whils 

the  Lammas  lands  are  laid  up  for  hay,  the  cattle  are  turned  upor 
these  commons,  belonging  to  small  occupiers,  or  to  a  descriptioi 
of  persons  having  no  land  at  all,  called  for  that  reason  l'skj 
farmers,"  who  poach  the  hedge  banks  and  destroy  the  hedges  bj 
the  road  sides ;  each  owner  of  the  cattle  being  compelled  to  senc 
a  "  tenter,"  or  some  one  to  watch  them,  for  otherwise  the  catth 
would  be  sent  to  the  manor  pound.  A  number  of  boys  and  girls 
are  thus  collected  together  as  "  tenters,"  and  brought  up  in  idl< 
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and  demoralized  habits.  The  value  of  this  land  would  not,  in  Mr.  James  Dean 
its  present  state,  be  estimated  at  more  than  1*.  an  acre. 

What  would  be  the  additional  produce  and  value  of  this  land 

if  it  were  properly  drained  and  cultivated  ?  The  produce 

would  not  be  of  less  value  than  1 0/.,  the  rent  not  less  than  31.,  and 
the  expenditure  for  labour  not  less  than  1/.  10s.  per  acre,  the  rest 
being  for  seed,  interest  on  the  farmer's  capital  and  profit,  poor- 
rates,  tithes,  &c. 

You  have  stated  that  the  commons,  which  in  their  present  state 
are  worth  about  Is.  per  acre,  would  in  their  improved  state,  when 
enclosed,  produce  probably  30  times  that  amount  to  the  labourer. 
What  may  be  the  value  of  the  Lammas  rights  now  exercised  on 

the  marsh  to  the  commoners  per  acre  per  annum?  Nineteen 

out  of  twenty  who  have  the  rights  derive  no  advantage  whatever 
from  them,  and,  if  the  amount  were  divided  amongst  them,  it 
would  be  a  mere  nominal  sum.  To  the  twentieth  portion  of  the 
commoners  the  right  to  the  Lammas  feed  would  be  worth  3,?.  ;  but 
if  the  whole  Lammas  right  belonged  to  one  man,  the  feed  would  be 
worth  about  10s.  an  acre,  because  he  would  stock  the  land  in  the 
most  beneficial  way,  and  would  be  freed  from  the  inconveniences 
and  injuries  to  which  I  have  alluded. 

You  are  aware  that  such  Lammas  rights  are  frequently  found  to 
stand  in  the  way  of  the  extension  of  towns  and  the  relief  of  those 
overcrowded  by  new  buildings,  and  consequently  occasion  the 
labouring  classes  in  the  interior  of  towns  to  be  oppressively  taxed 
for  inferior  tenements,  and  to  be  injured  in  their  health  by  over- 
crowding? That  must  frequently  be  the  case. 

Then,  as  a  measure  of  improvement,  the  enclosure  would  be  of 
great  value  to  the  labouring  classes  ?  Undoubtedly. 

But  might  not  beneficial  reservations  be  made  and  applied  for 
the  advantage  of  the  town  in  lieu  of  the  rights  of  common  to  those 

who  are  entitled  to  them  ?  1  have  thought,  in  our  case,  that 

10  acres  nearest  to  the  parish  church  should  be  allotted  to  the 
labouring  poor  for  gardens,  to  be  vested  in  trustees;  another 
,  acres  to  be  set  out,  drained  and  maintained  in  good  order,  for 
me  recreation  of  the  inhabitants  generally;  the  remainder  to  be 
divided  between  the  lord  of  the  manor  and  the  freeholders  and 
copyholders. 

arrangement  you  nave  proposed  is  the  one  you  deem  the 
os  beneficial  to  Tottenham;  but  are  not  the  circumstances  of 
. erent  towns  so  various  as  to  require  investigation  into  and 
sach  1Catl0n  uPon  tne  various  rights,  privileges,  and  claims  in 

M'°hSe  ^  — Certainly  such  inquiries  would  be  necessary. 
ran<n  *  n0t  ^  c^m9  to  tne  intermittent  exercise  of  rights 
aene'fi g'  °u&r  ^  whole  of  wnat  are  called  commonable  lands,  be 
ncially  commuted  into  a  continuous  right  over  a  portion  of 
ne  land  ;  and  might  not  the  possessors  of  the  right,  of  common 
idvantageously  receive  a  pecuniary  compensation,  and  the  ancient 

2  e  2 
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Mr.  James  Dean,  right,  now  become  unsuited  to  modern  wants  and  usages,  be  extin- 1 

guished  ?  Such  a  commutation  would  be  one  step  in  the  right! 

direction,  and  if  vested  in  trustees  with  a  power  to  make  exchanges;! 
would  ultimately  be  very  beneficial. 

Is  not  the  exercise  of  these  rights  commonly  a  source  of  con-  j 
tinued  bickering  and  contention,  and  of  party  and  local  agitation  1 

 Generally  so,  and  not  unfrequently  sources  of  litigation. 

From  what  you  have  already  stated,  it  appears  that  you  are 
clearly  of  opinion  that  in  the  case  of  Tottenham,  which  appears  > 
to  be  a  common  case,  that  the  house  and  street  or  town  drain- 
age, and  the  drainage  of  the  water-courses  of  the  contiguous  land. 13 
the  relief  of  the  upland  waters,  and  the  drainage  of  the  lower 
levels  of  the  adjacent  marsh  lands  and  commons  and  wastes,  are! 
parts  of  one  measure  either  for  complete  sanatory  improvement  01 
for  the  best  agricultural  production,  in  the  vicinity  of  such  towns  1 

 Yes  ;  no  portion  can  be  dealt  with  separately,  even  for  comJ 

plete  improvement  in  itself.  In  this  one  measure  must  be  included! 
the  dealing  with  the  exercise  of  the  rights  of  a  water-mill,  which 
stands  in  the  way  of  every  agricultural  and  sanatory  improvement^ 
This  mill,  by  stopping  up  the  water  which  comes  down  the  rivei 
Lea,  and  the  water  from  the  river  Moselle,  does  injury  to  the  parislj 
to  the  extent,  I  have  no  doubt,  of  at  least  2000Z.  per  annum.  The 
case  of  this  water-mill  is  so  common  a  case,  that  I  would  urge 
it  particularly  on  the  attention  of  the  Commissioners  not  only  asj 
affecting  the  sanatory  condition  of  the  population,  but  extensively 
the  drainage  and  improvement  of  the  land  in  the  kingdom.    In  thb 
particular  case  no  water  can  be  diverted  for  household  purposes;, 
or  for  cleansing  of  the  town, — for  irrigation  or  for  farm-yard  pur- 
poses; it  shuts  up  the  outfall  to  the  drainage  of  the  marsh  lane; 
and  much  ot  her  land  in  the  vicinity,  and  consequently  it  affects  the 
value  of  the  land  and  property  almost  of  the  whole  parish.  The 
extra  expense  which  would  be  incurred  by  the  mill-owner  by  the 
removal  of  the  obstacle  to  these  improvements  would  be  huh 
more  than  the  expense  of  the  erection  of  the  steam  power,  which 
would  answer  as  well  or  better.    I  speak  with  confidence  on  the 
subject,  of  such  right,  because  I  have  been  frequently  called  upon 
to  give  evidence  before  courts  of  justice  upon  the  subject  ol  tW 
powers  which  millers  or  the  owners  of  water-mills  possess  ovei 
the  water  supplying  their  mills,  and  upon  trespasses  committed 
upon  those  waters.    I  could  bring  forward  instances  from  every  part 
of  the  country  where  I  have  been,  of  streams  which  should  have  a 
free  flow,  and  should  supply  a  town,  tailed  up  from  10  to  20  fejR 
producing  a  sluggish  and  stagnant  flow  ;  interfering  not  only  with 
the  whole  of  the  drainage  immediately  adjacent  to  the  town,  but 
with  the  beneficial  use  of  the  water  lor  irrigation  and  other  pur- 
poses miles  above  and  below  it.    The  extent  of  mischief  produced 
by  the  right  of  tailing  up  streams  for  mill  purposes  appears  to  me 
not  to  be  sufficiently  appreciated.    A  mode  of  procedure  for  the 
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purchase  of  such  rights,  and  for  compulsorily  taking  them  on  settled  .Mr.  James  Dean, 
and  liberal  conditions,  would  be  of  the  greatest  importance  for 
the  improvement  of  the  health  of  towns,  as  well  as  for  the 
o-eneral  improvement  of  agriculture.  In  the  vale  of  Honiton,  a 
mill,  the  rent  of  which  was,  I  think,  221.  per  annum,  or  not  ex- 
ceeding 30/.,  I  found  standing  in  the  way  of  the  supply  of  a  number 
of  farmsteads  and  interfering  with  improvements  ascertained  to  be 
of  at  least  1000/.  per  annum  value.  After  having  served  those 
farmsteads,  it  might  have  been  carried  across  the  valley  to  a  level 
capable  of  sweeping  the  whole  of  the  sewers  of  Honiton ;  but  the 
mill  belonged  to  a  tenant  for  life,  who  could  not  grant  the  requisite 
term  to  enable  parties  who  would  have  advanced  the  necessary 
capital  to  carry  the  works  into  effect,  beside  which  there  would 
have  been  a  difficulty  in  compelling  payment  of  the  rents.,  which 
an  Act  of  Parliament  alone  could  have  enabled  the  adventurers  to 
enforce.  I  scarcely  know  one  town  or  village  in  England  with 
which  there  is  a  stream  connected,  and  upon  which  there  is  a 
mill,  where  similar  evils  are  not  maintained  by  tailing  up  the 
water.  It  is  scarcely  an  exaggeration  to  say  that,  for  every  shilling 
of  mill  rent  a  hundred  pounds'  worth  of  injury  is  done  to  other 
property,  setting  aside  all  consideration  as  to  the  effect  of  a  proper 
drainage  on  the  public  health.  The  pecuniary  injury  is  not 
confined  to  the  effects  on  the  direct  or  main  stream,  but  is  ex- 
tended over  the  whole  of  its  tributary  branches,  often  for  miles 
distant.  The  extent  of  injury  is  rarely  if  ever  traced.  It  is  more 
commonly  felt  on  attempts  to  drain  lands,  Avhen  it  arises  as  an 
obstacle  to  the  getting  of  a  proper  outfall.  It  also  acts  as  an 
obstacle  to  beneficial  irrigation.  It  has  grievously  interfered 
with  my  own  operations  for  drainage,  and  must  frequently  inter- 
fere with  any  such  operations  on  a  large  scale.  It  has  happened 
to  me  in  numerous  instances,  that  when  I  had  surveyed  an  estate 
and  laid  down  a  promising  plan  of  drainage  and  land  improve- 
ment, on  looking  for  my  outfall,  I  found  that  some  one  man  below 
had  got  a  portion  of  the  water-course,  filled  with  sedges  and  mud, 
which  rendered  the  water  stagnant  and  pestilential,  over  which 
portion,  having  no  control,  the  whole  plan  has  failed.  At  this 
time,  from  the  improvement  and  increased  cheapness  of  steam 
power,  the  value  of  mill-streams,  except  perhaps  in  the  neigh- 
bourhood of  some  large  manufacturing  towns,  is  greatly  re- 
duced ;  and  very  favourable  opportunities  are  presented  for 
:  buying  up  these  rights.  In  laying  down  plans  for  improving  of 
estates,  I  certainly  should  not  advise  the  erection  of  water-mills, 
.but  should  propose  steam-engines,  which  could  be  used  at  all 
times  and  for  all  purposes  ;  because  if  there  was  a  fall  of  water,  it 
might  for  farm  purposes  be  applied  more  beneficially  than  for  mill 
power.  Steam-mills  are  now  beating  water-mills,  on  account  of 
the  regularity  and  certainty  with  which  the  work  is  performed, 
and  its  greater  cheapness  in  most  situations.     My  experience  leads 
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-.  James  Dean.  me  to  believe  that  half  the  water-mills  in  the  country  might  be  i 
purchased  at  reduced  prices.  The  instances  given  in  the  Sanatory 
Report  of  the  injuries  done  to  the  health  of  towns  in  the  north  by  i 
mills  which  tail  up  the  streams  on  which  they  are  situate,  are  quite 
consistent  with  my  own  observations  in  the  south  and  west  ol 
England. 

Would  it  not  be  a  means  of  facilitating  such  improvements  ii 
the  repayment  by  the  parties  interested  of  principal  and  interesl 
were  spread  over  a  period,  say  of  thirty  years,  or  any  other  equi- 
table period?  Yes;  I  should  say  twenty  years,  because  the 

redemption  would,  at  the  rate  of  5  per  cent.,  return  the  principal, 
with  interest,  within  that  period.    No  one  could  object  to  such  ah 
mode,  as  money  might  be  borrowed  for  the  purpose,  by  Exche-' 
quer  Bills,  at  about  3  per  cent,  per  annum,  secured  on  the  land. 

Why  have  you  chosen  twenty  years  for  the  repayment  rather 

than  a  more  extended  period  ?  Because  twenty-one  years  is- 

the  usual  period  for  tenants  for  life  to  grant  leases  under  settle- 
ments or  otherwise,  and  because  twenty  years  is  the  time  au- 
thorized by  Gilbert's  Act  in  which  money  borrowed  for  the  im- 
provement of  glebe  houses  is  to  be  repaid ;  and  no  inconvenience 
having  arisen  in  practice  from  those  limitations,  I  deem  the  pre- 
cedent a  good  one. 

With  all  the  advantages  derivable,  pecuniary,  sanatory,  and 
moral,  from  the  measures  specified,  if  enabling  powers  were  given 
to  the  population  to  adopt  them,  do  you  think  they  would  be  vo- 
luntarily adopted  and  carried  out  by  agreement  amongst  the  parties 
interested? — ■ — I  have  no  doubt  that  any  merely  enabling  powers 
would  be  carried  out  as  the  enabling  powers  under  the  Highway 
Act  to  cleanse  the  ditches  and  water  courses  are  carried  out  in 
Tottenham, — that  is,  not  carried  out  at  all. 

The  enabling  powers  of  any  general  improvement  Act  being 
in  your  opinion  ineligible,  would  special  powers  under  a  local 
Act  be  eligible  ? — I  have  no  hesitation  in  saying  that  as  local  Acts 
are  at  present  initiated,  and  framed  and  passed,  any  remedy  by 
such  Acts  is  impossible.  In  the  first  place  the  expense  of  a  private 
Act,  even  where  there  are  no  persons  to  get  up  opposition,  would 
be  from  400,?.  to  600/.,  which  would  defray  much  of  the  ex- 
pense of  the  necessary  drainage.  The  parties  enjoying  common 
rights  are  so  numerous  that  it  would  be  impossible  to  get  the  con- 
sents required  by  the  House  for  its  security.  At  the  best  and  in 
the  cases  of  the  larger  Works,  where  the  legal  expenses  are  not  so 
disproportionate  as  it  would  be  in  the  case  of  commons  and  patches 
of  land  near  towns,  the  mode  of  proceeding  by  local  Acts  is  ex- 
tremely unsatisfactory,  where  private  rights  and  conflicting  claims 
are  involved.  No  one  but  those  who  have  a  strong  purse  can  pay 
the  expense  of  opposition.  The  poor  and  private  individuals,  who 
have  small,  but  to  them  very  important  rights,  have  no  means 
of  getting  up  to  town,  and  appearing  to  defend  themselves  against 
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unfairness  or  oppression.  The  instructions  for  drawing  such  Bills  Mr>  J»mesDean. 
are  commonly  given  by  tradesmen  or  persons  in  parish  office, 
and  the  Bills  themselves  are  frequently  drawn  by  persons  who 
never  before  perhaps  prepared  any  similar  measures.  And  it  has 
been  observed,  that  Parliament  in  giving  such  powers  to  remedy 
local  evils  acts  like  a  physician,  who  never  sees  the  patient  but 
gives  one  prescription  on  the  hearsay  of  ignorant  or  interested 
persons,  and  never  after  attends  to  the  case  to  see  what  will  be  the 
course  of  the  disease,  and  alter  the  prescription  accordingly.  What 
I  apprehend  is  wanted  is  the  intervention  of  a  competent  au- 
thority to  examine  into  each  case,  and  determine  on  the  measures 
applicable  to  it,  and  most  of  all  the  claims  to  compensation,  and 
the  equitable  distribution  of  charges. 

Then  you  concur  in  the  suggestions  that  in  whatsoever  mode 
new  powers  or  local  privileges  are  conferred,  such  grants  ought 
always  to  be  preceded  by  examinations  on  the  spot  by  some  com- 
petent authority  ? — Yes,  I  do,  and  that  such  an  examination  is 
necessary  to  protect  Parliament  itself,  or  the  Crown,  from  grant- 
ing oppressive  powers  or  privileges  for  the  execution  of  very  ex- 
pensive and  imperfect  works.  It  is,  I  also  concur,  necessary  to 
check  the  spirit  of  jobbing  which,  I  am  sorry  to  say,  is  but  too 
prevalent  when  local  improvements  are  in  hand.  If  there  had 
been  such  independent  surveys,  and  an  examination  in  all  cases  of 
new  railways,  not  only  would  the  shareholders  have  been  saved 
much  expensive  blundering,  and  a  good  deal  of  plundering,  but 
the  land  would  in  all  probability  have  been  protected  against  the 
damage  done  by  the  frequent  erection  of  barriers  against  future 
drainage,  which  might  have  been  provided  for. 

It  has  been  suggested  that  such  plan  (founded  on  the  improved 
survey)  prepared  or  examined  on  the  spot  by  a  competent  officer, 
should  in  all  cases  be  accompanied  by  a  justificatory  report,  ex- 
pounding the  local  evils  proved  to  exist,  and  the  proposed  means 
of  meeting  them, — the  benefits  which  appeared  to  be  attainable, 

the  expenses  to  be  incurred,  and  how  levied, — and  the  pro- 
posed application  of  the  proceeds  and  schedules  of  the  claims  to 
compensation, — and  of  the  proposed  allotments  should  be  printed 
in  a  cheap  and  popular  form,  and  circulated  within  the  district  for 
the  public  information, — and  to  give  parties  interested  fair  time 
to  submit  objections  either  to  the  plan  of  the  works  or  to  the 
claims  for  compensation  proposed  for  adjudication  :  what  is  your 

own  opinion  on  these  proposals?  It  is  entirely  in  concurrence 

with  them.  We  must  remember  that  almost  all  persons  within 
&ny  town  or  place  who  act  as  movers  in  any  public  measure  have 
their  own  private  personal  interests,  or  will  be  believed  to  have 
tnem :  if  thev  are  owners  they  are  distrusted  by  occupiers,  and 
a11  are  employers  of  labour,  and  are  viewed  by  the  labourers  as 
persons  having  interests  opposed  to  them.  However  pure  the 
suggestions  may  be,  they  are  distrusted  by  their  fellow  townsmen. 
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Mr.  James  Dean,  'j'j^g  general  expression  is,  "  Why  should  they  be  for  doing  tin 
unless  they  are  to  get  something  for  themselves."    And  I  bej 
leave  to  repeat  that  too  commonly  local  improvements  are  movei 
only  as  jobs,  and  the  people  have  been  frequently  taken  in  by  mis 
representation  respecting  such  works,  and  they  really  have  som 
justification  for  the  distrust.    On  this  account  they  would  be  mud 
more  likely  to  have  confidence  in  some  independent  public  officei 
who  might  be,  and  should  be  made  really  responsible,  and  not  n 
character  merely,  for  what  he  states.    Such  an  expository  repor 
would  be  of  peculiar  advantage,  and  would  indeed  be  necessary  i 
the  case  of  the  enclosure  of  commons,  because  the  first  aspect 
that  measure  is  always  one  of  taking  something  from  the  labourin 
classes,  and  it  is  just  to  give  them  the  assurance  that  it  would  n 
have  been  done  without  it  was  right  and  good  for  themselves 
well  as  for  others.    I  agree  also  that  enclosures  near  towns  shoul 
not  be  proceeded  with  solely  for  the  increased  profit  from  in 
creased  production.    The  sanatory  considerations,  the  drainage 
the  waste,  the  reservation  of  public  gardens,  walks,  and  wel 
kept  play-grounds,  allotments  for  improved  cottage  residence 
with  gardens  attached,  and  for  the  extension  of  the  town,  w 
generally  be  found  to  be  even  of  greater  importance  than  th< 
increase  of  produce.    The  local  examination,  if  proper  care  wer 
taken,  would  also  enable  parties  to  obtain  hearings  who  neve:; 
would  think  of  seeking  a  hearing  before  any  Parliamentary  Com 
mittee.    On  this  account  it  seems  the  more  necessary  that  these  I 
proceedings  should  as  far  as  possible  be  conducted  under  some 
judicial  control  by  a  known  and  responsible  public  officer,  win 
may  at  any  time,  or  in  any  stage  of  the  proceedings,  after  th< 
plan  has  been  sanctioned,  be  written  to  that  any  unforeseei 
inconvenience  may  be  obviated,  or  oppression  be  at  once  pre 
vented. 

Supposing  an  adequate  survey  already  made,  and  the  contou 
lines,  marking  equal  or  parallel  altitudes,  were  plotted,  in  hov 
long  a  time  and  at  what  expense  might  a  competent  civil  enginee: 
devise  and  lay  down  a  general  working  plan  for  the  better  relief  o 
the  uplands ;  the  direction  of  the  water  to  the  cleansing  of  tin 
village  (or  town)  of  Tottenham,  which  you  have  given  as  an  ex 
ample ;  the  drainage  of  the  adjacent  marsh  and  the  application  o 
the  refuse  of  the  town  to  production  in  the  manner  you  havi 
pointed  out,  that  is  to  say,  such  a  complete  measure  as,  wher 
executed,  would  serve  to  drain,  cleanse,  and  put  the  whole  in- 
habited area  in  what  may  be  deemed  a  good  sanatory  condition: 

 1  believe  that  a  competent  civil  engineer  might  lay  down  ar. 

efficient  working  plan  in  a  month,  at  an  expense  of  about  100/. . 
but  if  he  were  a  public  officer,  devoted  specially  to  the  work,  it 
might  be  done  in  almost  half  the  time  and  perhaps  for  half  the 
expense. 

What  is  the  area  of  the  village  or  town  of  Tottenham,  and  ol 
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the  adjacent  district,  including  the  uplands  and  the  contiguous  Mr.  James  i\-an. 

marsh  ?  The  area  occupied  by  houses  I  should  think  is  about 

500  acres;  the  uplands  and  the  marsh  will  make  the  whole  area 
about  4500  acres.  The  present  adopted  scale  of  the  Ordnance 
survey  for  towns  is  60  inches  to  the  mile,  and  includes  a  series 
of  levels  displayed  by  contour  lines  at  every  two  or  four  feet,  to 
facilitate  the  house  and  street,  the  branch  and  main  drainage  of  the 
towns,  and  levels  for  the  regulation  of  new  buildings  and  drainage 
of  the  suburbs. 

Would  not  surveys  at  such  a  scale  answer  all  drainage  and 
other  purposes  of  agricultural  improvement  for  the  lands  in  the 
suburbs  or  adjacent,  as  well  as  for  all  measures  of  towns'  improve- 
ment?. A  survey  on  such  a  scale,  if  accurately  executed,  would 

be  of  the  greatest  advantage,  not  only  for  sanatory  improvement  in 
towns  but  for  all  land  drainage,  for  irrigation,  and  for  all  agri- 
cultural improvement.  It  would,  besides,  facilitate  the  laying  out 
and  drainage  of  reservations  of  waste  lands,  as  gardens  and 
public  walks,  the  enclosures,  and  drainage  of  the  commons,  and 
their  improvement  and  beneficial  application  either  for  improved 
buildings,  of  cottage  tenements  with  garden  allotments,  or  the 
drainage  and  better  cultivation  of  any  portions  of  them  that  might 
be  let  for  agricultural  production,  as  might  be  determined  after  a 
proper  examination  in  each  locality.  I  think  it  very  important 
that  such  a  survey  should  not  be  restricted  to  the  town,  or  what 
is  usually  understood  by  the  suburb,  but  should  comprehend  as 
much  as  possible  of  the  agricultural  district  immediately  con- 
nected with  the  town.  In  our  district,  I  think,  such  a  survey 
should  not  onlv  include  the  area  of  4000  acres  which  I  have  men- 
tioned, but,  at  least,  the  whole  district  knowrn  as  the  Edmonton 
Union. 

The  expense  of  surveying,  plotting,  and  drawing,  levelling  and 
laying  down  contour  altitudes  without  as  well  as  within  the  towns, 
the  laying  down  sewers,  water  and  gas-pipes,  and  marking  each 
house,  is  estimated  at  3,?.  8d.  per  acre  for  a  town  of  10,000 
inhabitants ;  the  expense,  therefore,  for  the  town  of  such  a  size  as 
1  ottenham,  which  you  estimate  at  500  acres,  would  not  exceed 
90£.;  they  might  also  be  engraved  at  a  low  additional  expense, 

and  copies  sold  for  private  use  ?  [  The  engraved  plans  on  sale 

of  the  Ordnance  survey  of  the  city  of  Dublin  were  here  shown 
to  the  Witness, .] — Whether  for  town  or  for  the  rural  districts  the 
expense  would  be  inconsiderable,  and  not  worth  naming  as  com- 
pared with  the  advantages  derivable  from  such  work. 

Would  not  a  survey  on  the  scale  described  be  of  great  advantage 

ir>  giving  the  levels?  Presuming  that,  in  such  a  work,  the 

levels  were  taken  with  perfect  accuracy,  it  would  be  of  very  great 

vantage.  But  the  subsequent  engineer's  survey  and  report  as 
to  the  means  of  cleansing,  deepening,  widening,  and  straightening 
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Mr.  James  Dean,  the  courses  of  the  living  or  running  waters,  the  common  water 
courses,  would  be  of  the  greatest  advantage.  If  the  outlet 
which  come  within  the  jurisdiction  of  the  surveyors  of  the  high 
ways  in  our  district  were  properly  opened,  I  believe  it  woul< 
reduce  the  expense  of  the  private  land  drainage  by  one-half ;  anc 
the  same  may  be  said  of  all  other  districts.  But,  to  do  that  effec 
tually,  the  law  must  be  made  compulsory  on  those  officers  to  scoui 
cleanse,  deepen,  widen,  and,  if  necessary,  straighten  all  such  out 
lets. 

You  have  given  great  emphasis  to  the  necessity  of  thorough  am 
effectual  drainage  as  essential  to  a  perfect  irrigation  :  is  it  to  b 
inferred  that  you  consider  that  errors  in  respect  to  the  mode  ol 
drainage  as  well  as  to  the  scientific  management  of  irrigation  ar< 

common  ?  1  do  not  hesitate  to  declare,  that  of  the  private  land 

drainage  now  carried  on  by  owners  or  occupiers,  not  one  piece  o: 
work  in  ten  is  complete  or  perfect. 

You  are  aware  of  the  great  expense  incurred  for  private  lane 
drainage,  and  the  great  attention  given  to  the  subject,  and  do  yot 

give  this  opinion  of  these  works  deliberately  ?  Yes,  I  certainh 

do. 

What,  in  respect  to  the  land  drainage,  do  you  find  to  be  the 

common  defects  ?  Irregularities  in  the  bottom  of  the  drain 

bad  falls  (which  is  to  be  understood  of  flat  lands  which  stand  mos: 
in  need  of  drainage)  ;  and  insufficient  outfalls :  hence  the  drain; 
are  soon  filled,  and  choked  with  the  deposit  of  soluble  matter 
rendering  the  drains  inoperative.  Then  there  is  a  statement — 
"  We  have  been  at  great  expense,  and  the  drainage  has  not  an- 
swered." In  ninety  cases  out  of  a  hundred  where  this  has  hap- 
pened it  has  been  from  want  of  skill.  If  there  be  an  irregularity 
amounting  to  two  inches,  and  the  tile-drain  should  be  three  inches 
in  diameter,  it  is  evident  there  will  be  but  one  inch  for  the  flow  ol 
water ;  with  an  irregularity  of  three  inches,  which  the  most  prac- 
tised eye  would  be  unable  to  detect,  there  would  be  no  flow  at  all. 
But  if  common  workmen  were  taught  the  use  of  boning-rods,  using 
also  the  common  mason's  level,  it  is  impossible  that  the  evil  com- 
plained of,  either  in  respect  to  land  or  houses,  could  occur. 

Independently  of  the  advantages  of  increased  production,  it  has 
been  agreed  that  there  is  a  special  public  interest  in  the  private 
land  drainage  in  the  vicinity  of  towns  in  respect  to  the  health  of 
the  population,  by  the  avoidance  of  the  damps  and  fogs  that  arise 
from  undrained  land.  Besides  the  general  facilities  for  private 
land  drainage  which  may  be  afforded  by  a  survey  with  levels, 
adapted  to  all  public  drainage  operations,  or  such  facilities  arising 
from  better  measures  for  the  clearance  of  water-courses,  or  what 
may  be  termed  the  highways  for  the  free  passage  and  clearance 
of  the  living  waters,  which  you  say  would  greatly  reduce  the  ex- 
pense of  private  drainage,  are  there  any  other  and  what  facilities 
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which  you  think  might  be  given  for  such  drainage  by  any  legis-  Ml- Jamos  Dean- 
lative  measures? — ■ — One  of  the  most  important  facilities  to  the 
private  land  drainage  would  be  to  constitute  an  authority  to  remove 
obstructions  to  the  free  flow  of  water  from  undrained  lands  distant 
from  any  main  outfall.  Such  an  authority  might  be  vested  (sub- 
ject to  an  appeal  to  a  proper  authority  in  London)  in  any  properly 
qualified  engineer,  surveyor,  or  other  officer  having  charge  of  the 
public  drainage,  supplies  of  water,  or  public  works  for  the  cleansing 
and  application  of  the  refuse  of  the  next  town  district.  Farmers, 
unless  they  are  very  particular  friends,  and  then  they  usually  do 
it  doubtingly  and  grudgingly,  rarely  accommodate  each  other  in 
these  respects.  Proprietors  rarely  lend  any  aid  to  works  of  this 
kind.  The  right  to  the  free  flow  of  the  water  is  very  little  under- 
stood. The  first  question  put  upon  such  an  application  is,  "  I  do 
not  see  why  I  should  do  this  ;  I  don't  see  what  may  be  the  end  of 
this,  or  what  right  I  maybe  conferring."  The  intervention  of  a 
public  officer  under  a  central  authority,  who  had  no  rival  interest, 
and  whose  opinion  would  not  be  suspected,  would  remove  many 
obstructions,  particularly  by  allaying  the  suspicion  that  some  undue 
advantage  was  being  given.  Improvements  as  to  rights  of  the  law 
of  water-courses,  and  the  giving  a  summary  and  accessible  remedy 
for  infractions  of  them,  would  tend  greatly  to  the  complete  drainage 
of  the  land,  which  is  of  so  much  consequence  as  a  measure  of 
sanatory  improvement  in  town  districts. 

Have  you  considered  of  the  application  of  the  house  refuse  and 

of  the  sewage  of  the  metropolis  to  agricultural  production  ?  

Yes,  I  have.  I  have,  with  the  assistance  of  my  son  Arthur,  pre- 
pared plans  and  sections,  which  I  now  produce,  for  the  saving  and 
application  of  a  large  portion  of  it,  especially  of  that  derivable  from 
Bethnal-green,  Whitechapel,  and  Spitalfields,  and  beg  to  refer  to 
the  plan  made  by  us,  which  shows  the  direction  of  the  proposed 
sewerage  and  drainage,  and  also  the  proposed  site  of  the  settling 
ponds  or  reservoir ;  the  fall  for  the  sewerage  from  the  General 
Post-office  to  the  Trinity  low  water-mark  at  Woolwich  being  54 
feet,  and  the  distance  about  7  miles. 

Will  you  describe  the  plan  you  proposed  for  the  purpose  ?  

A  propose  to  form  a  sewer,  at  a  lower  level  than  the  sewers  now 
m  use,  so  as  to  command  the  sewerage  of  the  parts  of  London  north 
and  east  of  Whitechapel-road,  Leadenhall-street,  Cornhill,  Cheap- 
side,  Newgate-street,  Holborn, and  Oxford-street:  the  main  sewer 
to  be  carried  in  the  direction  of  t  he  terminus  of  the  Eastern  Counties 
and  the  Northern  and  Eastern  Railways  in  Shoreditch ;  thence  in 
the  direction  of  the  Victoria  Park,  now  in  progress,  under  a  line 
p  s*reets  passing  through  Bethnal-green  and  through  the  Victoria 
apk  to  Old  Ford,  and  thence  in  the  direction  of  the  stations  of  the 
said  railways  at  Stratford.  From  that  point  I  propose  to  cany 
the  sewage  into  the  marshes  northward  of  West  Ham  and  PJais- 
tow,  and  thence  to  the  river  Thames  below  Woolwich:  thus  con- 
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•veying  the  soil  and  water  of  the  sewers  to  a  point  where  tb 
contamination  of  the  water  of  the  Thames  would  be  much  less  fe 
than  at  present,  and  much  that  is  now  offensive  and  injurious  to  tl. 
inhabitants  of  London  would  be  got  rid  of  in  that  way. 

Having  brought  the  sewerage  of  the  district  you  have  describe 
to  this  point,  what  mode  do  you  propose  for  its  application  t 

agricultural  production  ?  1  propose  to  form  a  series  of  filterin 

ponds,  say  twelve  in  number,  of  six  acres  and  a  half  each.  In 
the  first  of  these  the  whole  of  the  soil  and  water  would  first  pas 
and  when  filled  the  valve  to  be  closed  and  the  sewage  carried  on 
the  next  pond,  leaving  the  first  to  settle,  and  so  on  through 
series.    When  the  soil  has  sufficiently  settled,  I  propose  that  t 
water  shall  be  drawn  from  the  settling  ponds  into  contiguous  rese 
voirSj  where  it  might  further  settle  until  the  water  should  be  reduc 
to  nearly  a  limpid  state.    When  in  this  state,  charged  with  a 
monia,  I  pi'opose  that  it  shall  be  let  out.  into  irrigating  feede 
and  thence  be  distributed  over  the  marshes  below,  of  which  the 
are  several  thousand  acres.    The  solid  portions  so  deposited 
propose  for  sale,  and,  being  the  best  description  of  manure,  woul 
always  be  in  demand.    I  propose  that  it  shall  be  barixnved  fro 
the  bottom  of  the  settling  ponds  into  barges  or  other  craft  floatin 
in  a  canal  between  the  settling  ponds,  and  from  thence  be  conveye 
through  a  tidal  lock  into  the  Thames  for  conveyance  in  the  directio 
of  demand. 

Fig.  1.  Will  you,  for  the  information  of  non-profes 

ln  sional  persons,  describe  shortly  the  mode 

IV  •  •  j  using  boning  sticks  ?  1  will  here  describe  th 

boning  rods.    They  are  rods  made  of  dea 
J  2  inches  wide,  clean  and  straight  grained.  Thes 

^  rods  have  a  stake  each,  made  of  inch  square  oal 

^  2  feet  long,  pointed  at  one  end  to  drive  into  tin 

]  JfU  ground.   To  these  the  rod,  which  is  4  feet  6  long, 

tfff.' should  be  tied.    At  the  top  of  the  rod  there  is  ; 
,  I  cm-  piece,  9  inches  long  and  3  inches  wide 

•  (See  fig.  1.  )  One  side  of  this  cross  piece  i( 
painted  white  and  the  other  side  black,  that  the; 
may  be  seen  the  better  in  different  atmospheres.  The  whole  is  o 
the  form  shown  in  the  annexed  sketch,  with  a  rod  tied  to  the  stake 
which  is  fixed  in  the  ground.  Any  village  wheelwright  or  carpente 
may  make  these  rods  without  difficulty,  and  at  a  few  shilling 
expense.  There  is  rarely  occasion  for  more  than  three  of  thes 
rods ;  never  for  more  than  four. 


Fig,  2. 
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Patterns  of  these  rods  and  builders'  levels  may  be  seen,  or  ets  Mr 
btained  for  30,y.  at  Mr.  Mannings,  builder  to  the  Royal  Agricul- 
ural  Society,  251,  High  Holborn.    Being  provided  with  a  set  of 
hese  rods,  we  will  suppose  a  piece  of  ground  of  irregular  surface 

0  be  drained.  The  first  thing  to  be  ascertained  is  which  is  the 
uo-hest  and  which  is  the  lowest  point  at  the  extremities  of  the 
>iece  of  land  to  be  drained.  On  this  piece  there  will  be  irregu- 
arities  in  the  surface  either  natural  or  from  repeated  ploughings, 
ome  portions  of  the  surface  being  higher  and  some  lower  than 
he  extreme  points.  At  the  highest  point  A,  drive  down  one  of 
he  oak  stakes  a  few  inches  into  the  ground.  To  that  tie  one  of 
he  boning  rods,  letting  the  bottom  of  the  stick  rest  upon  the 
urface  of  the  ground,  placing  the  cross  piece  at  the  lop  at  a  right 
Liigle  with  the  line  of  direction  to  the  lowest  point  C.  Then 
jroceed  to  do  the  same  with  another  boning  stick  at  C.  The 
vorkman  will  then  proceed  with  his  spade  to  a  point,  as  near  as 
nay  be  midway  between  the  rods  so  fixed.  The  surveyor  will  take 

1  sight  from  one  boning  rod  to  the  other,  and  will,  by  a  move- 
nent  of  the  hand,  direct  the  labourer  until  the  two  boning  rods 
ind  the  handle  of  his  spade  set  upright  are  in  a  line.  Having 
jot  them  in  a  line,  the  labourer  makes  a  mark  by  turning  up  a 
ittle  of  the  soil  with  his  spade.  At  that  point  he  then  places  one 
)f  the  boning  rods,  holding  it  at  arm's  length  and  standing  on 
me  side,  so  that  his  body  may  not  interfere  with  the  line  of  the 
iight  which  the  surveyor  then  takes.  If  the  spot  on  which  this 
hird  boning  rod  is  now  held  up  happen  to  be  an  elevated  one, 
iscertained  by  the  surveyor  taking  a  sight  from  the  boning  rod  at 
^  to  the  boning  rod  at  C,  and  the  elevation  of  the  cross  piece 
)f  the  boning  rod  at  B  is  judged  to  be  about  nine  inches  above 
he  line,  the  labourer  will  be  directed  to  lay  down  the  boning 
'od,  and  with  his  spade  dig  a  hole  from  a  foot  to  18  inches  square, 
ibout  two  spades  wide  either  way,  and  of  the  depth  which  he  will 
udge  to  be  of  about  nine  inches.  Having  cleared  the  bottom  of 
he  hole  of  the  fragments  of  earth,  he  will  again  hold  up  the  boning 
■od,  resting  it  upon  the  bottom  of  the  hole.  The  surveyor  then 
akes  a  sight  to  see  whether  the  cross  pieces  are  exactly  in  a  line. 

f  they  are  not  so,  if  the  centre  rod  is  too  high,  the  labourer  is 
lirected  to  take  out  earth,  if  too  low  to  put  in  earth  and  press  it 
town,  and  this  work  of  adjustment  goes  on  until  the  three  cross 
neces  arc  brought  exactly  in  aline.  The  labourer  then  drives 
town  one  of  the  oak  stakes,  and  ties  the  boning  rod  to  it.  Then 
he  fourth  stick  is  used  between  the  middle  one  and  either  end  one, 
l™  the  labo  urer  proceeds  with  his  shovel  to  find  out  the  middle 
•etween  A  and  B,  or  C  and  B  (as  before).    We  will  now  suppose 

ia  there  is  a  hollow  of  nine  inches.  The  same  process  goes  on 
letween  the  labourer  and  the  surveyor,  as  in  the  last  case,  but  the 
abourer,  instead  of  digging  out,  adds  or  raises  with  his  spade  nine 
nches  of  soil,  making  it  firm,  by  beating  with  his  spade  upon  1 1 1«  ■ 
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top ;  and  upon  the  surface  so  raised,  he  drives  one  of  the  oa]  jj 
stakes,  and  ties  one  of  the  boning  rods,  when  adjusted  by  a  sighs 
taken  by  the  surveyor  to  be  in  an  exact  line  with  the  three  pre  < 
viously  fixed.    These  rods  being  fixed,  the  next  point,  for  the  sur 
veyor  to  determine,  is  what  shall  be  the  depth  of  his  drain  belov^ 
the  general  surface.    If  the  surface  be  irregular,  the  first  point  oil 
care  is,  that  the  bottom  of  the  drain  be  not  brought  too  near  tb  t 
surface  at  any  point  of  the  line;  not  nearer,  we  will  say,  at  thi  J 
point  than  18  inches.    The  leading  point  now  is  to  ascertain  wha>i 
is  the  greatest  depth  that  the  drain  can  be  placed  at  the  outfall: 
Assuming  that  to  be  three  feet,  it  follows  that  the  depth  of  th  ! 
drain  at  the  highest  point  should  not  be  less  than  two  feet  belovi 
the  surface.    The  lower  bottom  line  will  show  the  line  at  th 
bottom  of  the  proposed  drain.    The  intermediate  line  shows  th  a 
general  surface  of  the  ground,  which  is  two  feet  above  it.  Th. 
workman  then  proceeds  to  dig  out  for  the  drain  to  the  depth  oi 
the  lowest  line.    He  digs  two  holes,  one  at  A,  two  feet,  and  one  ai 
C,  three  feet  deep  below  the  surface  of  the  ground.    He  thei 
lengthens  out  with  another  piece  of  deal  each  ot  his  boning  rod 
two  feet.    He  then  drives  down  into  the  bottom  of  the  two  hole 
the  same  stakes  that  were  used  in  levelling  the  surface,  and  tie 
to  the  stakes  as  before  the  boning  rods  so  lengthened  out  to  tw< 
feet.    He  will  then  proceed  to  dig  out  the  drain,  using  the  othe 
boning  sticks  lengthened  out  to  two  feet,  in  like  manner  as  the  twi 
already  fixed;  taking  care  not  to  get  below  the  run  of  the  line  01 
the  bottom  of  the  drain.    When  by  repeated  application  of  th< 
moveable  boning  rods,  the  bottom  of  the  drain  has  been  made  t( 
agree  throughout  with  the  tops  of  the  boning  rods  that  are  fixed 
it  then  becomes  the  important  duty  of  the  surveyor, — goin^ 
through  the  same  process  in  respect  to  the  bottom  of  the  drain  a1 
was  gone  through  in  the  first  instance  with  the  surface  of  the  land 
1o  verify  the  work  before  a  tile,  or  tube,  or  stone,  or  any  othei 
material  is  filled  in.    Being  thus  verified,  the  work  is  completed. 

Have  you  instructed  common  workmen  to  perform  this  pro- 
cess? 1  have.    After  the  first  job  of  a  few  poles  is  completed; 

an  ordinary  good  labourer  will  go  through  the  whole  process  as 
well  as  any  surveyor.  The  determination  of  the  position  of  thf 
drains  and  the  number  of  them  will  belong,  of  course,  to  a  highei 
order  of  information;  or  to  the  class  now  known  as  agricultural 
engineers.  Ordinary  good  labourers  will,  when  instructed,  do  the 
boning  work  without  an  error  of  a  quarter  of  an  inch  upon  thou- 
sands of  yards  in  length. 

The  process  of  boning,  as  you  have  described  it,  may  be  stated 
as  being  a  process  for  making  a  straight  line  in  the  earth  from  two 
given  points,  or,  practically,  for  ensuring  a  straight  bottom  to  any 
drain  with  any  run.  Where  the  outfall  is  not  visible  to  the  eye,  as 
where  it  may  be  necessary  to  carry  a  drain  round  a  hill,  or 
through  a  winding  street,  then,  of  course,  the  use  of  the  spirit 
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evel,  or  of  the  mason's  level,  will  be  requisite  (o  find  the  outfall  M 
vhich  cannot  be  seen,  and  when  once  these  points  are  found,  the 

)onin°-  sticks  may  be  used  as  described  ?  Certainly ;  good 

vorkmen  are  easily  taught  the  use  of  the  mason's  level,  and  if  they 
vere  mere  extensively  taught,  the  frequent  failure  of  very  expensive 
vorks  of  town  drainage  might  be  avoided.  It  is  important  for 
Irainage  that  common  workmen  should  be  taught  the  simple  use 
)f  a  very  common  instrument,  such  as  the  mason's  level,  which 
:annot  lie  put  out  of  order,  and  expensive  service,  which  too  fre- 
quently prevents  these  improvements  being  made,  be  rendered 
mnecessary. 
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ON  THE  IMPORTANCE  OF  GENERAL  PLA\S  AND  mnw 
TOWNS  FOR  THE  PURPOSES  OF  SEWERAGE  A^n  HP ^  r 
AND  THE  DISPOSITION  OF  S TREETS^iN D^ BUILD INGs!  |[ 

Capt.  VETCH,  R.E.,  examined. 

cupt. vetch,  n  e.     A  re  you  an  engineer  ?  I  am. 

Have  you  given  your  attention  to  the  practicable  improve 
drainage  and  other  works  necessary  for  the  improved 
health  of  towns,  and  have  you  been  consulted  Jtc  the  h  j 
of  improvmg  drainage  and  sewerage  of  Leeds  and  Windsor? 
was  called  upon  by  the  town  council  of  Leeds  to  examS k 
conation  of  the  town,  as  to  drainage,  sewerage,  &c.  &c  and 
port  on  the  best  means  of  improvement,  and  I  had  the  hoi 
bemg  associated  with  Sir  Henry  De  la  Beche  on  similar  rL^ 
foi  Windsor  and  vicinity.    I  have  now  the  honour  to  lay  a  p 
copy  of  my  report  on  Leeds  before  the  Commission.        }  P 
*J     C™misslom™  are  desirous  of  being  informed  by  you 
scale  and  description  of  survey  you  consider  from  practicaLW 
nence  to  be  the  most  eligible  "for  house  and  stre  tSn^i 
seweragej  and  for  the  regulation  of  new  buildings  or  fof  ' 

So  ble"rP°  TSht0,WhlCh  f  COraP-h-sive  survey*  'would  b<  n 

plicable?  The  best  and  most  appropriate  scale  for  the  se  f 

purposes  reqmred,  I  consider  to  be  88  feet  to  one  inch  or  one  K 

w^tSp  p8  WlH1be  t0  Sh™  the  ^  o 

sewers,  Matei -pipes,  and  gas-pipes,  and  would  serve  the  pun 

o  Ltd  wn  f  SettJng  °Ut  imP—ent,.  The  valuaffp 
ot  Leeds  was  constructed  upon  a  scale  of  198  feet  to  an  inch  b 

eTpIenset0:nSra11  W  and  was  alrTrdTat  s 

expense,  enlarged  to  a  scale  of  99  feet  to  an  inch   or  doubl " 

e  h^tTlte  ^  i^V®5?  °f  ******  to  a  --ller  seal  . 
enlarging  afterwards,  has  the  effect  of  magnifying  any  inaccur 

Ind  l    the/lan,be  Plo"ed  in  the  firsUnslance  to  a  la rge 
ifd^ZT     TtUnd;  ™?me  Accuracy  will  be  di M 
on  a  ff  fj11!  °rdnance  PIai*  of  Dublin  and  Wmdso, 
largf  towv    I       1°  0116  iDChj  aUd  thG  ^vantage  of  tha,  sea 
iVXrfri    ;  hav\beco™e  very  apparent  to  me.  To  (he  pi 

df  the  dS2S.IT;  W°Uld  P,'°POSe  10  add  lhe  cr°PP^I  out 
0/  he  Afferent  strata,  as  it  appears  to  me  important  to I  mail 

soils  which  are  retentive  or  absorbent,  as  clay  and  travel  •  1M 
propose  on  the  plan  to  trace  the  water- shed  lines,  and  also 
contour  hues,  or  hnes  of  equal  altitudes,  say  at  every  three  or 
feet  of  elevation. 
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Plan  of  Pert  0f  WINDSOR  &  PARK,   to  CUwtraU 

tht  prmafU  tf  Qmittw  lines     Suntytd  and  Drrarn  fir  PER  MAJESTY'S 
COJUaSSlOtfms  OF  WOODS  .LVD  FORESTS,  by  a  party  cfJlcyiU  So/pa 
and  Maura,  fuuUr  Uu  dtrrtlten  cf  CAJTAJ.Y  II  TVCKKIl.fi to 
ammpan,  the  Hrptrt  cf  SIR  HENRY  DEM  HECHE  &  CAPTAIN  VETCH, 
in  ilit  Drainagt  and.  Siwtmgt  cf  Wmtlxrr  ami  (Is  Vmnitj. 
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fill  you  describe  more  particularly  for  the  information  of  non-  Capt.Veich,  U.E. 

essional  men,  the  uses  of  contour  lines  on  surveys?  The 

aid  plan  of  a  town  shows  the  exact  dimensions  and  relative 
inces  of  spaces,  but  it  gives  no  knowledge  of  their  absolute 
thts  above  a  fixed  common  point  or  datum,  or  the  relative  height 
•een  any  two  sites,  on  the  plan,  but  when  the  horizontal  plan 
bits  these  contour  lines  drawn,  say  at  every  four  feet  and  marked 
8,  12,  16,  feet,  &c,  we  see  at  one  glance  all  the  places  situated 
lese  respective  elevations  above  datum,  and  know  their  relative 
hts  to  each  other,  and  with  a  little  practice,  the  eye  will  be  able 
ntercalate  (within  one  foot  or  less)  the  intermediate  heights 
'een  the  contour  lines ;  and  to  facilitate  this  operation,  vertical 
inces  of  four  feet  between  the  contour  lines,  will  prove  most 
intageous,  as  most  readily  admitting  of  subdividing.  The 
)ur  lines  on  the  Ordnance  plan  of  Windsor  are  drawn  at  every 
;t  of  altitude,  and  on  the  low  flat  ground  subject  to  inundation  at 
f  2  feet. 

he  engineer,  or  other  person  who  therefore  consults  such  a  map 
practical  purposes,  obtains  a  correct  notion  of  the  height  of 
y  part,  on  the  plan,  and  the  declivities  or  slopes ;  and  for  en- 
ering  purposes,  a  knowledge  of  the  heights  is  equally  neces- 
with  a  knowledge  of  the  distances,  and  if  the  plans  do  not 
d  him  that  information,  he  must  commence  a  number  of 
lings  to  show  what  is  practicable,  and  what  is  not;  these 
lings  occupy  much  time,  expense,  and  delay  in  making,  and 
st  only  give  the  engineer  the  means  of  judging  between  the 
or  three  or  more  lines  which  he  has  levelled,  while  the  contour 
enable  him  to  judge  of  every  possible  line  he  may  wish  to 
nine  or  compare. 

y  means  of  contour  lines,  in  any  street,  or  lane  or  building 
the  direction  of  the  fall  of  the  ground  is  known  at  sight;  and 
imount  of  that  fall,  in  proportion  to  the  distance,  may  be  ascer- 
d  between  any  two  points  situated  on  the  contour  lines ;  thus 
all  from  a  to  &  on  the  diagram,  is  known  by  the  contour  lines 
-  eight  feet;  and  the  distance  measured  on  the  plan  being  400 

the  slope  would  be  one  foot  in  50.  An  engineer  can  there- 
see,  without  any  trial  levels,  the  undulations  and  descent  of 

street  from  one  contour  line  to  another,  and  he  knows  the 
jflrt  of  cutting  or  filling,  to  reduce  the  street  to  a  level  or  a 
lar  incline.  He  knows  also  what  descent  the  kennels  and 
rs  may  have,  and  how  they  must  join  each  other,  without, 
mg  time  and  money  on  a  number  of  trial  levels.  If  the  town 
uated  on  the  banks  of  a  river,  and  if  the  floods  of  the  river 
say  four  feet  above  datum,  he  will  perceive  at  once  the  extent 
ich  floods,  as  shown  by  the  tinted  ground  on  the  diagram, 
•seel  within  the  contour  Hues  marked  with  the  number  (4)  or 
Jt,  and  the  engineer  then  knows  over  what  extent  to  provide  for 

floods  in  laying  out  roads,  streets,  or  drains,  &c. 
.l.  n.  2P 
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capt.Vetch,  r.e.  if  new  streets  are  to  be  laid  out,  the  engineer  will  perceive  e 
once,  from  such  a  plan,  the  declivity  and  aspect  of  the  buildin 
ground,  and  the  best  line  of  drainage  adapted  for  them. 

The  contour  lines  being  drawn  on  the  map,  and  identified  b 
corresponding  marks  on  the  buildings,  serve  as  a  record  an 
reference  for  all  past  and  future  purposes.  It  is  true  that  if  n 
contour  plan  exists,  the  engineer  may  get  what  he  wants  by  havin 
recourse  to  extensive  le  veilings  for  each  particular  object;  but  th 
expense  is  generally  lost  for  any  future  object,  or  for  any  oth( 
occasion,  and  thus  the  same  trouble  and  expense  may  have  to  I 
incurred  irequently  for  levelling  the  same  piece  of  ground ;  bi 
having  the  whole  extent  of  the  town  and  district  before  him  on 
contour  plan,  the  engineer  can  study  his  subject  to  better  advai 
tage,  and  observe  how  improvements  can  be  best  and  most  econc 
mically  effected.  In  waiting  for  trials  of  level,  time  is  lost,  ai 
the  engineer  is  always  loath  to  employ  more  time  and  money  ( 
these  man  can  be  helped,  and  he  concludes  without  having  th 
case  sufficiently  before  him. 

When  levels  are  executed  piecemeal,  and  at  various  times,  eac 
engineer  selects  his  own  datum,  and  confusion  and  mistakes  ai 
thence  likely  to  occur,  so  that  no  cautious  engineer  would  trui 
to  any  previous  work,  but  would  level  up  to  some  fixed  pom 
however  distant;  but  even  if  otherwise,  he  might  not  choose  t 
risk  his  reputation  to  the  previous  levellings  of  others,  of  whos 
qualification  he  could  not  judge.  But  if  the  levels  or  contour 
were  executed  by  the  Ordnance,  survey,  his  confidence  would  to 
complete. 

If  contour  plans  and  marks  were  made  under  the  authority  < 
Government,  the  facilities  and  economy  afforded  by  such  a  previoi 
work  would  be  manifest,  and  cannot  be  too  highly  appreciate 
both  for  the  saving  of  time  and  money,  and  for  insuring  accural 
judgment  and  execution  in  the  works  of  improvement,  and  I  hav 
no  doubt  that  were  such  going  forward  to  any  extent,  the  expens 
of  the  Ordnance  levels  and  contours  would  be  saved  m  thr^ 
years,  in  the  mere  employment  of  surveyors,  independent  of  th 
errors  and  expenses  that  might  be  entailed  by  less  general  am 
accurate  views  of  the  field  to  be  operated  on  ;  but  having  serve 
for  any  particular  purpose  and  occasions,  the  Ordnance  contour 
and  levels  would  be  ready  for  use  again  and  again,  and  one  datur 
would  be  established,  to  which  all  altitudes  would  be  rel'errec 
For  the  purpose  of  applying  the  liquid  manure  to  irrigation,  th 
contour  lines  would  be  essential ;  and  at  Leeds  they  would  prov 
particularly  serviceable  for  that  purpose,  and  also  for  the  extensioj 
of  the  buildings,  and  for  the  drainage  on  the  low  Hat  part  of  thj 
town  south  of  the  river. 

By  referring  to  the  diagram  plan  already  noticed,  the  advantagj 
of  contour  lines  will  be  more  readily  perceived.  The  contour  liri 
are  there  drawn  at  every  four  feet  of  altitude,  above  a  fixed  datuB 
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1  have  a  slight  etching  on  their  under  side,  the  more  readily  to  point  Capt. Vetch,  r.e. 
t  the  direction  of  the  fail  of  the  ground,  and  this  in  some  cases  is 
ential,  as  otherwise  it  would  be  difficult  to  distinguish  at  sight 
;ween  an  isolated  hill  and  isolated  hollow. 

From  such  a  contour  plan  a  section  may  be  procured  in  any 
ection  in  a  few  minutes;  suppose  a  section  is  required  of  the 
>und  between  the  points  A  and  B,  we  have  merely  to  draw  the 
j  A  B  on  the  plan,  and  a  corresponding  line  A'  B'  on  section,  and 
fer  the  last  to  draw  a  number  of  parallel  lines  at  equi-distances  of 
r  feet,  to  whatever  vertical  scale  we  think  most  appropriate ;  on 

diagram  plan  the  scale  is  400  feet  to  an  inch,  and  the  horizontal 
le  on  the  section  is  the  same,  but  the  vertical  scale,  to  render  the 
ject  more  distinct,  is  40  feet  to  one  inch.  The  next  operation  is  to 
}ly  the  straight  edge  of  a  slip  of  paper  on  the  line  A  B  (on  the 
n)  and  to  mark  off  on  the  first  all  the  intersections  of  contour 
1  other  lines  ;  this  done,  the  slip  of  paper  is  next  applied  to  the 
tion  lines  A'  B',  to  which  the  marks  of  intersection  are  trans- 
*ed,  and  from  these  marks  so  transferred,  perpendicular  lines  are 
,wn  to  the  line  A'  B',  and  the  intersection  of  these  last  with  the 
allel  lines  of  the  section  already  drawn  as  mentioned  above, 
e  the  various  heights  on  the  section,  and  nothing  further  is  re- 
red  than  to  join  these  points  with  lines,  to  give  the  outline  or 
file  of  the  ground,  and  all  this  may  be  done  a  hundred  miles 
n  the  spot ;  but  if  no  such  contour  map  existed,  the  engineer 
dd  have  to  send  a  surveyor  with  instruments  to  level  over 

ground,  and  considerable  delay  and  expense  must  be  in- 
red. 

Vgain,  suppose  that  it  is  wanted  to  lay  down  a  new  line  of  road 
n  C  to  D,  without  recourse  to  a  section,  the  contour  lines  would 
w  that  the  dotted  line  C  D  would  be  very  direct,  and  would 
3  the  most  gentle  ascents  and  descents,  and  if  it  be  required  to 
m  the  amount  of  these,  and  the  quantity  of  cutting  and  filling 
•educe  the  line  of  road  to  a  regular  surface,  and  above  the  ffl- 
snce  of  floods,  we  have  only  to  repeat,  in  regard  to  a  section  on 
line  C  D,  what  has  been  said  in  respect  to  that  on  the  line  A  B, 
n  which  will  be  shown  the  cuttings  and  embankments  necessary 
our  purpose ;  the  spaces  between  the  dotted  line,  and  the  line 
iurface  indicating  the  extent  of  each. 

f  the  contour  lines  on  a  plan  give  such  facilities  for  laying  out 
imon  roads,  these  advantages  will  be  still  greater  in  respect  to 
mg  out  railways,  canals,  embankments,  and  water-conduits.- 
Vhat  do  you  consider  would  be  the  expense  of  laying  down 

se  contour  lines  ?  In  conjunction  (or  rather  prior  in  order) 

the  contouring,  levellings  will  have  to  be  made  to  determine 
a  great  accuracy  the  positive  heights  of  a  number  of  points 
nn  the  town,  as  has  been  clone  by  the  Ordnance  survey  in 
n-al  towns,  and  while  that  process  is  going  on,  the  contour  lines 
be  added  at  little  additional  expense.    Thus  at  Leeds,  over  a 

2  f  2 
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caPt.votch,u.E.  space  containing  about  120,000  inhabitants,  it  was  estimated  that 
80  miles  of  levellings  would  be  required  to  establish  a  sufficient 
number  of  permanent  bench  marks  in  the  town,  and  it  was  further 
estimated  that  these  80  miles  of  levelling  would  cost  2001.  and  the 
addition  of  the  contour  lines  50/.,  and  reckoning  the  number  of 
houses  at  26,666  the  expense  would  be  '2\d.  per  house. 

Do  you  concur  in  the  opinion  expressed  by  other  professional 
persons,  that  where  such  surveys  as  you  have  described  do  not 

actually  exist,  that  it  is  indispensable  they  should  be  formed  ?  

It  would  be  of  great  advantage,  and  indispensable  to  a  perfect  or 
complete  treatment  of  the  subject. 

Does  the  drainage  of  Leeds  present,  any  peculiar  difficulty  to  an 

engineer?  The  town  of  Leeds,  on  the  north  side  of  the  river, 

is  by  nature  favourably  situated  for  drainage.    The  river  Aire 
forms  the  natural  main  drain  of  the  site  of  the  town,  and  would, 
if  it  had  been  allowed  to  remain  in  its  natural  state,  have  carried 
off  all  the  discharges  of  filth  by  a  pretty  strong  and  regular 
current,  but  it  has  been  intercepted  by  a  succession  of  dams  for 
mill  power  and  navigation  purposes ;  which  form  a  series  of  catch 
pits  for  the  manure  of  its  120,000  inhabitants.    This  filth  is  only 
partially  removed  by  floods  and  dredging.    I  had  occasion  to 
observe,  that  the  matter  which  had  been  dredged  by  the  Canal 
Company  from  the  river,  consisted  in  a.  material  degree  of  manure 
from  the  bed  of  the  river,  and  the  smell  was  highly  offensive. 
I  was  informed  that  the  Addle  Beck  which  performs  the  duty  of 
a  sewer  in  its  passage  through  the  town  was  always  most  offensive 
on  Sunday  when  the  mill-water  was  let  off,  which  tore  up  the  de-. 
posits  of  filth  from  the  bed  of  the  brook.    The  river  is  also  liable 
to  be  flooded,  and  on  those  occasions,  this  foul  water  finds  its  way 
into  some  of  the  houses  through  the  sewers  and  drains.    The  little 
streams  passing  into  the  river  Aire,  and  which  now  act  as  main 
sewers,  having  had  their  outlets  elevated  proportionately  to  the 
height  of  the  dams,  are  thereby  prevented  from  discharging  so 
freely  as  before,  and  they  are  also  more  easily  flooded,  and  the 
houses  on  their  banks  inundated  ;  and  it  would,  therefore,  seem  a 
wise  provision  in  future  cases  before  giving  a  navigation  company 
control  over  a  river  passing  through  a  town,  to  compel  it  to  provide 
main  sewers  along  the  margin  of  the  river. 

Are  the  sewers  and  drains  you  observed  well  adapted  to  carry 

off  readily  the  refuse  water  and  filth?  On  the  south  side  of  the 

town  the  drains  and  sewers  being  tortuous,  lose  much  of  their 
current  and  descent,  and  serve  little  to  carry  off  the  filth,  and 
keep  dry  so  large  a  tract  of  land,  neither  are  they  made  with  that 
attention  to  proper  principles  which  the  knowledge  ami  science  d 
the  day  would  lead  us  to  expect  in  such  a  town  as  Leeds.  lne 
following  is  a  description  from  my  report,  of  the  state  in  which  1 
found  a  sewer  made  only  three  years  ago  (pp.  3  and  4  Keport,  east, 
of  Marsh-lane.) 
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"  Having  learnt  that  the  present  sewer  in  Marsh-lane  had  only  been  ^p*- 
laid  down  about  three  years  ago,  I  was  desirous,  if  possible,  to  avoid  the 
expense  of  the  construction  of  a  new  sewer,  if  the  present  one  should 
be  found  equal  to  what  was  required ;  and  to  judge  of  its  condition,  I 
had  it  opened  in  five  places,  over  a  distance  of  about  five  hundred  yards, 
and  found  it  as  follows  .-—depth,  three  feet ;  width,  two  feet;  though 
towards  the  mouth  of  Timble  bridge  these  dimensions  are  somewhat 
increased ;  the  bottom  and  top  of  the  sewer  are  flat,  being  formed  with 
flag-stones ;  the  side  walls  are  perpendicular,  and  formed  of  dry  rubble 
work,  very  coarsely  put  up,  and  admitting  the  leakage  of  the  liquid 
filth  of  the  drain  wherever  the  adjacent  soil  is  porous,  and  in  all  places 
constituting  a  harbourage  for  rats. 

"  The  sewer  is  conducted  along  the  west  side  of  Marsh-lane,  near  the 
gutter.  At  the  first  opening,  the  silt,  or.  mud,  was  four  inches  deep  ;  at 
the  second,  fifteen  inches  ;  at  the  third,  eleven  inches  ;  at  the  fourth  and 
fifth,  very  little  deposit  was  observed  ;  and  my  opinion  is,  that  the  size 
of  the  Marsh-lane  sewer  is  hardly  sufficient,  that  the  flat  bottom  and 
want  of  a  regular  fall  is  the  great  cause  of  the  depositions,  to  which  the 
rough  side  walls  contribute,  and  that  the  open  structure  of  these  walls, 
permitting  the  oozing  out  of  the  liquid  filth  is  quite  inadmissible,  and 
that  a  new  sewer  is  indispensable.  As  at  one  of  the  points  where  an 
opening  was  made,  fifteen  inches  of  silt  was  observed,  it  is  safe  to  con- 
clude that  where  the  deposits  is  deepest,  it  may  amount  to  eighteen 
inches,  or  one-half  the  whole  depth  of  the  drain,  so  that  the  time  has 
already  arrived  when  the  sewer  has  to  be  cleaned  out  by  hand,  as  I  know 
of  no  other  mode  under  actual  conditions ;  but  if  such  an  operation  is  to 
be  repeated  every  three  years,  it  may  even  be  found  advantageous,  in 
point  of  economy,  to  have  a  new  structure  executed. 

"  I  have  inspected  all  the  streets  in  the  particular  district*  in  ques- 
tion, and  most  of  the  courts,  and  have  found  the  greater  part  in  a  very 
filthy  condition,  most  without  any  sewerage,  many  without  pavement, 
and  few  with  back  yards  or  privies,  so  that  most  of  the  filth  is  thrown 
into  the  middle  of  the  streets,  where  it  remains." 

The  following  extract  will  show  my  opinion  of  the  difficulty 
which  at  present  exists  of  draining  some  portions  of  the  town,  and 
which  is  daily  increasing.  (Page  9,  Report)  : — 

"  New  streets  and  new  roads  are  rising  as  mounds  across  the  low 
grounds  in  many  directions,  and  without  respect  to  a  general  system  of 
drainage,  some  localities  seem  as  if  destined  to  be  cut  off  from  the 
possibility  of  obtaining  a  good  outlet ;  as,  for  instance,  Bowman-lane 
and  Chadwick-court,  a  locality  which  is  low  and  wet,  and  subject  to 
disease  in  consequence. 

_  "  It  is  to  be  regretted  that,  on  so  great  an  extent  of  low  ground  des- 
tined so  soon  to  be  covered  with  population,  some  general  plan  of  new 
streets  should  not  be  adopted,  in  conformity  with  a  good  drainage  and 
ventilation. 

"  Up  to  this  moment  the  means  of  a  good  drainage  still  exists,  but 
how  soon  such  a  measure  may  be  defeated  by  buildings,  I  cannot  venture 
to  say  ;  but  I  would  strongly  recommend  that  no  time  be  lost  in  cutting 
the  main  and  secondary  drains,  and  of  endeavouring  to  have  the  streets 


*  Viz.,  that  cast  of  Marsh-Ian?, 
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Capt.Vetoh,  r.e.  constructed  in  conformity  to  them  as  a  means  of  health  and  convenience 
to  the  whole  population,  and  of  increased  value  to  the  proprietors  from 
a  combined  plan  of  buildings,  which  would  render  all  the  communica- 
tions and  conveniences  so  much  greater." 

Have  you  given  your  attention  to  the  application  of  the  sewage 
and  refuse  of  towns  to  productive  use  for  agricultural  purposes  by 
irrigation  or  other  measures?  1  have. 

What  arrangement  did  you  propose  for  Leeds?  From  the 

artificial  condition  of  the  bed  of  the  river,  as  already  described,  and 
from  the  weirs  and  floods  impeding  the  discharge  of  sewers  into 
the  river,  but  also  from  a  wish  to  preserve  the  sewage  for  agri- 
cultural purposes,  I  designed  two  main  drains,  one  on  each  side  of 
the  river,  to  collect  all  the  interior  drainage,  and  convey  it  safely  to 
a  distance  below  the  town,  and  intercepting,  as  far  as  possible,  any 
discharge  into  the  river.  These  main  sewers  were  so  contrived, 
that  while  they  permitted  all  surplus  and  flood  waters  to  be  dis- 
charged into  the  river  considerably  below  the  town,  the  means 
were  presented  of  depositing  the  solid  or  sedimentary  matter  in 
covered  catch-pits,  while  the  liquid  which  flowed  off,  with  manure 
in  solution,  was  to  be  lifted  by  an  engine,  and  applied  to  the 
purposes  of  irrigation. 

What  was  the  estimated  expense  of  the  main  sewers  of  Leeds  as 
requisite  for  collecting  all  the  interior  drainage  of  the  town,  and 

conveying  it  to  safe  distance  in  the  country?  1  estimated  the 

cost  of  six  miles  of  main  sewer  and  two  and  a  half  of  principal 
branch  sewers  at  22,6391,  exclusive  of  purchase  of  land  and  com- 
pensation for  damage. 

What  do  you  consider  would  be  the  cost  of  applying  the  sewage 
of  Leeds  to  the  purpose  of  irrigation,  and  what  produce  do  you  ex- 
pect from  that  measure?  The  expense  for  the  main  sewers 

above  named  was  necessary  to  the  health,  comfort,  and  cleanliness 
of  the  town,  independent  of  any  cost  of  applying  the  sewage  to 
the  land.  On  this  last  subject  I  have  to  state  that  the  town  of 
Leeds  Proper,  or  that  space  which  is  pretty  continuously  and  com- 
pactly built  upon,  and  which  includes  parts  of  the  townships  of 
Leeds,  Hunslet,  and  Holbeck,  contains  about  120,000  inhabitants, 
of  which  about  80,000  are  located  on  the  north  side  of  the  river, 
and  about  40,000  on  the  south  side,  but  the  sewage  of  these  two 
portions  being  entirely  disconnected,  it  will  be  most  satisfactory  to 
estimate  for  the  north  side  only,  where  it  would  be  necessary  to  lift 
the  water  of  the  main  sewer  50  feet  by  steam  power  in  order  to 
apply  it  to  irrigation  generally.  The  cost  of  steam-engine,  tanks, 
pumps,  &c,  I  estimate  at  8000Z.  or  under,  and  the  annual  expense 
at  550/,.  and  throwing  these  with  contingencies  into  an  annual 
charge,  the  amount  would  be  1000/.  or  under.  On  the  other  hand, 
assuming  that  I  apply  the  sewage  water  from  80,000  inhabitants  to 
1000  acres  of  land,  being  at  the  rate  of  80  to  one  acre,  I  am  led 
to  expect  that  after  a  lapse  of  some  years  for  the  due  saturation 
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and  enrichment  of  the  soil,  a  produce  to  the  additional  value  of  CaPtVetcll> 
10/.  per  acre  would  arise,  from  which,  after  deducting  the  annual 
charge,  a  clear  benefit  of  9000/.  would  be  derived  on  the  1000 
acres ;  but  as  a  proximate  and  general  estimate  I  am  inclined  to 
consider  the  annual  charge  will  prove  about  one-eighth  of  the  net 
produce. 

What  time  do  you  conceive  must  elapse  before  the  land  operated 

upon  acquires  the  full  value  of  the  process  ?  Probably  from 

five  to  seven  years. 

Have  you  taken  into  account  the  expense  of  preparing  the  land 
for  irrigation  ?  Only  to  the  amount  of  21.  per  acre  as  a  con- 
tingency ;  fpr  I  have  considered  that  the  ordinary  manuring  and 
dressing  to  keep  the  land  in  good  heart  being  no  longer  required, 
the  saving  on  that  head  would  be  equivalent  to  the  cost  of  pre- 
paring the  land  for  irrigation  ;  this  item  would  otherwise  amount 
to  about  20/.  per  acre. 

Did  you  consider  that  the  borough  of  Leeds  would  derive  a 
clear  revenue  of  9000/.  a-year  from  the  sewage  on  the  north  side 

of  the  river?  Not  so;  I  expect  a  clear  benefit  to  that  amount 

would  arise  from  the  measure;  but  it  would  be  no  easy  matter  for 
a  municipal  body  to  take  the  application  of  the  sewage  to  the  land 
under  its  own  management.  It  might  safely  undertake  to  deliver 
it  at  a  given  point,  and  leave  the  further  application  to  contractors ; 
but  it  is  not  to  be  expected  that  the  town  would  reap  the  entire 
benefit  of  the  measure.  The  proprietors  of  the  land  most  con- 
venient for  irrigation  and  the  contractors  must  all  participate. 

Did  you  state  these  views  in  your  report  to  the  Town  Council  of 

Leeds  ?  1  gave  an  outline  of  t  he  mode  of  applying  the  sewage, 

and  an  opinion  that  at  the  end  of  10  years  the  value  might  be 
safely  estimated  at  10,000/.  a-year. 

Was  a  similar  application  of  the  sewage  proposed  for  Windsor? 

 At  Windsor,  from  the  very  small  fall  or  inclination  that  could 

possibly  be  given  to  the  main,  sewer,  viz.,  1  inch  in  110  feet,  it 
became  necessary  to  compensate  that  defect  by  introducing  a  great 
volume  of  water  (from  the  Thames  above  the  town)  to  give  the 
clue  velocity,  which  necessarily  has  the  effect  of  diluting  the  manure 
of  the  sewers  excessively,  so  that  it  is  difficult  to  offer  a  decided 
opinion  on  the  value  of  the  sewage  of  Windsor  previous  to.  experi- 
ment ;  but  I  quite  concur  with  Sir  Henry  De  la  Beche  and  others 
in  considering  that  a  very  small  quantity  of  fertilizing  matter  held 
in  solution  produces  very  powerful  effects  on  vegetation,  and  con- 
tinently that  the  experiment  (proposed  by  him  at  Windsor) 
would  prove  a  successful  one;  and  as  the  water  would  only  require 
to  be  raised  10  or  12  feet,  the  expense  would  not  be  great  of  apply- 
ing the  principle  at  that  locality. 

Do  you  believe  the  same  system  is  applicable  mutatis  mutandis 

to  other  towns  ?  1  am  persuaded  that  there  arc  very  few  towns 

to  which  the  system  would  not  apply  with  advantage,  and  it  appears 
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Capt.Vctch,  r.e.  to  me  to  be  one  of  those  measures  which  science  and  observation 
have  called  so  forcibly  into  notice  as  to  render  it  almost  imperative 
as  a  question  of  rational  economy,  and  forincreasing  the  productive 
powers  of  the  country. 

Have  you  had  occasion  to  observe  the  different  modes  of  irriga- 
tion in  use  for  agricultural  and  horticultural  purposes  ?  1  have 

frequently  seen  the  meadows  on  the  east  side  of  Edinburgh  which 
are  irrigated  by  sewer  water,  and  am  aware  of  their  great  fertility 
both  from  observation  and  from  common  report ;  and  from  the 
statements  I  have  seen,  I  have  been  in  the  habit  of  estimating 
the  rental  at  201.  per  Scottish  acre,  say  15Z.  per  English  acre,  and 
of  presuming  that  similar  applications  in  this  country  would  in- 
crease the  net  yield  four  fold.  I  have  not  seen  any  other  extensive 
irrigation  by  sewer  water  in  the  country,  but  have  observed  the 
principle  followed  in  some  parts  of  Worcestershire  in  regard  to  the 
liquid  manure  coming  from  villages  and  farmsteads,  and  on  which 
the  farmers  set  great  value. 

In  New  Spain  I  have  observed  the  extensive  application  of  irri- 
gation to  wheat  land ;  indeed  in  that  country,  where  the  wheat  is 
remarkably  fine,  the  advantage  of  irrigation  is  so  manifest,  that  I 
may  safely  say  nine-tenths  of  the  entire  crop  is  raised  by  irrigation. 
The  wheat  so  treated  yields  double  the  quantity  of  that  left  to  the 
chances  of  the  atmosphere ;  thus  while  the  irrigated  wheat  yields 
on  an  average  30  to  1,  the  other  will  only  yield  15  to  1. 

What  is  the  mode  of  irrigation  used  on  the  wheat  lands  of  New 

Spain  ?  The  wheat  is  twice  floated  or  watered ;  first,  shortly 

after  the  young  plant  appears  above  ground  in  January,  and  a 
second  time  in  March,  when  the  ear  is  about  to  be  developed ;  but 
in  flat  ground,  where  the  supply  of  water  is  sufficient,  the  whole 
field  is  frequently  laid  under  water  for  weeks  before  the  grain  is 
sown,  which  is  considered  a  great  advantage. 

Is  the  water  of  irrigation  applied  to  wheat  lands  in  New  Spain 

charged  with  any  manure  ?  Only  accidental  silt,  and  perhaps 

some  salts  from  the  volcanic  soil  of  the  country.  I  have,  however, 
been  led  to  attribute  to  the  power  of  the  sun  in  that  country  the 
same  stimulus  which  is  supplied  by  liquid  manure  in  this 
country. 

Is  irrigation  also  applied  to  green  crops  in  New  Spain  ? — —I 
have  observed  irrigation  applied  to  Alfalfa,  a  plant  resembling 
Lucerne,  and  with  wonderful  effect,  producing  rich  crops  or 
cuttings  once  a  fortnight,  and  during  several  months.  The  Alfalfa 
is  planted  in  ridges,  and  the  irrigation  passes  through  the  inter- 
vening furrows. 

Have  you  observed  the  application  of  irrigation  to  horticultural 

purposes  ?  Yes,  in  Barbary,  New  Spain,  and  Andalusia.  The 

practice  is  pretty  similar  in  all,  and  no  doubt  derived  from  the 
same  source.  The  garden  ground  is  benched  out  into  square  or 
rectangular  plots,  and  a  well  and  tank  being  provided  on  the 
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highest  spot,  the  water  is  conveyed  from  the  latter  in  succession,  to  Capt 
every  plot  in  the  garden  as  required. 

The  water  is  drawn  from  the  well  into  the  tank  by  a  wheel  and 
an  endless  band  of  buckets,  and  moved  by  an  ox,  or  horse,  or  mule, 
which  are  fit  for  no  other  purpose,  so  that  the  daily  expense  is 
trifling,  the  animal  living  on  the  garbage  of  the  garden. 

At  Cadiz  and  at  the  Isla  de  Leon  I  have  been  astonished  to  see 
the  fine  vegetables  produced  in  such  gardens,  the  soil  of  which  is 
little  better  than  sand,  but  such  is  the  effect  of  sun  and  water  in 
warm  countries  •  but  at  the  places  last  mentioned  they  do  not 
neglect  applying  what  solid  manure  comes  readily  within  reach. 

Are  you  of  opinion,  from  the  facts  you  have  observed  abroad, 
that  irrigation  from  the  water  of  sewers  might  be  advantageously 

applied  to  grain  crops  in  this  country  ?  The  value  of  irrigation 

from  sewer  water  will  probably  prove  most  valuable  as  applied  to 
grass  land  in  the  vicinity  of  large  towns ;  but  if  the  liquid  manure 
from  them  is  entirely  saved  for  agricultural  purposes,  I  conceive 
that  after  supplying  all  the  grass  lands,  there  will  be  a  surplus 
available  for  grain  crops,  and  from  all  analogy  it  is  reasonable  to 
conclude  that  the  stimulus  and  material  of  the  liquid  manure 
would  produce  effects  resembling  irrigation  by  pure  water  in 
warm  climates,  though  I  apprehend  considerable  experience  would 
be  required  to  regulate  the  times  and  modes  of  application,  and 
the  state  of  dilution  of  the  manure  to  produce  all  the  fecundity 
that  the  principle  admits  of. 

In  the  sewage  of  towns,  do  you  consider  it  practicable  to  collect 
and  convey  the  whole  of  the  refuse  of  the  town,  and  apply  it  to 

agricultural  purposes?  All  the  manure  which  can  properly 

be  conveyed  by  water ;  whatever  can  pass  through  a  house  drain 
or  a  gully  shoot.  I  conceive  that  the  aim  of  a  good  system  of 
sewage  is  to  get  rid  of  every  cesspool  and  every  partial  deposit 
of  filth,  and  to  send  the  whole  by  the  speediest  course  through  the 
main  sewer  into  the  country ;  and  that  not  a  particle  of  such 
matter  should  be  lost  or  wasted,  except  in  times  of  floods  from 
heavy  rams,  when  the  diluted  matter  would  become  too  volumi- 
nous to  be  all  retained  for  agricultural  purposes ;  but  on  such 
oceas.ons  (lie  surplusage  would  pass  off  from  the  main  sewer  at 
the  point  of  discharge  provided  for  the  circumstance. 

Do  you  consider  an  abundant  supply  of  water  essential  to  a  good 

system  of  sewerage  ?  Most  undoubtedly;  the  finest  formed 

sewers,  and  the  best  arrangement  of  them  would  be  of  no  use 
without  an  adequate  supply  of  water.  The  drains  but  furnish  the 
ways  or  vehicles  for  transportation ;  the  water  is  the  moving  power 
or  carrier,  and  it  is  the  cheapest  that  can  be  procured.  In  fact  the 
supply  of  water  to  a  town,  and  the  discharge  of  the  refuse  are  two 
branches  of  the  same  subject,  and  unless  the  water  be  abundant 
enough  and  distributed  enough  to  cleanse  the  drains,  these  last 
would  often  be  more  offensive  than  useful. 
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Capt.Vetch, e.e.  ^he  supply  of  water  in  towns  flowing  from  an  elevated  reservoir 
into  main  pipes,  and  from  these  spreading  by  branches  through 
the  streets,  and  finally  distributed  by  service  pipes  to  each  dwelling, 
is  just  such  an  arrangement  as  would  be  most  useful  to  cleansing 
away  refuse  into  the  sewers,  if  i-equired  for  no  other  purpose ;  but 
the  beauty  of  the  union  of  the  two  subjects  is,  that  the  water  upon 
such  a  system,  after  supplying  all  the  domestic  wants  of  man,  is 
equally  fit  for  cleansing  away  dirt  and  refuse,  and  at  the  moment 
it  is  dispensed  for  household  purposes  it  begins  again  to  collect  in 
the  house  drains,  carrying  all  the  house  filth  with  it ;  the  contents 
of  the  house  drains  unite  in  the  street  sewer,  and  gain  force  for 
greater  scourage  by  accessions  from  the  street  gutters.  The  street 
drains  accumulate  in  the  main  sewers  with  a  great  volume  of 
water  sufficient  for  every  purpose,  and  the  whole  content  is  at  last 
discharged  by  one  or  more  mouths  ready  to  be  applied  to  the  land 
for  the  reproduction  of  food. 

Have  you  been  able  to  form  any  estimate  of  the  value  of  the 
human  excreta  from  a  town  in  proportion  to  the  amount  of  the 

population?  Some  agricultural  chemists  have  estimated  the 

value  of  the  liquid  excretum  of  each  person  per  annum  for  manure 
at  12.s.,  and  if  the  whole  refuse  of  a  town  soluble  and  convey  able  by 
water  could  be  completely  conveyed  to  the  purposes  of  the  land,  to 
the  value  above  estimated  might  reasonably  be  added  half  as  much 
more,  giving  a  total  of  18*.  per  head.  Leaving,  however,  such  high 
estimates  as  not  likely  to  gain  credit,  however  true  they  may  be, 
few  persons  who  have  attended  to  the  subject  would  hesitate  to 
admit  that  5s.  per  head  would  be  a  low  estimate  for  the  complete 
sewage  of  a  large  town,  and  this  view  of  the  case  more  than  cor- 
roborates the  previous  estimate.  Five  shillings  a  head  on  80,000 
persons  would  produce  20,000/.,  and  deducting  one-eighth  for  ex- 
penses, leaves  17,500/.  as  revenue  ;  and  it  is  by  no  means  unreasonable 
that  when  the  system  is  rendered  complete,  value  to  that  amount 
would  arise  where  the  proper  extent  of  land  is  conveniently  situated  ; 
but  what  amount  of  that  revenue  would  go  to  the  several  parties 
concerned  is  not  easily  estimated.  But  if  we  assume  that  a  net 
revenue  of  half,  or  2*.  6d.  per  head,  would  result  to  the  townspeople, 
that  in  a  number  of  cases  would  not  only  suffice  to  pay  for  the  com- 
plete drainage  of  the  town  if  thrown  into  a  perpetual  annual  chferge, 
but  would  also  pay  for  an  ample  supply  of  water  to  the  town.  Mr. 
Havvksley  has  stated,  that  from  5  years'  experience  at  Nottingham, 
he  had  ascertained  the  cost  of  delivering  1000  gallons  of  Water 
under  high  pressure  to  be  2'88d.  ;  if  we  therefore  allow  16  gallons 
daily  to  each  person  (which  is  ample)  the  annual  cosl  per  head  is 
only  Is.  4- 8c/.,  but  say  1*.  6c/.,  there  would  consequently  remain 
Is.,  per  head  of*  annual  revenue  to  defray  the  expense  of  laying  down 
the  sewers  of  the  town,  and  this  at  Leeds  on  bot  h  sides  of  the  river 
would  be  equivalent  to  a  principal  sum  of  150,000/. ;  but  in  com- 
bining the  drainage  account  with  a  supply  of  water  furnished  on 
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the  high  pressure  principle,  as  described  by  Mr.  Thorn  for  Greenock  Captvetch,  r.e 
and  Paisley,  by  Mr.  Hawksley  for  Nottingham,  and  G.  W.  Anderton 
for  Preston,  it  is  manifest  that  fires  occurring  in  these  towns  might 
be  immediately  extinguished,  and  if  that  duty  was  to  be  performed 
by  the  Water  Company,  loss  from  such  a  cause  could  hardly  arise, 
so  that  the  inhabitants  might  either  save  their  fire  insurance  ;  or, 
what  would  be  a  better  plan,  the  Water  Company  might  readily 
engage  to  extinguish  all  fires  and  compensate  all  damages  for  a 
trifling  increase  on  the  water  charge.  In  this  manner,  if  the  three 
objects  of  supplying  water  to  the  town,  extinguishing  fires,  and  of 
sewering  and  draining  were  skilfully  combined  into  one  system,  and 
if  each  town  secured  the  benefits  of  such  a  combination  to  the  in- 
habitants at  large,  their  comforts  and  conveniences  might  be  met, 
either  very  cheaply,  or  even  be  entirely  defrayed  by  the  proper 
application  of  the  manure. 

Do  you  apprehend  that  in  the  application  of  the  contents  of 
sewers  to  the  purposes  of  agriculture  any  great  inconvenience  would 

arise  from  noxious  effluvia?  If  the  system  of  a  sufficient  supply 

of  water  is  united  with  the  drainage,  I  believe  the  filth  would  be 
carried  off  nearly  as  fast  as  created,  or  that  the  water  distributed 
one  day  would  be  discharged  the  next,  loaded  with  impurities  before 
time  had  permitted  of  fermentation  or  foetid  decomposition  taking 
place,  and  that  the  dilution  under  such  circumstances  would  render 
the  odours  of  the  sewer  water  discharged  hardly  perceptible,  and 
far  less  noxious  than  the  effluvia  which  arises  in  London  through  the 
gully  holes. 

Have  you  compared  your  views  with  those  of  any  agriculturists 

on  the  subject  of  liquid  manure  ?  1  have  had  the  advantage  of 

discussing  the  subject  frequently  with  Mr.  Smith  of  Deanston,  from 
whom  I  have  obtained  much  valuable  information,  and  I  have  felt 
much  flattered  by  finding  my  ideas  on  this  subject  borne  out  gene- 
rally by  his  own  opinions. 


Capt.  DAWSON,  R.E.,  examined.  Capt.  Dawson, 

±1ave  you  under  your  superintendence  the  surveys  in  use  for 
the  tithe  commutation  ?  Yes. 

Have  you  had  occasion  to  consider  of  the  scale  and  descrip- 
tion of  surveys  which  would  be  most  advantageous  for  the  sana- 
tory improvement  of  towns — for  house,  and  road,  and  street 
drainage,  for  sewage,  for  the  regulation  of  new  buildings,  and 
lor  the  other  public  or  private  purposes  to  which  a  comprehen- 
sive survey  may  be  made  applicable  ?  1  have. 

The  annexed  is  a  set  of  illustrations  of  town  surveys  at  various 
scales,  from  the  smallest  size  of  one  inch  to  a  mile,  to  the  largest, 
60  inches  to  a  mile,  submitted  to  the  Board  as  illustrative  of 
the  scale  of  maps  available  for  sanatory  and  other  purposes. 
Which  of  these  scales  are  in  use  for  tithe  surveys  and  parochial 
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cap,  Dawson,'  valuations?  [The  several  specimen  maps  ^esUwntc >tU 

R-E-        Witness  1    The  scale  of  26  inches  and  -|  inch  per  mile  is  the 
sTale  prescribed  for  our  first-class  maps.    This  scale  ^  however 
applicable  only  to  the  rural  districts  of  parishes,  and  to  fields, 
Xsullisions  of  a  moderate  size     For  instance  acres 
an   roods  or  even  half  roods,  may  he  satisfactorily  represented 
on  th's  scale  ;  but  where  houses  and  smal  tenements  are  to  be 
shown  the  quantities  of  which  amount  on  y  to  a  few  perches,  a 
nrap  on  ainuch  larger  scale  is  indispensable  for  the  ctaand 
accurate  representation  of  such  minute  subdivisions.   The  maps 
of  tomis  in  the  Tithe  Office  are  for  the  most  part  on  the  sea  e 
of  l  S  to  1 or  2  chains  (i.  e.,  to  66  or  132  feet),  or  from  40  to 
80  inches  to  a  mile.    Seine  few  ^^^^^ 
intermediate  scales ;  and  one  only  (that  of  St  Clement  s J  Janes 
parish)  on  the  scale  of  1  inch  to  30  feet.    An  intermediate  scale 
Sf  5  feet  to  1  mile,  or  1  inch  to  88  feet,  or  60  inches,  has  been 
Adopted  by  Colone  Colby  for  maps  of  some  of  the  larger  towns 

L  &d!  and  is  now  being  ^W^S 
in  the  six  northern  counties  of  England,    lhis  scale  is  rmiy 
uffideiit  for  the  purposes  of  tithe; on 
assessment,  and  would,  in  my  opinion,  be  found  sufficient  gene 
rally  for  sanatory  surveys.  .    ,     .  | 

It  is  stated  that  the  map  at  the  larger  scale  of  60  inches  toj 
the  mile  is  the  one  most  eligible  for  sanatory  purposes,  as  bemg| 
the  one  on  which  lines  ofhouse  and  street  drainage  may  boN 
most  conveniently  laid  down,  and  on  which  the  distribution  of| 
^ter-Xe    the^tations  of  fire-plugs  and  fountains  may  bJ 
hown    llso  the  lines  and  direction  of  gas-pipes,  and  the  UonJ 
of  gas-lamps  and  other  objects  may  be  displayed.  ^a^™ 
marks  have  been  inserted  on  the  premises  to  rende the  map 
useful  for  the  purpose  of  rating  and  valuations.    ^  ith  an  en  | 
Saved coi  fo^a  map  so  market,*  is  suggested  that any 
ffficeTmakTng  valuations  in  ay  go  over  a  whole  ^^JS 
?n  a  «reneral  way  any  account  read  from  a  rate  book,  and  notes 
he  Emission  o/aii/sort  of  premises,  such  --^^^ 
houses  which  may  appear  not  to  have  been  rated,   bo  also  anoj 
with  s^ch  a  map  the  collection  of  the  rates  may  be  checked 

be  taken  aown,  experience  enable  you  t. 

undertaking.    How  tai  does  youi      1  sm.vey,  contain 

concur  in  these  views?  J^^^th&fyvalaa3 

mz  characteristic  or  conventional  signs,  would  oenigi  } 

fnr  such  purposes.    It  would  save  much  expense. 

fp'You  XCFrhaps,  consider  it  an  important  addition  to  tl 
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SPECIMEN  PLAN  ON  FIVE  DIFFERENT  SCALES. 


SY  MBOLS  to  V  used  ,m  Ov  PUSS 


-=- ■■  0€hW¥       J7u  number  fl  .»h.»t>*       -v.;.  .-.v  it-  he  Sttet  surtlicr  of  the  road 

,  ,  <    rfrxi^iio/fj  f/ir  Class 

^   HrtJtT  ityf.c 

 A^tVJ 

3  tfctmn^v  offkirnaccs  that  consume  the  smoke 
•*■        Do     .  that  do  not  consu/ne  Vvc  smoke 

I  Aw  Clow  Houses  in  which  tlicre  is  not  any  business  or  trade  carried  on 

m  2nd  Do,   

£  3rd  Do. 

a      Do.  ..... 

=:  ffmuts  with  offices  and  shops 

S      Dc.   in  which  manitfacturvio  is  carried  on.  as  SIwetnak.it  uj.  Tailoring. 

Carjferiteruw,  and  Hand-loom  Weayuw. 

□  Rouses  m  which  meinu/aclurCna  iiuuiiciu  to  the  ixeallh  is  carried  on. 

iZ  Imis  of  tlie  2nd*  class.  _  Hotels  or  funs  of  the  isl-  Class  b?  )uwe  their  names  mitten 

S  Public  Houses  fffi 

^  Houses  let  fo-  Moons- 
£       Do  Rooms 

HI  Common  Lodging  orTmmp  Houses 


ra 

.  1  _ 

:  ;  i  ■ 

'  IB 

Macadamized  Streets 

Stone  Pavement .-  Squared  Stones 

Stone  Pavement:  ComrncnPehhl.cs 

Wooden  Pavement 

Flagged.  FootpatJui 
I'eUar  Grates 


c  Sewer  Grates 

V  <PP  PSW  PL, jit  (dhows  Dial  Uu  water  wUJ  ascend  ISTuL: 

Y*r.r.  nre  rtugs  ip^f<JtM  heh-wUie  siafbce 

•L.E  Latnp  Posts 

■<»  AUttzuUs 


Scale-  60  Inches  to  One  Mile.. 
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Specimen  Plan  containing  the  characteristic  Syniivls  to  render  engraved 
copies  practically  useful  for  vaiuaUons,  the  coUtcteon  of  rates,  and 
other  public  purposes. 
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value  of  such  surveys  that  contour  lines  of  equal  altitude  should  capt.  Daw  soft, 
be  traced  upon  them  (as  nearly  as  the  intervention  of  blocks  of 
houses  would  allow  the  surface  to  be  ascertained)  to  facilitate 
drainage  operations  and  laying  down  pipes  for  the  distribution 
of  water,  as  well  as  pipes  for  the  distribution  of  gas  ?  De- 
cidedly so. 

By  what  means  do  you  test  the  accuracy  of  maps  brought  to 

your  office  ?  The  surveyors  are  required  to  send  their  original 

field  notes  to  me  with  the  maps  for  examination ;  and  those 
notes  are  required  to  be  kept  in  ink  and  to  be  free  from  erasures. 
The  lines  measured  upon  the  ground  are  required  to  be  drawn 
in  red  ink  upon  the  map,  and  marked  with  reference  to  the 
pages  in  the  field-books  where  the  notes  of  the  measurements 
are  recorded.  It  is  the  duty  of  the  examiner  to  see  that  the 
lines  of  construction,  or  measured  lines,  are  systematically  and 
properly  disposed ;  and  that  the  measurements  recorded  in  the 
field-books  are  properly  indicated  on  the  map.  Any  discrepancy 
between  the  map  and  the  field  notes  leads  to  the  rejection  of 
the  map ;  and  when  doubts  arise  as  to  the  originality  of  the 
field  notes,  or  from  circumstances  of  a  suspicious  nature,  such 
as  apparent  alterations  in  the  field  notes,  or  an  unsystematic 
arrangement  of  the  lines  of  construction,  recourse  is  had  to 
testing  upon  the  ground.  The  ground  test  consists  of  straight 
lines,  measured  by  an  independent  surveyor,  in  the  form  of  a 
triangle,  with  one  or  more  interior  proof-lines.  The  intersec- 
tions of  fences,  and  other  details  determined  by  these  lines,  when 
laid  down  in  position  and  compared  with  similar  lines  drawn 
upon  the  original  plan,  constitute  one  of  the  severest  tests  that 
can  be  applied.  When  maps  of  adjoining  parishes  are  supplied 
to  me,  a  comparison  of  their  common  boundaries  affords  an  ad- 
ditional test,  though  the  result  in  this  case  is  not  always  to  be 
relied  on,  unless  when  used  in  connection  with  the  ground  test. 
The  whole  number  of  maps  received  in  the  Tithe  Office  to  the 
present  date  is  8039.  Of  these,  2017  original  maps  from  recent 
survey— the  work  of  405  surveyors— have  been  submitted  to 
examination  in  the  manner  before  stated,  and  the  result  is  as 
follows : — 

Approved  1,399 

Rejected  521 

Remaining  under  examination    .     .  97 

Total  2,017 

What  proportion  of  the  surveys  which  you  are  called  upon 
to  examine  manifest  the  science  or  skill  for  making  surveys 
applicable  to  sanatory  purposes,  or  such  public  objects  as  those 
in  question  ?  The  surveyors,  for  the  most  part,  are  not  per- 
sonally known  to  me ;  and  it  is  scarcely  possible,  from  a  mere 
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Capt.  pawson,  inspection  of  a  map  made  for  a  specific  purpose,  to  make  a  fair' 
estimate  of  the  science  and  skill  of  the  surveyor  in  other  re- 
spects. It  is  probable  that,  under  an  efficient  system  of  super- 
intendence and  control,  a  considerable  proportion  of  the  405 
surveyors  would  be  found  efficient  for  sanatory  surveys,  though, 
of  my  own  knowledge,  I  could  not  vouch  for  a  tenth  part  of  the 
number,  and  probably  not  for  twenty  persons  properly  qualified 
to  act  without  superintending  control. 

What  would  be  the  advantages  to  the  public,  in  respect  of 
economy  and  efficiency,  of  surveys  made  on  such  a  system  as  that 
in  use  under  the  Board  of  Ordnance,  as  compared  with  surveys 
made  by  private  surveyors,  such  as  you  find  called  in  by  parish 

or  union  officers?  1  am  not  prepared  to  say  what  advantage 

there  would  be  in  respect  of  economy;  because,  during  the  18 
years  that  I  was  connected  with  the  Ordnance  Survey  I  had 
no  personal  experience  in  town  surveying,  and  I  cannot  there- 
fore state,  of  my  own  knowledge,  what  would  be  the  cost  of  such 
surveys,  if  made  by  a  department  similar  to  that  of  the  Ordnance 
Survey.  The  map  of  St.  Clement's  Danes  parish,  to  which  I 
have  alluded,  was  contracted  for  at  a  total  sum  of  300Z.,  being 
after  the  rate  of  3s.  3 \d.  per  house.  The  map  of  West  Hackney 
parish,  which  I  have  produced  here,  was  contracted  for — 

s.   d.  .  s.  a. 

At  14  per  acre,  and  1    0  per  house. 

Hackney  parish,  at     .      1    0  , ,  10       , , 

South  Hackney  parish,  at  1    0  , ,  10 

The  charge  per  acre  adds  only  a  small  fraction  of  a  penny  to 
the  charge  per  house  •  and  the '  experience  afforded  me  by  the 
Tithe  and  Poor  Law  Commissions  leads  to  the  belief  that  an 
average  rate  of  one  shilling  per  house,  in  towns,  would  be  a 
low  estimate  of  the  cost  of  surveys  and  maps  similar  to  that  of 
West  Hackney  parish,  if  made '  by  private  surveyors,  such  as 
are  now  called  in  by  parish  or  union  officers  ;  the  maps  so  made 
showing  merely  the  surface  occupation  of  the  ground,  and  being 
accompanied  with  a  list  of  the  acreable  contents  only  of  the 
several  tenements.  Fourteen  blocks  of  houses  in  West  Hackney 
parish,  containing  from  17  to  83  houses  each,  in  all  626  houses; 
occupy  a  total  area  of  38  acres,  showing  an  average  of  16| 
houses  per  acre  in  the  town — which,  according  to  the  foregoing 
estimate,  would  cost  16j.  M.  per  acre  lor  surveying  and  map- 
ping. In  St.  Clement's  Danes  parish,  the  total  area  of  whu-h 
is  53.1-  acres,  and 'the  total  number  of  houses  1833,  the  average 
number  of  houses  per  acre  is  34£j  and  the  cost  of  surveying 
and  mapping,  at  Is.  per  house,  would  be  1/.  Us.  3d.  per  acre. 
The  superior  advantage  of  such  a  system  as  that  of  the  Ordnance 
Survey,  in  respect  of  efficiency,  would  be  very  great  ,  arising 
from  the  peculiar  system  of  superintendence  and  checks  a  Horded 
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in  every  stage  of  the  proceedings,  and  the  rigid  adherence  to  capt.  Dawson, 
scientific  principles  irrespective  of  local  influence  and  all  per- 
sonal considerations. 

Do  you  concur  in  the  principle  that  a  survey  is  to  be  placed 
on  the  footing  of  a  permanent  work;  and  that  the  cost  should 
be  spread  over  a  period  of  years,  to  be  repaid  by  annual  instal- 
ments in  20  or  30  years,  wherever  the  amount  may  not  be  too 
small  to  pay  for  the  expense  or  inconvenience  of  collecting  the 
instalments  ?  1  entirely  concur  in  the  principle  which;  if  prac- 
tically adopted  in  respect  to  survey,  would  lessen  the  objections 
on  the  ground  of  expense  to  the  adoption  of  surveys  of  a  supe- 
rior and  permanent  character.  It  is  assuredly  the  just  prin- 
ciple. 


BUTLER  WILLIAMS,  Esq.,  C.E.,  examined.  But>er  Williams, 

You  were  engaged  some  time,  were  you  not,  on  the  Ordnance 

Survey  in  Ireland?-  Yes,  I  was  employed  for.  five  years  on 

various  duties  of  the  survey,,  and  subsequently  I  was  engaged 
in  surveying  work  for  the  Irish  Railway  Commissioners. 

Have  you  not  been  engaged  in  practical  engineering  works 
in  England  ? — — Yes,  chiefly  in  railway  works,  embracing  the 
branches  of  preliminary  and  contract  surveys,  and  the  subse- 
quent construction  of  the  works.. 

You  are  now  professor  of  geodesy  at  the  college  of  civil  engi- 
neers at  Putney  ?  1  am. 

Have  you  not  been  led  to  direct  your  own  attention,  and 
the  instruction  of  the  pupils  at  the  college  especially  to  the 
surveys  and  other  operations  necessary  for  town  drainage,  and 
house,  and  land,  and  road  drainage ;  the  supplying  of  water, 
and  conducting  the  operations  deemed  necessary  for  the  sana- 
tory improvement  of  towns  ?■  Yes,  I  have  devoted  my  atten- 
tion to  the  subject  of  surveys  as  applicable  to  the  sanatory 
improvement  of  towns,  and  I  have  used  the  evidence  and  facts 
accumulated  in  the  "  Sanatory  Report,"  as  texts  on  which  to 
found  special  instruction  in  this  branch  of  the  profession  of  the 
civil  engineer,  and  I  have  exercised  the  pupils  of  the  college  in 
making  surveys  of  Putney  and  Wandsworth  in  illustration  of 
the  subject. 

Will  you  describe  the  scale  and  character  of  public  surveys 
that  you  deem  the  best  calculated  for  the  carrying  out  of  works 
of  house  and  road  drainage,  and  sewerage,  and  for  the  regula- 
tion of  new  public  buildings,  and  any  other  public  objects  to 

which  a  survey  may  he  made  subservient?  As  regards  the 

scale  of  the  plan.  For  all  public  works  of  internal  communica- 
tion and  of  general  drainage,  to  be  carried  out  or  executed  in 
rural  districts,  I  believe  that  maps  plotted  to  the  scale  used  for 
parochial  assessment  maps,  and  for  the  first-class  tithe  maps, 


448 


Proper  Scale  for  Surveys  of  Towns. 


Butiar  wniiams  (j.  e.  three  chains,  or  198  feet  to  1  inch,)  are  sufficient  for  the  • 
Esq.,  en.  pUrp0se  j  and  I  rest  this  opinion  on  my  experience  of  railway 
and  canal  surveys,  which  are  usually  plotted  to  a  scale  of  200 
feet  to  an  inch  (practically  the  same  as  the  scale  above  referred 
to,  hut  presenting  the  advantage  of  a  decimal  notation  in  terms 
of  a  common  measure  for  heights  and  distances) .  The  scale  of 
200  feet  to  the  inch  has  been  found  sufficient  for  the  purposes 
of  determining  the  levels,  laying  out  the  works,  and  for  the 
valuation  and  transfer  of  property.  For  works  of  drainage  or 
sewerage,  or  other  engineering  works,  to  be  executed  in  towns, 
the  surveys  should,  in  my  opinion,  be  plotted  to  a  larger  scale. 
Sometimes  the  scale  of  one  chain,  or  66  feet  to  1  inch,  frequently 
a  scale  of  50  and  even  40  feet  to  1  inch,  is  used ;  but  I  believe 
that  the  scale  used  by  the  Ordnance  for  town  surveys  (5  feet  to 
a  mile,  or  88  feet  to  1  inch)  is  sufficient  for  the  valuation  and 
transfer  of  property,  and  for  the  purposes  of  designing  and 
carrying  into  execution  engineering  works.  But  plans  or  pro- 
jections on  plane  surfaces  are  in  themselves  very  incomplete,  if 
they  do  not  exhibit,  in  addition  to  the  simple  projection  of 
objects,  roads,  &c,  the  undulations  of  the  ground,  and  all  the 
variations  of  level.  For  the  due  exhibition  of  these,  therefore, 
I  consider  it  essential  that  a  clear  conception  of  the  undulations 
of  the  ground  should  be  given  by  means  of  a  well  arranged 
system  of  contour  lines  of  equal  altitude,  the  system  presenting 
all  the  advantages  of  a  model  in  relief,  with  the  additional  re- 
commendation of  greater  accuracy  both  in  the  abstract  and  un- 
practical purposes. 

Will  you  describe,  for  the  information  of  non-professional 
persons  of  the  Board,  the  origin  and  the  principle  of  contour 
lines  of  equal  altitude?- — So  early  as  1742  an  essay,  pro- 
posing the  adoption  of  contour  lines  on  maps,  was  read  before 
the  French  Academy  of  Sciences,  the  idea  having  been  suggested 
to  its  author  by  the  traces  left  by  a  great  inundation  which 
occurred  two  years  before.  To  give  an  idea  of  the  principle  of 
contour  lines,  we  may  suppose  a  hill,  or  any  elevation  of  land 
covered  with  water,  and  that  we  want  to  trace  the  course  of 
all  the  levels  at  every  4  feet  of  vertical  height ;  suppose  the 
water  to  subside  4  feet  at  a  time,  and  that  at  each  subsidence 
the  line  of  the  water's  edge  is  marked  on  the  hill ;  when  all 
the  water  is  withdrawn,  supposing  the  hill  to  be  24  feet  high, 
it  will  be  marked  with  a  set  of  six  lines,  denoting  the  contours 
of  each  of  the  levels,  exactly  4  feet  above  each  other.  The 
marks  thus  supposed  to  be  left  on  the  hill  being  surveyed,  and 
drawn  on  the  plan,  would  supply  information  more  exnet  than  a 
model  in  relief.  For  when  the  heights  are  to  be  referred  to  on 
the  model,  they  must  be  re-measured  with  chances  of  mechanical 
error  greater  than  those  presented  by  the  plan.  The  plan  with 
the  contour  lines  gives  by  inspection  the  recorded  heights  as 
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Plan. 


Butler  Williams, 
Esq.CE. 


Section. 

uobtained  from  direct  measurement  in  the  field,  whereas  the  model 
igivcs  them  only  when  deduced  by  a  secondary  process  from 
measurements  on  the  diminished  scale.  The  want  of  accurate 
'.outline  maps  prevented  the  idea  from  being  carried  out  at  the 
•early  period  referred  to;  but  from  time  to  time  the  subject 
was  re-considered,  and  after  having  been  used  in  special  cases, 
•■chiefly  for  surveys,  having  reference  to  the  supply  of  water,  the 
(contour  lines  were  adopted  on  the  French  cadastre  in  1818  as 
;ia  part  of  the  general  operations  of  the  survey.  Contour  lines 
lhave  also  been  adopted  for  the  Irish  survey  since  the  year 
11838.  1  3 

Will  you  explain  the  use  of  the  contour  lines  of  equal 

altitude  ?  To  illustrate  the  use  of  contour  lines,  let  a  road 

ssurveyor  be  requested  to  lay  out  a  line  of  road  from  A  to  B 
(see  annexed  sketch),  he  could,  by  reference  to  contour  Hnes 
drawn  within  sufficiently  close  limits,  select  such  a  direction  as 
vwould  give  the  most  favourable  gradients,  without  taking  any 
ttrial  levels,  or  even  visiting  the  locality.    He  could,  for  ex- 
ample, obtain  from  the  plan  the  section  or  varying  gradients 
of  a  road  in  the  direction  represented  on  the  sketch  by  the 
straight  line  A  B,  and  compare  its  length  and  its  gradients 
with  those  of  a  line  of  road  made  to  deviate  in  such  iin- 
iproved  directions  as  would  be  indicated  by  the  contour  lines, 
^generally  (as  shown  by  the  dotted  line  in  the  above  sketch) 
i  increasing  in  a  slight  degree  the  total  length  of  the  road, 
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but  avoiding  back-falls,  and  reducing  the  gradient  to  a 
minimum  amount  of  steepness  by  spreading  the  total  rise  or 
fall  almost  evenly  throughout  the  whole  line  of  road.  The 
saving  in  time  by  reference  to  such  a  map  is  self-evident, 
inasmuch  as  no  preliminary  levelling  would  be  required,  and 
the  saving  in  expense  could  not  be  less  than  the  cost  of  levelling 
from  four  to  five  times  the  whole  length  of  the  line  of  road ;  for 
it  is  but  rarely  that  even  a  common  road  of  considerable  lengtfe 
could  be  set  out  in  the  most  advantageous  manner  without  at 
least  half  a  dozen  trial-sections.  Such  trial-sections,  after  they 
have  served  the  immediate  purpose  required,  become  useless 
for  any  other  work,  whereas  levels  taken  for  contour  lines  are 
always  ready  to  be  referred  to  for  any  project  of  internal  im- 


Illustration  of  the  Use  of  Contour  Lines.  451 


provement.  But  the  use  of  contour  lines  would  become  even  But^sr( 
more  important  to  an  engineer  engaged  in  setting  out  a 
railway  or  canal.  The  necessity  for  easy  gradients  in  the  first 
description  of  work,  and  of  level  lines  in  the  second,  render  deep 
excavations  and  high  embankments  unavoidable.  The  pro- 
portion of  saving  in  the  cost  of  these  great  works,  that  may  be 
the  result  of  even  slight  deviations,  can  scarcely,  in  a  broken 
and  varied  surface  of  country,  be  overestimated.  Indeed,  many 
of  the  existing  lines  of  railways  in  the  kingdom  present  striking 

i  examples  of  unnecessary  expenditure  in  cuttings  or  embank- 
ments that  might  have  been  avoided,  or  greatly  diminished, 
had  the  engineer  had  access  to  trustworthy  documents,  pre- 
senting, under  one  connected  view,  the  relative  elevations  of 

i  adjoining  hills  and  valleys.  Such  a  connected  view  is  offered 
in  perfection  by  the  contour  lines ;  but  the  short  time  which 
must  usually  elapse  between  the  formation  of  a  project  and  the 
introduction  of  a  Bill  into  the  House,  allows  the  engineer 
little  more  time  than  is  requisite  for  the  levelling  and  survey- 
ing of  several  trial-lines ;  and,  indeed,  the  expenditure  in  money 
required  for  a  more  extensive  and  connected  series  of  levels, 
which  would  amply  repay  the  outlay  when  applied  to  various 
works,  would  scarcely  be  warranted  for  an  isolated  project  for 
which,  after  all  the  outlay,  the  sanction  of  the  legislature 
might  not  eventually  be  obtained.  When  a  Bill  for  a  railway, 
navigation,  or  other  public  work  is  enacted,  the  extent  of 
deviation  is  limited  to  100  yards  from  the  parliamentary  line, 
but  very  frequently  such  limits  do  not.  admit  of  the  execution 
of  practicable  improvements,  which  become  apparent  to  the 
engineer  when  he  has  more  time  and  money  to  bestow  on  the 
investigation  of  the  most  economical  means  of  carrying  out  the 
project ;  but  rather  than  incur  the  risk  of  increased  expense 
and  opposition  in  passing  a  new  Bill  in  Parliament,  the  first 
line  is  retained  and  completed,  although  with  the  certain  know- 
ledge that  a  more  economical  line  might  have  been  selected. 
Such  contingent  difficulties — and  they  are  of  frequent  occur- 
rence— would  be  avoided  if  the  projecting  engineer  had  had 
access  at  the  first  to  accurate  maps  with  contour  lines,  on  which 
he  could  implicitly  rely.  But  the  probable,  and,  indeed,  assured 
economy  resulting  from  contour  lines  may  be  exhibited  also  in 
the  more  advantageous  selection  of  a  line  of  communication 
within  the  limits  of  100  yards  prescribed  by  the  Acts.  I  have 
been  engaged  in  cases  in  which  ten  or  twelve  longitudinal 
sections,  connected  by  transverse  sections,  have  been  taken  for 
the  purpose  of  determining  on  the  most  economical  line  that 
might  be  executed  within  the  prescribed  limits  after  the  pass- 
ing of  the  Act ;  and  in  those  cases  referred  to,  as  well  as  in 
many  instances  that  have  come  within  my  knowledge,  a  saving 
of  several  thousands  of  pounds  per  mile,  has  been  the  result 
of  a  judicious  expenditure  of  time  and  money  on  these  surveys 
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Butler  Williams,  preparatory  to  the  letting  of  the  contracts.  But  the  engineer, 
lisq.,  c.e.  a}wavs  urged  by  proprietors  to  commence  the  works  without 
delay,  has  it  not  always  in  his  power  to  devote  months  to  these 
most  important  preliminary  surveys,  the  value  of  which  is  not 
sufficiently  appreciated  by  the  shareholders,  and  he  is  thus 
placed  in  a  difficult  position,  from  which  he  would  be  relieved, 
had  he  access  to  a  plan  with  contour  lines.  In  thus  weighing 
the  advantages  of  contours,  account  must  be  taken  of  the  not 
inconsiderable  expense  required  for  taking  these  trial-levels 
which  become  useless  for  other  purposes  than  those  for  which 
they  are  immediately  undertaken — whereas,  in  the  case  of 
contour  lines  they  are  at  all  times  useful  and  ready  for 
reference  for  every  description  of  work,  while  they  offer  the 
great  advantage  of  presenting  a  connected  view,  instead  of 
isolated  sections. — The  same  knowledge  of  the  levels  of  a 
country  which,  conveyed  by  means  of  contour  lines,  is  applicable 
to  the  setting  out  of  railways,  is  of  course  equally  available  for 
canals.  Indeed,  for  these  works  the  contours  themselves  exhibit 
the  level  lines  which  they  are  frequently  made  to  follow. — The 
contour  lines  again  become  available  for  the  conduct  or  supply 
of  water.  If,  for  example,  it  were  required  (see  sketch)  to 
supply  the  towns  A  or  B,  with  water  from  the  stream  and 
springs  shown  on  the  sketch  between  A  and  B,  the  contours 
would  indicate  the  part  of  the  course  of  the  stream  where  a 
reservoir  might  be  advantageously  formed  by  throwing  an 
embankment  at  such  an  elevation  across  the  valley,  that  all  the 
water  in  the  supposed  reservoir  would  become  available  for  the 
supply  of  the  town.  Also,  if  it  were  sought  to  irrigate  a  property 
on  either  side  of  the  stream,  the  contour  lines  would  again 
indicate  that  part  of  the  stream  in  which  the  erection  of  a; 
weir,  or  dyke,  would  enable  the  water  to  be  diverted  to  fer- 
tilize the  proposed  district. — Again,  for  the  purpose  of  the 
draining  of  marshes,  or  indeed  of  any  district  of  country,  con- 
tour lines  would  indicate  the  nearest  and  most  rapid  outfall 
for  the  surplus  water.  In  short,  there  is  no  species  of  work 
for  any  internal  improvement  for  which  levels  are  required 
that  might  not  be  devised  and  projected  by  means  of  the 
contour  lines,  drawn  within  the  proper  limits  of  vertical  equi- 
distance. 

What  vertical  equidistance  would  you  recommend  for  the 

contour  lines?  These  limits  of  the  vertical  equidistance 

should,  in  my  opinion.be  made  to  vary  according  as  the  contour 
lines  would  refer  to  town  or  country  districts,  and  also  accord- 
ing to  the  natural  features  of  the  country  to  be  represented,-* 
the  general  rule  being,  that  the  natter  or  more  even  the 
country,  the  less  should  be  the  vertical  equidistance. 

Do  you  concur  in  opinion  with  Captain  Vetch  in  recom- 
mending four  feet  as  the  proper  distance  for  the  contour  lines 
in  towns?  For  towns  built  or  to  be  built  on  regular  natural 
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surfaces  with  steep  falls,  I  believe  that  contour  lines,  with  a  But1**  w^ams' 
vertical  equidistance  of  four  feet,  would  suffice ;  but  for  flat 
ground,  or  ground  very  irregular  in  its  form,  or  for  ground 
liable  to  be  flooded,  two  feet  would  be  a  good  vertical  equi- 
distance. Such  contours,  projected  on  a  plan  plotted  to  a  scale 
of  five  feet  to  a  mile  (the  Ordnance  scale  for  towns),  would 
convey  all  the  information  required  for  sanatory  and  structural 
improvements.  Contour  lines,  drawn  with  a  vertical  equi- 
distance of  one  metre,  were  found  by  M.  Girard,  engineer  to  the 
water-works  of  Paris,  sufficient  for  all  the  purposes  of  the  water- 
works ;  and  it  may  be  observed  here  that  the  plan  adopted  for 
watering  the  streets  of  Paris  by  fountains  (bornes-fontaines) 
demanded  a  very  exact  knowledge  of  the  levels ;  for  the  site  of 
these  fountains  had  to  be  so  selected,  that,  by  placing  each  in 
a  culminating  point  of  a  street,  it  might  be  made  to  water  the 
greatest  possible  extent  of  surface. 

Would  a  distance  of  two  feet  between  each  contour  be 
sufficient  to  guide  builders  in  the  formation  of  private  house 

drains  ?  —Yes.    The  vertical  equidistance  proposed  would 

suffice  to  guide  builders  in  their  private  drainage.  But  to 
assist  them  more  effectually;  and  in  general  for  the  purpose 
of  reference  by  all  designers  of  physical  and  structural  im- 
provements, it  would  be  highly  desirable  that,  in  addition  to 
the  careful  registry  of  the  altitudes  on  maps  accessible  to  the 
public,  exact  indications  of  the  levels  should  be  inserted  at  con- 
venient places  on  public  permanent  objects.  The  heights,  all 
referred  to  the  same  datum,  should  be  inscribed  in  feet  on  the 
public  buildings,  and  at  the  corners  of  streets  in  towns;  and 
in  the  environs  of  towns,  on  milestones,  gateways,  or  any  con- 
venient fixed  object. 

State  to  what  other  purposes  such  contour  lines  might  be 

applied  with  advantage?  Contours  thus  regulated,  would 

suPPbr  ^c  necessary  information  for  the  most  advantageous 
distribution  of  the  sewerage.  They  would  likewise  suffice  to 
guide  in  the  improvements  of  the  levels  of  streets,  when  any 
repairs  should  offer  opportunities  of  diminishing  irregularities 
in  the  gradients  at  a  small  cost,  and  they  would;  as  a  matter 
of  course,'  be  referred  to  in  laying  down  the  water-pipes. 
Contours  representing  by  a  combined  view  all  the  points  of  ele- 
vation, would  be  of  great  value  in  the  designing  of  plans,  and 
forming  estimates  for  new  districts  of  towns. 

Would  .  you  propose  adopting  the  same  vertical  equi- 
distance between  the  contours  for  the  country  districts  as  that 

which  you  recommend  for  the  towns  ?  For  country  districts, 

embracing  an  even  surface  or  gradual  swelling  features,  con- 
tour lines  with  a  vertical  equidistance  of  four  feet  would  fee 
sufficient,  not  only  for  all  purposes  of  road,  railway,  or  canal 
projects,  but  also  for  the  very  delicate  operations  of  drainage 
and  irrigation.    In  districts  presenting  swelling  and  rounded 


454  Details  capable  of  Exhibition 

liutier  wiiiiams,  forms,  without  abruptness,  but  with  more  marked  falls,  contour 
Esq.,  c.e.    lineg  ^ei;)arateci  by  a  vertical  equidistance  of  eight  feet,  would, 
I  believe,  be  sufficient ;  and  in  still  more  hilly  districts,  the 
contour  lines  might  be  traced  even  wider  apart- 

Should  the  public  survey  embrace  other  details  in  addition 
to  the  ground  plan  or  projection  of  objects,  and  the  exhibition 

of  the  levels  by  contour  lines  ?  Yes.  Among  other  essential 

points  I  would  name  geological  details  and  statistical  returns. 
Successful  and  economical  construction  of  roads,  works  of 
drainage  and  sewerage,  appropriate  selection  of  sites  for  new 
buildings  are  so  dependent  on  the  knowledge  of  the  facilities 
and  materials  afforded  by  the  geological  formation  of  the  dis- 
trict, that  the  surveyor  should  call  in  the  aid  of  the  geologist 
to  make  his  survey  complete  in  this  respect.    To  prevent  con- 
fusion by  over-crowding  the  map,  the  geological  features 
might  be  coloured  on  separate  sheets.    And  as  regards  sta- 
tistical details,  the  materials,  character,  and  uses  of  the  public 
buildings   and   private  bouses  erected,  the   different  con- 
structions of  the  roads,  the  courses  of  the  existing  sewer,  gas, 
and  water  pipes  should  be  exhibited;  and  (when  embracing 
the  whole  district)  the  average  extent  of  traffic,  and  addi- 
tional statistical  details  having  reference  to  internal  structural 
improvements,  might  be  marked  by  varying  corresponding 
densities  of  shade,  or  other  conventional  signs,  such  as  those 
adopted  by  the  Irish  Railway  Commissioners,  to  represent  to 
the  eye  a  great  body  of  most  valuable  statistical  details  bear- 
ing on  the  state  of  commerce,  population,  &c. 

Upon  a  sufficient  horizontal  scale  (such,  for  example,  as  that 
recommended  for  town  surveys),  do  you  prefer  for  sections  an 

exaggerated  or  a  true  vertical  scale  ?  1  consider  adherence 

to  the  true  vertical  scale  for  sections  to  be  decidedly  prclerable, 
when  the  horizontal  scale  is  sufficiently  large. 

Can  you  furnish  a  specimen  of  a  map  constructed  as  you 

describe i?  In  order  to  supply  physical  data  for  a  banatory 

Inquiry,  several  students  of  Putney  College,  (Messrs.  Curtis, 
Lee  Hill,  Scott,  and  Mahon)  prepared  under  my  direction  a 
map  of  the  City  of  London,  from  a  portion  of  which  the  an- 
nexed copy  is  'taken.  The  specimen  embodies  some  of  the 
points  which  I  have  enumerated,  and,  among  other  details, 
shows  contour  lines  separated  by  a  vertical  distance  of  two  lee 
I  may  mention  that  the  contour  lines  are  marked  on  this  map 
thicker  than  would  be  recommended  for  general  use.  IJMj 
have  been  made  thus  prominent,  because  the  specimen  pio- 
duced  is  partly  for  the  purpose  of  introducing  contours .of  equjU 
altitude  into  more  general  use  than  has  been  batata .  don* 
The  outline  ma,,  itself  is  simply  a  compilation  from cms  im, 
c  cuments,  and 'is  not  put  forward  as  accurate,  lor  there  dg* 
not  exist  at  present  an  accurate  map  of  fetf* -  But  ^ 
specimen  shows  that  the  contours  are  a  sufficient  guide  as  t< 
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REMARKS. 

ThcDatusn  is  10  feet  below  the  top  ofthx  Cap  Stone  at  foot 
of"  Steps,  Mast  side  of 'BlackfHars Bridge. 
TheVerticalEqiuaistance  of ' the  Contours  is 3 feet. 

The  Members  near  each  Contour,  along  the  external  boundary  of 

the  City,  indicate  the  height  of  the-  Contour  aboveDa  turn . 
At  theBridgcApprcach.es  the  Contours  are  continued  in  dotted  lines, 
&k  along  the  natural  surface  of  the  ground., 

which  is  raised  artificially  so  as  to  interrupt, 
their  continuity. 
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Rough  Draft  ol'  Pari  of  Uio 

C  \  T  Y     0  F     L  O  JSf  DON 

With  Contours  of  Equal  Altitude,  &  Statistical  .Details , 

prepared    try    M1'  R .  W.  Curtis.    Studeat   of  the 

College   for   C Lvil  Engineers . 

Sutler  Williams, 

?8<h  March  /#tit. 
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[NOTE   -  The  Statistical  details  embodied  ui  the  Map  may  be  varied  according  tv  the  nature 
XpftJu  local  object  for  which  the  Map  is  especially  prepar  ed.     The  Details  given  here  suffice 
\toxhew,  how  information  required  for  valuation ,  rafi.fi.tf  or  •timzbdr  purposes  w( 
bodied  on  a  Map  far  general,  refeverict 
,  f/t'i'ails  aught  be.  introduced,,  aiut  with 
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e;vels,  for  the  engineer  to  select  the  proper  lines  of  drainage  and  Bul^esr 
sewerage.  To  enable  the  engineer,  however,  to  determine  on  the 
evading  lines  of  general  drainage,  and  to  devise  the  best  means  of 
Obtaining  supplies  of  water,  it  is  necessary  to  be  able  to  embrace 
itt  one  view  an  extent  of  country  much  greater  than  could  be  pre- 
sented on  a  scale  so  large  as  that  which  I  would  recommend  for 
oown  surveys  to  guide  in  the  detailed  engineering  works.  I  have 
prepared  a  reduced  plan  of  the  City  of  London,  in  which  the 
contour  lines,  by  being  brought  more  closely  together,  produce 
hhe  effect  of  physical  relief,  and  exhibit  by  their  approximation 
lihe  lines  of  natural  drainage  for  an  extensive  district.  This 
Physical  relief  is  especially  useful  for  non-professional  persons, 
v/ho,  having  no  familiar  knowledge  of  maps  or  projection,  are 
vet  likely  to  act  as  representatives  of  the  parties  interested  in 
;,ianatory  improvements.    We  see,  for  example,  in  the  smaller 

)lan  produced,  the  valley  which,  intersecting  the  city  from 
utorth  to  south,  points  out  the  natural  and  most  ready  outlet 
lor  the  upland  waters  passing  from  the  north  of  the  country 
hhrough  the  Finsbury  district  towards  the  Thames.  It  is  also 
mecessary  to  have  a  reduced  plan  of  this  kind  to  be  able  to 
iLcquire  a  knowledge  of  the  area  of  the  country  which  forms 
t .  natural  basin  or  trough  to  be  drained  by  any  particular  out- 
let. The  exact  knowledge  of  the  extent  of  this  area  is  indis- 
pensable to  enable  the  engineer  to  provide  sectional  areas  for 
nis  sewers  sufficient  to  drain  the  waters  that  may  in  the  case  of 
i ,  sudden  and  heavy  fall  of  rain  accumulate  towards  the  natural 
outlet.  All  proceedings  to  drain  parts  only  of  a  natural  basin 
must  be  very  expensive,  and  at  the  same  time  imperfect.  The 
liid  of  the  geologist  would  also  be  called  in  by  the  surveyor, 
v'or  the  purpose  of  embodying  on  his  map,  or  connecting  with 
tt  the  geological  facts  which  are  important  in  estimating  the 

>vobable  quantity  of  water  that  may  be  obtained,  the  requisite 
ittrength  of  proposed  strucures,  and  the  relative  proportion  of 
thhe  parts  of  the  hydraulic  works  connected  with  the  drainage 
und  sewerage. 

These  maps  Avhich  you  produce,  as  exemplifying  points 
hiaving  special  reference  to  the  objects-  of  a  sanatory  inquiry, 
uppear  to  embrace  details,  and  to  embody  information  more 
vparious  than  it  has  been  the  practice  hitherto  to  introduce  on 

imaps  or  plans  ?  They  do ;  and  I  would  beg  leave  to  direct 

(the  attention  of  the  Commissioners  to  them,  because  they  show 
I  that  maps  may,  by  a  more  careful  construction,  be  made  the 
v/ehicle  for  more  useful  information  than  has  been  hitherto 
lurnished  by  them.  These  are  parts  of  surveys  that  were 
1  prepared,  as  I  have  stated,  for  a  sanatory  inquiry,  and  they 
umbody  some  of  the  improvements  in  surveys  which  have  been 
suggested  by  Mr.  Chadwick,  in  order  to  render  them  practi- 
cally useful  for  valuation  and  rating,  as  well  as  general  sta- 
tistical and  sanatory  purposes.    With  an  engraved  copy  of 
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Buticr  wiiiiams,  such  a  survey  as  that  marlced  No.  20,  one  public  officer  would 
Esq,,  .  .  gQ  ^jj.jjj  jj-g  v al^tor  over  the  houses  numbered,  and  check  the 
rate-book  as  read  by  another  officer.  If  stabling  or  back 
premises  connected  with  any  house  were  omitted  in  the  rate- 
book, the  map  would  show  what  had  been  omitted.  The  tax 
or  rate  collector  would  check  his  collections  by  it ;  and  rate- 
payers would  not  be  unduly  charged,  or  property  be  unduly 
burthened  by  undue  omissions.  Medical  visits  and  the  duties 
of  parish  or  municipal  officers  might  be  regulated  hy  such 
printed  maps,  which,  instead  of  being  locked  up  as  muniments, 
would  come  into  daily  and  important  use,  if  they  were  skilfully 
constructed  on  the  plan  which  has  been  suggested.  If  a  new 
line  of  street,  or  any  public  improvement  were  in  question, 
such  a  map  would  at  once  show  the  description  of  house 
property  through  which  such  a  line  must  pass.  When  exa- 
mining the  evidence  published  in  the  last  Report  of  the 
Metropolitan  Improvements  Commission,  and  former  reports 
having  reference  to  the  same  inquiries,  I  have  been  particularly 
struck  with  the  great  assistance  that  the  Commissioners  of 
Inquiry  would  have  derived  in  their  investigations  had  they 
had  such  maps  to  refer  to ;  for  the  witnesses  generally,  when 
dwelling  on  the  comparative  merits  of  various  proposed  lines, 
find  it  frequently  necessary  to  refer  to  the  class  of  house  pro- 
perty that  would  be  interfered  with  by  one  or  other  of  the 
projects  under  view,  as  influencing  in  a  material  degree  the 
probable  cost.  Such  references  would  be  made  at  once  with 
precision  were  the  proposed  lines  marked  on  maps  of  this 
character.  The  statistical  and  other  information  to  be  exhi- 
bited on  the  surveys  might  be  varied  according  to  the  special 
or  local  object  in  view ;  and,  with  the  addition  of  colour,  many 
more  details  might  be  introduced  without  confusion.  But 
these  specimens  will  at  least  demonstrate  the  practicability  of 
such  surveys  being  made  applicable  to  uses  which  have  not 
hitherto  been  contemplated. 

Would  not  such  a  survey  and  map  as  you  describe  also 
supply  the  data  necessary  for  the  projection  of  new  lines  of 
drainage,  or  the  improvement  of  the  existing  lines? — ;~Yes> 
and  the  directions  of  the  lines  of  drainage  would  guide  in 
projecting  the  future  increments  of  towns;  and  builders  and 
proprietors  Avould  gladly  avail  themselves  of  such  valuable 
information  presented  in  an  authentic  form. 

Will  you  state  the  advantages  to  the  public,  derivable  from 
surveys  such  as  those  of  the  Ordnance,  in  respect  to  accuracy 
and  economy,  as  compared  with  surveys  made  by  private  sur- 
veyors? -There  is  adopted  lor  the  various  operations  of  the 

Ordnance  survey,  a  system  of  independent  checks  on  the  accu- 
racy of  the  work,  which  efficiently  guards  against  the  possibility 
of  errors  remaining  undetected.  ^YTitll  the  surveying  works  of 
the  Ordnance,  the  most  exact  truth  in  every  part  is  the  primary 
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object  kept  in  view,  and  every,  even  the  most  subordinate  ope-  Uut^q1 
ration,  is  executed  with  all  skill  and  scientific  care.  Viewed  in 
an  economical  aspect,  an  Ordnance  survey  presents,  therefore, 
this  great  superiority,  that  the  work  is  correct,  and  that  the 
public  and  the  profession,  have  confidence  in  its  accuracy. 
Whatever  is  published  by  the  Ordnance  Survey  Department 
is  accepted  as  correct.  This  consideration  is  by  no  means  un- 
important in  an  economic  aspect,  for  I  can  well  imagine  many 
cases,  and  I  have  know  of  several,  in  which  surveys,  made 
by  surveyors  of  acknowledged  skill,  for  a  special  purpose,  would 
'not,  and  in  fact  could  not,  fairly  be  expected  to  be  used  by  an 
engineer  as  a  basis  on  which  to  found  some  design  for  a  public 
work.  For  if  such  engineer  have  no  personal  knowledge  of 
the  surveyor,  by  whom  the  survey  may  have  been  made  at 
some  antecedent  period,  he  would  naturally  hesitate  to  intrust 
the  contingent  stability  or  efficacy  of  his  works,  or  his  own 
fame,  to  the  chance  accuracy  of  the  plans  and  levels  ;  he  thus 
feels  himself  called  upon  to  incur  expense,  if  not  for  a  new 
survey,  at  least  for  a  minute,  and  therefore  expensive  testing 
of  the  old.  Whether  this  be  reasonable  or  not,  it  at  any  rate 
leads  practically  to  the  repetition  of  surveys  of  the  same  dis- 
trict. Now,  with  an  Ordnance  authorized  map,  such  cases 
would  not  occur.  As  regards  the  actual  comparative  ex- 
penditure for  a  survey  to  be  made  by  the  Ordnance,  or  by 
private  surveyors,  I  believe  that  the  vast  and  combined 
operations  of  the  Ordnance  survey  might  cause  the  work  to 
be  effected  more  economically,  but  on  this  point  I  am  not  able 
to  speak  with  certainty. 

Of  the  surveys  made  by  private  practitioners,  for  trading  or 
other  bodies,  what  proportion  of  such  surveys  have  on  the  face 
of  them  exhibited  the  proper  qualifications  ?  A  large  pro- 
portion of  the  surveys  made  by  private  practitioners  for  the 
great  public  works  lately  executed  in  England,  is  of  a  good 
description,  because  the  public  bodies  requiring  those  surveys 
can  command,  and  do  obtain  generally  the  best  qualified.  But 
even  on  those  public  works,  cases  of  inaccurate  and  insufficient 
surveys  have  come  to  my  knowledge.  This  might  result  partly 
from  imperfect  qualifications,  and  partly  from  the  habit  of 
letting  the  surveys  by  contract.  I  believe  that  there  are  prac- 
tising surveyors  who  would  not  be  competent  to  execute  sur- 
veys requiring  that  great  truth  of  execution  demanded  for 
sanatory  purposes,  and  which  the  Ordnance,  by  its  efficient 
scientific  staff,  can  ensure  ;  but  my  experience  is  not  sufficiently 
extended  on  this  point  to  enable  me  to  give  precise  or  valuable 
evidence.  This  much  I  know,  that  surveys  made  of  late  years 
have  frequently  brought  to  light  evidence  of  the  inaccurafey  of 
previous  maps  for  the  determination  of  acreage.  Fields,  known 
in  their  localities  hf  the  name  of  "  five  acre,"  "  six  acre  " 
"  seven  acre"  fields,  &c,  and  let  to  the  tenants  as  if  containing 

In 


458  System  adopted  by  the  Surveying 

Uut  Esq^cx"13'  sucn  quantities,  are  found  to  have  been  generally  under  esti- 
mated, sometimes  so  much  as  10  or  even  15  per  cent.  Pro- 
prietors are  becoming  aware  of  this,  and  in  those  cases  where 
either  tithe  maps  or  Poor  Law  assessment  maps  do  not  give 
opportunities  of  correcting  errors  of  this  nature,  they  not  un- 
usually have  new  surveys  made,  previously  to  granting  new 
leases.  I  would  observe  that  such  under  estimates  of  quantities 
arose  from  the  erroneous  practice  adopted  formerly,  of'  making 
isolated  surveys  of  each  field,  and  also  from  not  extending 
the  measurements  to  the  boundary,  but  confining  them  so  as 
not  to  include  the  neglected  parts  near  the  fences,  which  care- 
less husbandry  frequently  allowed  to  lie  waste.  The  mode  of 
conducting  the  operations  for  parish  surveys  by  great  lines, 
embracing  the  whole  district  to  be  surveyed,  described  in 
Captain  Dawson's  "  Instructions  to  Tithe  Surveyors,"  is  now 
universally  adopted,  and  no  acknowledged  surveyor  would 
now  proceed  with  isolated  surveys  of  separate  fields,  to  be 
afterwards  combined  into  a  general  map. 

Would  even  good  separate  surveys  of  parishes,  when  they 
had  to  be  combined  into  a  general  map,  produce  results  as 
accurate  as  those  of  a  general  survey,  conducted  under  one 

general  superintending  authority?  They  would  not.  In 

surveying  operations,  to  work  from  the  whole  to  parts  ought 
always  to  be  the  aim  of  the  surveyor.  To  form  a  combined 
map  by  separate  parish  surveys,  would  be  working  from  the 
parts  to  the  whole,  and  in  such  a  process  errors  would  accu- 
mulate, and  soon  become  manifest  in  the  impossibility  of  fitting 
the  detached  parts  correctly  together. 

Do  you  know  of  any  case  in  which  such  a  combined  map  is 

formed  by  reference  to  detached  surveys  ?  Yes,  the  French 

Cadastre  Department  adopts  this  method  partly.  The  great 
operations  of  triangulation  are  performed  as  a  whole  and  with 
every  resource  of  scientific  knowledge  and  practised  skill ;  but 
the  detail  is  obtained  from  detached  surveys  made  with  much 
less  system  than  might  have  been  expected.  The  surveys  of 
the  "  communes"  are  made  by  under-surveyors,  who  adopt 
such  means  of  operating  as  they  each  think  fit,  some  using  the 
chain  alone,  some  adding  the  theodolite,  and  others  the  very 
imperfect  instrument  called  the  graphometre.  These  surveys 
of  the  "  communes"  are  tested  by  a  director  of  the  cadastre, 
who,  however,  generally  himself  contracts  for  the  surveys,  and 
is  not,  therefore,  the  best  officer  to  test  their  accuracy.  These 
detached  surveys  are  used  for  the  valuation  and  register  of 

property,  and  are  plotted  to  a  scale  of  _J_  or  -}-- ;  (rather 


less  than  the  scales  of  1^  chain,  and  ctf*3  chains,  to  one  inch 
respectively).     Each  commune  is   then  bound  by  law  to 
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supply  the  Survey  Department  of  the  Depot  de  la  Guerre,  Butler  waiiams, 
(an  office  corresponding  to  that  of  the  Ordnance  Survey-    Esq>  b.E, 
office,  in  this  country,)  with  certain  copies  of  the  maps  so  pre- 
pared.   These  are  combined,  and  reduced  for  publication  to  a 

scale  of     *     ,  a  scale  so  small  as  to  disguise  all  errors.  But 
80,000 

if  it  were  desired  to  combine  and  publish  the  detached  maps 

on  the  large  scales  of-^— or  _JL_,  they  could  not  be  fitted  to- 
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gether  at  the  boundaries,  and,  in  fact,  could  not  be  combined. 

Is  not  the  greater  comparative  division  of  labour  that  ob- 
tains in  a  general  national  survey  likely  to  produce  more 
accurate  results  ?  Yes.  With  the  work  of  the  private  sur- 
veyor there  are  only  two  divisions  of  labour,  that  of  the  prin- 
cipal surveyor  and  that  of  the  labourer  and  chainman.  In  a 
national  survey  there  are  many  subdivisions.  In  the  Ordnance 
survey,  for  example,  the  superintendent,  with  his  staff,  con- 
ducts the  great  or  primary  triangulation.  The  secondary 
triangulation  is  performed  as  a  work  distinct  from  the  first, 
but  of  which  the  results  must  correspond;  and  again  with 
the  tertiary  triangulation  is  followed  a  similar  system  of  inde- 
pendent work,  of  which  the  results  must  also  bear  the  test  of 
comparison  with  those  obtained  by  other  means  for  the  secondary 
triangulation.  Then,  subordinate  to  those  who  conduct  these 
Operations,  there  are  subdivisions  of  surveyors  of  detail,  com- 
putors  of  areas,  levellers,  draughtsmen,  labourers,  and  others, 
who  each  in  their  own  sphere  attain  to  great  accuracy  of  work 
and  facility  of  execution. 

Have  you  had  occasion  to  examine  the  forms  of  sewers  ?  

I  have  examined,  among  others,  the  forms  of  some  of  the  sewers 
in  the  metropolis;  namely,  those  of  the  Westminster,  the  City, 
and  the  Finsbury  and  Holborn  districts. 

Have  you  compared  the  qualities  of  those  sewers  in  respect 
of  economy  of  materials,  strength,  and  adaptation  to  the  free 

passage  of  water  ?  The  difference  between  the  Finsbury  and 

Holborn  and  the  City  of  London  sewers  is  very  inconsiderable  ; 
both  are  designed  on  the  same  principles,  and  with  the  same 
views  toward  economy  of  materials.  In  answering  the  question 
I  would  therefore  compare  the  Finsbury  (Fig.  1)  and  the 

Fig.  1.  Fig.  2. 
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Bntgwra^  Westminster  (Fig.  2)  sewers,  respecting  the  form  of  which 
there  exists  a  wide  difference.  First,  as  regards  economy  of 
materials,  the  upright  sided  sewer  with  horizontal  footings  re- 
quires for  the  same  water-way  a  much  greater  numher  of  bricks 
than  the  egg-shaped  sewer.  Comparing  sewers  of  the  same 
capacity  as  the  first  class  in  the  Westminster  district,  it  is  found- 
that  the  upright  sided  sewer  contains, 

for  one  foot  in  length   ....  261  bricks, 

that  the  egg-shaped  contains,  for  one 

foot  in  length   175  „ 

One  mile  of  the  first  would  require, 

therefore   1,378,080  „ 

One  mile  of  the  second  would  require     924,140  „ 

One  mile  of  sewerage  of  the  upright  form  would  require  up- 
wards of  half  a  million  of  bricks  more  than  one  mile  of  the 
egg-shaped  sewer.  And  the  number  of  bricks  that  would  com- 
plete one  mile  of  the  upright  formed  sewerage  would  suffice 
for  one  mile  and  a-half  of  the  egg-shaped  sewer.  The  number 
of  cube  yards  of  brickwork  per  mile  of"  sewerage  would  be — 

for  the  upright  sided  sewer     .     .  3,388  cube  yards, 
for  the  egg-shaped  sewer  .     .     .  2,272  „ 
giving  an  excess  for  the  former  of   1,116  „ 

Avhich,  valued  at  20*.  a  cube  yard,  would  amount  to  1116/. 
But  the  excess  of  expenditure  would  not  be  with  the  brickwork 
only.  The  width  of  the  footings  used  in  the  upright  sided 
sewer  causes  great  additional  expense  in  the  excavation.  The 
gullet  must  be  excavated  at  least  18  inches  wider  than  for  the 
egg-shaped  sewer.  The  depth  to  which  the  excavations  of  the 
main  lines  have  to  be  carried  averages  generally  20  feet. 
Taking  this  as  one  of  the  data,  the  excess  of  excavation  due  to 
the  adoption  of  the  upright  sided  will  be  30  per  cent,  (or  as 
130  to  100)  above  the  excavation  required  for  the  egg-shaped 
sewer.  The  number  of  cube  yards  to  be  excavated  for  a  mile 
in  length  at  the  stated  depth  would  be — 

25,420  cube  yards  for  the  upright  sewer, 
19,555  cube  yards  for  the  egg-shape, 

which  shows  an  excess  in  excavation  of  30  per  cent.,  or  at  the 
rate  of  5,865  cube  yards  per  mile.  £.     s.  d. 

This  excavation,  valued  at  Is.  per  cube 

yard,  would  amount  to    ...  293    5  0 
which,  added  to  the  value  of  the  brick- 
work  1,116    0  0 

filling  in  5,865  cube  yards  over  the 

sewer,  at  3r/.  per  yard     .        .     .         73    6  3 

Carried  lor  ward     .     .     .     1,482  11  3 


Westmininster  and  Finsbury  Sneers. 
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Brought  forward  . 
excess  in  carting  1,1 16  cube  yards,  at 

2s.  per  yard  

excess  in   repairing  880  superficial 

yards,  at  Is.  6c?.  per  yard 


£.  s.  d. 

1,482  11  3 

111  12  0 

66  0  0 


Butler  Williams, 
Esq.,  O.li. 


gives  an  excess  of   1,660    3  3 

or,  in  other  words,  a  loss  per  mile  to  the  rate-payers  of  up- 
wards of  1,600/.  on  these  items  only. 

The  accompanying  sketches  are  designed  to  show  at  a  glance, 
and  without  reference  to  numbers,  the  economy  of  materials  in 
brickwork  alone  that  must  be  the  consequence  of  adopting  the 
egg-shaped  in  preference  to  the  upright  sided  sewer. 

Fig.  3.  Fig.  4.  Fig.  5. 


Figure  3  is  the  section  of  the  Westminster  sewer,  and  figure 
4  that  of  the  Finsbury  sewer,  equally  strong,  and  containing 
so  much  less  material  as  to  provide,  in  the  difference,  for  the 
construction  of  a  sewer  somewhat  larger  than  figure  5,  which 
is  one  used  successfully  in  the  Finsbury  district  for  streets  or 
places  of  short  lengths. 

Figures  6  and  7  show  the  comparative  lengths  of  egg-shaped 
and  upright-sided  sewers,  that  may  be  constructed  out  of  the 
same  quantity  of  materials,  both  having  the  same  amount  of 
water-way,  and  the  egg-shaped  form  offering  the  additional  ad- 
vantage of  greater  efficiency  as  a  water  channel,  and  certainly 


not  inferior  in  strength. 


Fig.  7. 


1  fi„„?  


Have  you  considered  what  might  have  been  the  total  saving 
in  a  period  of  years,  if  the  more  economical  form  (supposing  it 
to  be  adapted  to  the  purposes  required)  had  been  adopted  in 

any  particular  district  instead  of  the  upright  sided  sewer  ?  - 

That  the  egg-shaped  sewer  is  adapted  to  the  purposes  required 
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B"lEsqWCEm9'  *s  Prove(l  ^.y  lts  successful  adoption  with  various  modifications 
in  several  of  the  Commissions.  To  form  an  exact  estimate  of 
the  total  saving  that  might  have  been  effected  for  the  last  10 
years  in  the  Westminster  district,  it  would  be  requisite  to  have 
a  document  giving  the  sections  of  all  the  sewers  constructed, 
and  I  am  not  aware,  that  such  a  document  has  been  published. 
But  it  is  stated  that  40  miles  of  covered  sewers  have  been 
built  in  the  district  in  the  last  10  years.  These  new  sewers 
comprise  some  larger,  some  smaller,  than  the  size  to  which  the 
preceding  estimates  refer,  and  as  they  moreover  omit  the  private 
sewers  which  must  by  the  regulations  be  built  in  the  expensive 
form  described,  we  may  fairly  take  40  miles  of  sewers  of  the 
above  size  as  probably  below  the  quantity  constructed  in  the 
period  named.  This,  at  1660/.  3s.  3d.  per  mile,  gives  a  posi- 
tive loss  of  66,669Z.  15.9.  in  10  years,  a  sum  sufficiently  startling 
to  cause  the  inquirer  to  scrutinize  with  care  the  reasons  that 
are  advanced  in  favour  of  the  adoption  of  a  form  theoretically 
imperfect,  and  found  practically  not  to  answer  so  well  in  some 
cases  as  the  more  perfect  theoretical  shape  which  would  pro- 
duce such  a  great  saving. 

As  bearing  on  the  economy  of  materials,  are  there  any  other 
changes  in  the  construction  which  would  produce  positive  ad- 
vantages ?  Yes ;  by  the  use  of  a  system  which  would  render 

cleansing  by  hand  or  by  casting  unnecessary,  the  many  man- 
holes or  apertures  now  required,  and  ordered  by  the  regulations 
to  be  placed  opposite  all  intersections  of  sewers,  and  at  distances 
seldom  exceeding  from  50  to  60  yards,  would  be  no  longer 
needed.  In  this  particular,  an  additional  saving  would  be 
effected :  and  when  we  consider  the  number  of  miles  of  covered 
sewerage  in  the  metropolis,  which  I  suppose  cannot  be  less  than 
about  500  miles,  we  can  form  an  idea  of  the  saving  or  waste,  as 
the  case  may  be,  which  must  result  from  the  adoption  of  one  or 
the  other  plan.  Then  in  the  case  of  the  gully -holes  also ; 
they  are  generally  made  wastefully  thick,  and  unnecessarily 
wide ;  and  it  appears  to  me  that  Mr.  Dyee  Guthrie's  recom- 
mendation of  the  substitution  of  strong  tube  tiles,  one  foot  in 
diameter,  is  judicious,  and  that  in  this  case  also,  superior 
efficiency  and  economy  might  be  combined  by  abandoning  the 
present  plan.  Leaving,  however,  these  points  for  the  present 
out  of  the  question,  and  considering  the  work  done  within  the 
last  ten  years,  for  which  we  have  exact  information,  it  appears 
that 

In  the  City  of  London,  the  increase  has  been  above  13  miles. 
In  Westminster,  ,,  ,,        40  miles. 

In  Holborn  and  Finsbury  (in  four  years)  ,,  21  miles. 
In  Tower  Hamlets  ,,  ,,         13  miles. 

In  Surrey  and  Kent  ,,         11  miles. 


Making  upwards  of    .     .  118  miles 


Form  of  the  Westminster  Seicers. 
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built  in  10  years.    Now,  the  difference  in  expense  between  the  W^ujp 

construction  of  upright  sided  sewers  with  man-holes,  and  egg 

shaped  or  arched  sewers,  with  flushing  apparatus,  would  be 

about  1800^.  per  mile,  or  for  118  miles  would  be  nearly  a 

quarter  of  a  million.    Large  as  this  sum  is,  it  only  embraces  a 

comparatively  limited  view  of  this  great  question  ;  and  although 

I  should  regret  that  the  financial  aspect  were  the  only  one 

under  which  it  should  be  considered,  still  it  cannot  fail  to  be  of 

value  to  investigate  the  subject  under  that  view ;  and  if  the 

investigations  were  carried  closely  into  every  particular  in 

which  a  saving  might  be  effected  by  the  judicious  application 

of  science,  the  sum  which  I  have  so  far  brought  out,  would,  I 

believe,  be  found  to  be  but  a  part  of  the  extensive  economy 

that  would  be  the  result.    The  money  thus  saved  might  be 

applied  to  defray  the  expense  of  those  sanatory  improvements, 

the  necessity  of  which  is  now  so  generally  acknowledged,  but 

the  adoption  of  which  may  possibly  be  delayed,  in  the  fear  of 

incurring  great  expenditure. 

In  respect  of  the  strength,  how  have  you  found  the  sewers 
with  upright  walls  and  with  arched  walls  to  stand  ?  No  in- 
stance of  the  failure  of  the  arched  sewers  has  come  to  my  know- 
ledge. I  have  seen  one  instance  near  Notting  Hill,  where  the 
upright  sewer  had  fallen  in,  been  rebuilt,  had  again  fallen,  and 
was  rebuilt  a  third  time  with  extraordinary  precautions  of 
piling  and  strutting,  to  resist  lateral  pressure  from  a  slip  which 
was  forcing  in  the  upright  side  walls.  Informed  of  this  failure, 
and  knowing  that  it  would  offer  a  useful  lesson  to  the  students 
of  Putney  College,  I  took  them  to  examine  the  work.  In  one 
place  the  whole  culvert  had  slipped  bodily  with  the  clay,  the 
form  being  at  the  same  time  distorted.  This  moving  bodily 
would  have  occurred  with  any  shaped  sewer ;  but  the  displace- 
ment in  the  mass  was  the  exception.  Usually  one  of  the  upright 
sides,  and  sometimes  both  the  uprights  were  crushed  inwards 
towards  each  other,  the  invert  retaining  its  position  in  the 
longitudinal  direction  of  the  sewer.  In  one  place  I  observed 
that  the  invert  had  been  forced  upwards  when  the  resistance 
from  the  upright  Avails  had  been  withdrawn. 

In  those  portions  which  were  not  carried  away  bodily  by  the 
slip,  do  you  think  that  the  failure,  either  wholly  or  partially, 

arose  from  any  defect  in  the  principle  of  construction?  1 

think  that  the  failure  arose  partially  from  the  want  of  power 
in  the  upright  walls  to  resist  lateral  pressure  so  effectually  as 
may  be  done  by  arched  sides. 

Are  you  aware  of  the  failure  of  any  other  sewer  of  the  form 

which  you  consider  imperfect  1  1  have  not  seen  any  other 

instance.  Mr.  Sopwith,  the  engineer,  recites  the  instance,  in 
Newcastle,  of  a  sewer  with  upright  sides  and  a  flat  bottom, 
which  had  been  built  for  a  quarter  of  a  mile  in  length.  It  was 
crushed,  and  a  circular  sewer  was  substituted,  which  was  found 
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Salm''  to  stand  wel1  undei*  tne  circumstances.    Such  results  are  no 
more  than  what  theory  and  practice  would  lead  me  to  expect. 

It  is  stated,  as  a  recommendation  of  the  form  of  the  West- 
minster sewers,  that  they  will  stand  if  the  surrounding  clay  be 
removed  by  accident  or  design.  Is  not  this  somewhat  like 
stating  that  a  ship  ought  to  be  built  so  that  it  might  stand 

upright  when  out  of  the  water  ?  Yes  •  for  although  I  imagine 

the  recommendation  to  rest  upon  the  known  fact  that  some- 
times in  sandy  wet  soil  the  backing  has  receded  from  the 
upright  wall,  proper  and  simple  precautions  against  infiltration 
towards  or  from  the  sewer,  would  prevent  such  a  contingency, 
and  no  provision  need  be  made  by  the  engineer  for  that  which 
ought  not  to  happen. 

If  proper  science  were  available,  would  there  be  any  question 

as  to  the  shape  in  respect  of  strength  ?  -I  believe  not.  I 

am  aware  that  there  are  certain  physical  questions  which  have 
been  investigated  scientifically,  and  about  the  results  of  which 
investigations  much  difference  of  opinion  still  prevails.  But 
well  known  theory  of  the  equilibrium  of  sustaining  Avails  for 
earth,  is  universally  accepted  as  true,  and  is  confirmed  to  be 
such  by  its  repeated  application  in  hydraulic  works,  and  fre- 
quent adoption  for  culverts,  retaining  walls,  &c.  The  theory, 
the  investigations  of  which  were  first  pursued  by  Coulomb, 
indicates  that  a  sewer,  with  an  external  convex  form,  to  resist 
lateral  pressure,  is  the  most  stable.  With  -firm  ground  the 
egg-shaped  sewer  would  be  the  best.  For  known  conditions 
of  varying  densities  in  the  external  earth  modifications  from 
the  egg  shape  would  be  required,  but  in  no  case  departing 
from  the  application  of  the  principle  of  the  arch.  With  semi- 
fluid ground  it  should  approach  more  nearly  to  the  form  of 
the  circle.  The  egg  shape,  however,  presents  this  important 
advantage  for  the  conveyance  of  water,  exclusive  of  its  superior 
strength  and  economy,  that  when  the  water  is  small  in  amount, 
the  narrowness  of  the  lower  part  gives  a  greater  hydraulic 
depth,  and  therefore  produces  increased  velocity ;  and  when 
the  body  of  water  is  increased,  more  capacity  is  obtained. 
The  superiority  of  the  egg-shaped  sewer,  in  point  of  strength, 
is  so  self-evident,  that  it  really  appears  a  work  of  supereroga- 
tion to  demonstrate  it  technically.  All  grant  that  the  pro- 
perties of  the  arch  are  such  as  to  resist  pressure  with  the  least 
consumption  of  materials ;  and,  that  the  outward  batter  or  slope 
is  useful  to  resist  the  lateral  or  inward  pressure  of  the  external 
earth,  is  an  admitted  principle,  acted  upon  instinctively  by 
every  one.  Whoever  walks  against  a  strong  wind  instinctively 
leans  forward  against  it,  being  well  aware  that,  with  the  body 
in  a  reclining  or  sloping  direction,  he  can  resist  its  force  better 
than  if  he  stood  upright. 

In  respect  of  the  superior  facilities  offered  for  the  free  pas- 
sage of  water,  have  you  considered  the  questions  of  form  and 
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vie  mode  of  junction  of  two  or  more  sewers,  and  have  you  com-  Bua«  wmum., 
aared  the  results  of  practice  with  the  deductions  of  theory  ?— 
have  compared  the  results  offered  in  practice  by  the  adoption 
ff  different  forms,  and  I  have  found  an  exact  coincidence  be- 
tween those  results  and  the  theoretical  deductions  based  on  the 
Liormulse  of  the  acknowledged  authorities  on  these  subjects.  It 
si  a  well  known  law  that  the  friction  of  water  flowing  in  a 
bannel  varies  according  to  the  surface  of  the  fluid  which,  in 
irroportion  to  the  whole  quantity,  is  in  contact  with  the  bed  of 
hne  channel ;  or,  as  it  is  expressed  more  technically,  the  friction 
tor  any  given  quantity  of  water  in  motion  is  as  the  surface  of 
be  bottom  and  sides  of  the  channel  directly,  and  as  the  whole 
[mantity  of  water  inversely.  Combining  this  with  the  well 
blown  geometrical  property,  that  the  circle  is  the  figure  which 
contains  the  largest  area  with  the  least  perimeter,  and  that  the 
more  nearly  a  figure  approaches  to  the  form  of  the  circle,  the 
•rreater  is  the  area  of  such  figure  in  proportion  to  its  perimeter, 
t;  follows,  that  a  given  quantity  of  water  flowing  through  a 
eewer  of  a  circular  form,  will  meet  with  less  friction,  other 
things  being  equal,  than  if  flowing  through  a  sewer  with 
lvpright  sides  and  a  flattened  segmental  invert,  and  with  consi- 
derably less  friction  than  if  flowing  through  a  flat-bottomed 
newer  with  upright  sides. 

Have  acknowledged  writers  on  these  subjects  placed  the 
question  in  such  a  light  as  to  admit  of  more  correct  estimates 
)i>f  the  relative  advantages  than  can  be  offered  by  the  compara- 
tively vague  statement  that  one  form  is  better  or  worse  than 

another  1  Yes.    Young,  Tredgold,  Gytelweyn,  and  others, 

uave  brought  the  question  into  such  a  form  as  to  admit  of 
arriving  at  certain  numerical  results  with  given  data.  The 
general  proposition  established  by  experiment,  that  the  friction 
icor  any  given  quantity  of  water  in  motion  is  directly  as  the 
surface  of  the  channel  in  contact  with  the  water,  may  be  ex- 
pressed thus : — Supposing  the  whole  quantity  of  water  to  be 
>fpread  out  with  a  rectangular  section,  of  which  the  horizontal 
base  would  be  equal  to  the  bottom  and  sides  of  the  channel, 
tkhe  height  of  the  rectangle  would  then  vary  according  to  the 
greater  or  lesser  quantity  of  water,  then  the  friction  varies 
diirectly  as  the  base  of  the  rectangle,  and  inversely  as  its  height. 
Now,  if  we  compare  the  three  following  forms  of  sewers,  viz. — 

Fig.  8. 

'the  Westminster — 


For  the  easy  transmission  of  Water. 


tftitler  Williams, 
Esq.,  C.E 


Fig.  10. 

a  flat-bottomed  sewer — 


2  feet  6  inches  in  width,  and  assume  the  depth  of  the  current 
from  8  to  9  inches,  or  say  with  a  stream  of  water  having  a 
sectional  area  of  1  •  25  square  feet. 

The  rectangle  of  the  first  will  be —        |  stft  |Jfr 

 3i-ms  *- 

The  rectangle  of  the  second  will  be —  [   area-/**^  '  Its: 

~<  3j  TftS  ->- 


The  rectangle  of  the  third  will  be —   i     «»=  iuh*,  \% 

and  the  relative  amounts  of  friction  in  each  case  will  be 
directly  as  the  bases  of  the  rectangles,  viz. — 

34  39  42; 

or  inversely  as  the  heights— 

53         46         43 : 
that  is,  the  friction  will  be  in  the 

First  as  100 

In  the  second     .     .     .     .  115 

In  the  third  124 

We  find,  therefore,  that  if,  for  the  salce  of  the  advantage  pos- 
sessed by  the  Westminster  sewers  over  the  flat-bottomed 
sewers  in  diminishing  the  friction,  it  be  judicious  to  abandon 
the  latter  form,  there  is  a  greater  proportionate  advantage  in 
favour  of  the  Finsbury  form  over  that  of  Westminster,  which 
ought,  therefore,  to  lead  equally  to  the  adoption  of  the  former 
in  preference  of  the  latter. 

It  is  stated,  and  do  you  believe  it  to  be  true,  that  with  the 
flattened  segmental  invert,  witli  a  certain  flow  of  water,  there 
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will  be  twice  as  great  an  amount  of  deposit  as  with  the  egg-  Ba^J$t. 
vshaped  sewer,  with  the  same  flow  of  water  ?  Yes,  especially 

in  cases  where  the  quantity  of  water  is  comparatively  small  and 
tthe  velocity  small  also.  When  the  greatest  advantage  is  to  be 
ttaken  of  the  flow  of  the  water,  the  egg-shape  with  the  narrow 
tend  downwards  will  be  greatly  superior  to  the  flattened  seg- 
linent.  Substances  which  would  be  deposited  on  the  flattened 
^surface  Avill  be  carried  in  suspension  on  the  sharper  curve. 

Would  reference  to  existing  authorities  demonstrate  in  a 
ssimilar  manner  the  injudiciousness  of  building  sewers  to  meet 

at  right  angles?  Yes,  writers  of  eminence  on  the  subject  of 

Ihydraulics  afford  the  means  of  guarding  against  the  error  of 
i  making  such  junctions,  and  show  that  they  must  produce  eddies, 
; and  form  injurious  accumulations  of  deposit.  The  well-known 
t  theorem  of  the  composition  and  resolution  of  forces  applied  to 

determine  the  resultant  of  two  streams  of  water  moving  with 
j  given  velocities,  meeting  each  other  at  right  angles,  shows  that 
l  the  resultant  would  be  in  the  direction  of  the  diagonal  of  the 
1  parallelogram,  of  which  the  sides  represent  the  direction  and 

velocity  of  the  component  forces.  Thus  let  A  B,  and  C  B 
1  represent  respectively  the  direction  and  velocity  of  two  streams 
i  meeting  at  B  in  the  middle  of  the  sewer,  the  resultant  would 
1  be  in  the  direction  B  E  of  the  diagonal  of  the  parallelogram 

A  B  C  D.    But  the  stream  impinging  against  the  side  of  the 

sewer  in  the  direction  BE,  will  have  its  velocity  diminished  by 


the  resistance  offered,  which  will  likewise  cause  it  to  deflect 
from  the  longitudinal  direction  of  the  sewer,  and  expend  part 
of  the  momentum  in  eddies.  The  first  injurious  effects  we 
notice  are,  therefore,  diminution  in  the  velocity,  and  the  produc- 
tion of  eddies.  Next,  it  will  be  found  that  the  meeting  of  two 
sewers  at  right  angles  must  lead  to  the  accumulation  of  deposit 
above  the  point  of  meeting.  For  the  stream  C  B  being  carried 
in  the  direction  C  B  will  accumulate  by  its  momentum  towards 
the  farther  edge  of  the  culvert  B,  where  a  more  violent  tumbling 
motion  and  eddies  will  be  observed,  the  point  B  being  found 
higher  than  C.  By  this  effect  the  continuity  of  the  inclined 
plane,  which  would  mark  the  upper  surface  of  the  stream  A  D, 
if  it  were  to  flow  uninterrupted  by  the  lateral  stream,  will  be 
broken,  and  a  certain  portion  of  its  length  extending  upwards 
from  D  towards  A,  will  become  less  inclined,  or  level,  or  in- 

2  h  2 
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dining  in  the  contrary  direction,  according  to  the  greater  or 
lesser  force  of  the  lateral  stream.  But  whatever  be  the  amount 
of  diminution  in  the  inclination  of  the  stream  at  that  part  of 
the  course,  the  velocity  will  diminish  according  to  such  decrease 
of  inclination,  and  as  a  consequence  a  deposit  will  he  formed 
above  the  meeting  of  the  two  sewers.  It  might  be  supposed 
that  a  deposit  would  be  formed  at  F,  owing  to  the  force  of  the 
stream  being  directed  towards  the  distant  part  of  the  sewer ; 
but  this  is  found  not  to  take  place  to  any  great  amount,  because, 
owing  to  the  accumulation  of  the  water  at  B,  or  to  the  greater 
elevation  of  B  above  F,  the  velocity  at  F  is  somewhat  increased 
by  the  head  of  water  at  B. 

Are  these  theoretical  deductions  confirmed  by  practice  ?  

Yes,  these  direct  and  necessary  conclusions  of  the  application  of 
theoretical  investigation  to  the  question  are  fully  confirmed  by 
experience.  For  in  all  cases  in  which  the  deposit  has  been 
examined  at  the  junction  of  collateral  sewers  at  right  angles 
with  the  main  line,  the  deposit  has  been  found  to  extend  in  a 
shoal  up  the  stream,  the  depth  of  the  shoal  being  greatest  at 
the  junction,  while  immediately  below  the  junction  no  deposit 
is  seen  to  accumulate. 

Would  the  opening  of  gully-holes  in  the  crown  of  the  arch 
to  admit  the  surface-water  of  the  street  into  the  sewer  produce 
accumulations,  and  would  existing  authorities  indicate  a  better 

arrangement?  Yes,  results  similar  to  those  described  as  the 

consequence  of  a  junction  at  right  angles  would  follow  from  the 
introduction  of  a  gully  neck  at  the  crown  of  the  arch.  The 
velocity  of  the  main  current  would  be  diminished  at  the  point 
of  meeting,  and  a  deposit  would  in  the  same  manner,  and  for 
the  same  reasons,  be  formed  on  the  upstream  side.  The  pre- 
vailing plan  of  forming  the  opening  of  private  drains  first  at 
right  angles  to  the  sewer,  and  secondly  elevated  18  inches  or 
2  feet  above  the  invert,  combines  both  objections,  and  must 
cause  accumulations  at  the  place  of  junction. 

Would  these  inconveniences  exist  in  the  case  of  sewers  joining 

at  angles  less  than  right  angles  ?  Yes,  in  a  greater  or  less 

degree,  diminishing,  however,  with  the  acuteness  of  the  angle. 

Would  existing  authorities  suggest 
the  adoption  of  curved  junctions? — 
Yes. 

Is  this  a  subject  which  has  at- 
tracted the  attention  of  writers  on 
hydraulics  ? — Yes ;  the  ascertaining 
the  expression  of  resistance  due  to 
a  bend  or  curve  has  engrossed  much 
attention,  and  has  led  to  the  making 
of  numerous  experiments.  By  caus- 
ing the  side  sewer  to  fall  into  the 
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main  sewer  by  a  curve  tangent  to  the  direction  of  both  sewers  But^jmiam,, 
eeddies  are  avoided;  and  when  the  radius  of  the  curve  is  of 
sufficient  size,  the  diminution  of  the  velocity  is  almost  inap- 
preciable. _      .  , 

Can  a  comparison  be  made  of  the  degrees  of  resistance 
cdue,  1st,  to  a  junction  at  right  angles;  2ndly,  to  a  curved 
jjunction  with  a  radius,  say  of  5  feet;  and,  3rdly,  to  a  junction 
With  a  radius,  say  of  20  feet,  with  a  given  velocity  and  a  given 
ssize  of  sewer  ? — -Making  use  of  the  formula  adopted  by  Tred- 
<gold,  and  other  modern  writers,  and  assuming  a  velocity  of 
4-12  feet  per  second,  with  second  class  Finsbury  sewers,  the 
i  following  ratios  of  resistances  would  be  found : — 

For  a  curved  junction  of  20  feet  radius,  resistance  100 
For  a  curved  junction  of  5  feet  radius,  resistance  .  146 
For  a  junction  at  right  angles,  resistance    .     .     •  316 

Then  would  this  result  show  the  propriety  of  Sewer  Com- 
missioners adopting  in  all  cases  curved  junctions  between  the 

side  and  the  main  sewers  ?  Yes  ;  this  result  shows  clearly 

the  objectionable  nature  of  a  meeting  at  right  angles,  which 
increases  the  resistance  more  than  200  per  cent.,  and  makes 
manifest  the  great  importance  of  even  so  small  a  curvature 
as  one  of  5  feet  radius.    There  can  be  no  locality  in  which 
such  a  curvature  cannot  be  adopted  with  the  greatest  ease ; 
but  as  it  still  produces  a  result  46  per  cent.,  more  retarding 
than  the  radius  of  20  feet,  the  latter  should  certainly  be  intro- 
duced in  all  new  constructions,  and  in  all  such  old  works  under 
repair  as  would  admit  of  it.    With  reference  to  any  improve- 
ment that  might  be  made  by  increasing  the  radius  beyond 
the  minimum  length  allowed  by  the  Commissioners  of  the 
Finsbury  division,  it  would  of  course  be  well  to  adopt  a  greater 
radius  when  it  could  conveniently  be  accomplished,  especially 
for  those  sewers  which  are  designed  to  be  the  channel  of  large 
bodies  of  water  moving  at  considerable  velocities.    For  the 
second  class  sewers,  however,  the  radius  of  20  feet  will  be 
generally  found  practically  unobjectionable.    It  appears  de- 
sirable that  further  experiments  should  be  tried  with  channels 
of  different  curvatures  formed  with  clay,  which  channels  would 
be  found  to  become  abraded  on  the  concave  or  outer  side  by 
the  impinging  of  the  stream;  the  comparative  amount  of 
abrasion  would  serve  as  a  good  test  of  the  resistance  offered, 
and  consequently  of  the  proportionate  diminution  of  the 
velocity. 

Supposing  the  possession  of  a  due  knowledge  of  the  laws 
governing  the  motion  of  water,  would  sewers  have  been  built 

to  join  at  right  angles  ?  Certainly  not. 

Do  you  consider  that  an  officer  properly  qualified  in  respect 
to  information,  would  have  been  led  by  reference  to  already 
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*g(jP*  existing  authorities  to  adopt  egg-shaped  sewers  and  curved 

junctions  ?— He  would,  I  think,  have  adopted  sewers  protected 
by  the  form  of  the  arch  in  all  the  parts,  varying  that  form  i 
according  to  the  nature  of  the  soil,  but  usually  adopting  an 
egg  shape.    The  peremptory  adoption,  however,  of  the  egg-  J 
shaped  sewer,  under  all  circumstances,  would  be  injudicious.  I 
For,  retaining  the  principle  of  the  arch,  the  form  of  the  section 
should  be  varied  according  to  the  dry  or  wet  nature  of  the 
soil.    The  advantages  of  a  curved  junction  could  not  for  a  I 
moment  have  admitted  of  doubt. 

Considering  the  subject  of  accumulations  of  deposit  in 
sewers,  apart  from  their  supposed  noxious  influence  on  the 
health,  would  there  not  be  a  considerable  saving  by  adopting  the 
system  of  flushing  ? — —Yes,  it  would  be  decidedly  economical. 
The  Tower  Hamlets,  and  the  Surrey  and  Kent  Commissions, 
have  availed  themselves  of  a  modified  system  of  flushing  in 
the  sewers  contiguous  to  the  Thames,  and  it  is  only  surprising 
that  the  benefits  which  the  districts  are  reported  to  have 
derived  from  the  plan,  when  adopted,  without  all  the  requisite 
appliances  for  perfect  means,  should  not  have  suggested  the 
expediency  of  adopting  the  plan  over  the  entire  districts.  For 
in  the  Surrey  and  Kent  Commission,  it  has  been  found  that  in 
some  cases  there  has  been  no  need,  in  consequence,  of  general 
casting  for  the  last  11  years.  As  to  the  economy  effected  by 
flushing  it  would  be  considerable.  The  yearly  expense  of 
cleansing  the  sewers  has  been  in — 

London,  about  £  500 

Westminster  2,000 

Tower  Hamlets  ........  600 


Making  a  total  for  three  Commissions  of  .  £3,100 
There  is,  in  addition,  the  cost  of  repairing  the  pavement 
where  broken  up,  and  the  original  outlay  for  man-holes,  or 
apertures  for  cleansing,  which  are  usually  built  at  distances 
not  exceeding  50  yards  from  each  other.  Then'  to  form  a  fair 
estimate  of  the  saving  that  may  be  the  result  of  a  system  of 
flushing ;  account  ought  also  to  be  taken  of  the  expense  of 
cleansing  deposits  from  private  drains,  which  expense  would 
not  be  called  for  if  the  private  drains  were  properly  built,  and 
the  sewers  always  kept  clear.  I  believe  that  the  saving  of,  at 
most,  two  years,  including  the  doing  away  with  the  man-holes, 
would  pay  for  the  erectiot)  of  the  flushing  apparatus.  The 
number  of  loads  of  deposit  removed  yearly  by  carting,  is  for — 
London  about ....  1,500 
Westminster  about  .  .  6,000 
Tower  Hamlets  about     .  1,800 


Making  a  total  of .     .     .    0,300    loads  for. 
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three  districts  alone,  in  parts  of  which  a  modification  of  the  ^%^ms 
Hushing  system  is  in  use,  but  for  the  whole  extent  of  which  it 
might  be  made  available. 

Would  the  present  flow  of  water  in  the  sewers  be  sufficient 
co  cleanse  them  by  flushing  the  deposits  which  are  at  present 

found  there  ?  1  believe  it  would.    For  in  those  instances  to 

iwhich  I  have  referred  in  the  Surrey  and  Kent,  and  the  Tower 
I  Hamlets  districts,  it  is  found  that  the  usual  flow  through  the 
stsewers  is  sufficient.  It  acts  now  in  this  Avay ;  as  the  tide  rises 
tthe  flaps  are  closed,  and  the  water  is  penned  back  until  the 
nbb  removes  the  pressure.  This  is  found  beneficial,  but  it 
would  undoubtedly  be  better,  if  the  rush  of  the  stream  were 
imade  instantaneous.  In  other  districts,  showers  of  rain,  with- 
omt  flushing,  are  found  to  cleanse  the  sewers  partially.  And 
I[  need  not  refer  to  the  well-known  example  of  the  Finsbury 
district,  as  a  proof  that  the  common  supply  of  water,  when 
tturned  to  account,  efficiently  cleanses  the  sewers. 

Do  you  think  that,  in  respect  of  sewers,  the  utmost  limit  of 
e3conomy  of  materials  has  been  fully  obtained,  as  exemplified  in 
tthe  superior  shape  you  have  described  ?  Until  recently,  it 
vwas  assumed  by  engineers  supplying  towns  with  water,  that 
cearthenware  pipes  could  not  be  made  calculated  to  resist  a  high 
[pressure,  whereas  earthen  pipes  made  of  fire  clay,  one  inch 
(thick,  and  six  inches  in  diameter  have  been  produced,  which 
Ihave  stood  a  pressure  of  900  feet,  and  these  may  be  supplied  at 
cone-third  of  the  price  of  cast-iron  pipes  of  the  same  bore  ?— — - 
This  statement  respecting  the  strength  which  may  be  given  to 
^earthenware  pipes  surprises  me,  and,  reasoning  from  analogy,  I 
icertainly  believe  that  we  have  not  yet  attained  to  the  most 
(economical  construction  of  sewers,  I  greatly  fear  that  the  para- 
rmount  importance  of  combining  the  utmost  economy  with 
(efficiency  is  not  kept  in  view  so  constantly  as  it  ought  to  be ; 
(for  every  step  made  in  an  inquiry  into  the  matters,  proves  that 
tthe  cost  of  drainage  and  sewerage  acts  as  an  insurmountable 
Ibar  (under  the  existing  state  of  things,)  to  the  placing  the 
lhabitations  of  the  poorer  classes  in  a  proper  condition.  I  ap- 
iprehend  that  under  many  circumstances  supposed  hitherto  not 
;  applicable,  earthenware  tubing  of  various  diameters,  might  be 
i  employed  for  secondary  or  side-street  sewers. 

It  has  been  proposed  to  enact  generally  that  all  houses 
i  should  have  9-inch  drains  at  least,  and  that  the  usual  private 
drainage,  as  now  ordered,  should  be  retained.  What  is  your 
view  as  regards  this  proposed  legislative  provision ;  and  first 
in  the  case  of  the  poorer  tenements  where  a  sink  of  two  inches, 
and  a  spout  of  three  inches  supply  the  drain ;  and  secondly  in 
the  case  of  the  better  houses,  having  a  soil-pipe  of  three  or  four 
inches,  and  a  waterspout  of  four  inches  diameter  ?  It  would 
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SJcJe^''  seem  to  me  objectionable,  on  the  score  both  of  cleanliness  and 
economy,  to  make  it  imperative  to  adhere  to  a  nine-inch  brick 
drain  for  all  houses.  The  impermeability  and  superior  clean- 
liness of  glazed  drain  tiles  properly  fitted  one  into  the  other 
are  so  important,  that  when  a  9-inch  drain  is  required  I  would 
deem  the  glazed  earthenware  tubes  preferable  even  in  point  of 
ultimate  economy ;  for  if  the  brick  drain  be  set  in  mortar,  the 
mortar  is  not  unfrequently  injured  by  the  passage  of  impurities, 
and  loses  its  adhesiveness,  and  when  repairs  become  necessary  it 
is  noisome.  But  if  we  compare  the  relative  sectional  areas  of  the 
soil-pipe  and  water-spout  with  that  of  the  9-inch  drain,  we 
shall  find  that  the  latter  is  needlessly  large.  Taking  the  dia- 
meter of  soil  pipe  at  3  inches  (the  usual  size),  the  relative  pro- 
portions of  the  pipe  and  of  the  drain  are  as  1  to  9 ;  and  taking 
that  of  the  water-spout  at  4  inches,  the  proportions  are  as  1  to  5. 
Smaller  glazed  earthenware  tubes  would  therefore  suffice  for 
the  conveyance  of  the  liquid  refuse,  and  be  more  economical. 

Exclusively  of  superior  economy,  would  there  be  any  advan- 
tage in  a  glazed  earthenware  tubing  less  than  9  inches  in  the 

clear  ?-  For  the  generality  of  private  houses,  the  large  size  of 

the  9-inch  drain  acts  injuriously  in  this  way,  that  by  spreading 
the  surface  of  the  water  in  contact  and  diminishing  its  hydraulic 
depth  it  increases  the  friction,  retards  the  velocity,  and  allows 
of  deposits  which  in  time  accumulate,  choke  the  drain,  and 
produce  those  noisome  effects  which  not  unfrequently  incon- 
venience the  occupiers  of  even  the  better  class  of  houses. 

What  would  be  the  effect  if  the  sink,  water- spout,  and  soil- 
pan  were  all  acting  at  the  same  time  ?    Would  the  drain  have 

to  be  made  larger  on  that  account  ?  The  combined  action  of 

the  three  pipes  can  only  be  assumed  to  last  a  very  short  time. 
And,  this  being  the  case,  the  unusual  supply  of  water  thus 
obtained  would  produce  the  effect  of  flushing.  The  increase 
in  the  velocity  due  to  the  greater  head  of  water  would  cleanse 
the  drain. 

Then  do  you  consider  it  a  question  deserving  of  careful  exa- 
mination, whether  an  equally  efficient  and  cheaper  substitute 
might  not  be  adopted  instead  of  the  present  private  drains  ? 
— • — It  deserves  most  careful  examination ;  for  in  the  poorer 
districts  the  expense  of  the  introduction  of  the  drains,  as  re- 
quired by  the  existing  regulations,  acts  as  a  discouragement  to 
their  construction,  and  we  accordingly  find  that  owners  of 
private  houses  frequently  refuse  to  drain  into  sewers  newly 
made.  In  the  district  of  Tower  Hamlets  the  private  entrances 
made  in  new  sewers  are  not  more  than  about  25  per  mile,  or 
about  one  drain  for  a  length  of  150  to  200  feet  of  sewers.  In 
other  districts  the  same  unwillingness  or  apathy  prevails  among 
the  inhabitants  to  avail  themselves  of  the  convenience  of  the 
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sewerage,  and  in  the  poor  tenements  the  cost  ot  the  dram  cer-     Esq>)  c.e. 
tainly  acts  as  a  drawback  against  the  introduction  of  the  im- 
provement. . 
A  plan  that  would  diminish  the  cost  of  the  private  drains 

would  in  your  opinion  lead  to  beneficial  results  ?  Yes ;  and 

I  believe  that  efficient  private  drainage  might  be  obtained  at  a 
cost  considerably  less  than  that  which  the  present  regulations 
demand.    It  has  been  stated  that  glazed  earthenware  tubes  of 
3  or  4  inches  diameter  would  cost  from  3d.  to  4c?.  a  foot.  They 
might  certainly  be  had  at  66?.  or  Id. ;  and  if  there  were  combined 
Avith  such  a  drain,  a  proper  supply  of  water,  the  tubing  would 
be  as  efficacious  as  the  9-inch  drains,  and  would  be  free  from 
some  of  the  objections  to  which  the  latter  are  liable.    In  point 
of  draining  the  saving  would  be  very  great.    In  the  City  of 
London  the  regulations  of  the  Commission  provide  that  the 
private  drains  shall  be  not  less  than,  I  believe,  12  inches  in 
the  clear.    They  are  usually  made  from  15  to  18  inches  in  the 
clear,  at  a  cost  varying  from  5s.  6c?.  to  6s.  6c?.  per  foot  lineal. 
In  the  Westminster  district  the  private  drain  is  limited  to  a 
9-inch  bore  as  the  minimum,  and  is  left  to  be  built  by  the 
parties  requiring  the  drain,  the  Commission  taking  into  then- 
own  hands  the  construction  of  the  ring  at  10s.  6c?.,  and  of  the 
first  3  feet  at  10s.  6c?.,  or  3s.  6c?.  per  foot.   In  the  Tower  Ham- 
lets, where  a  12-inch  drain  is  required,  the  charge  is  17s.  for  the 
first  3  feet,  and  3s.  a  foot  lineal  for  the  remainder.    In  the 
Holborn  and  Finsbury  district  a  9-inch  bore  is  the  maximum, 
the  cost  being  10s.  for  the  first  3  feet,  and  from  2s.  to  3s.  per 
foot  for  the  remainder.    In  Surrey  and  Kent,  the  private  drains 
vary  from  18-inch  to  15-inch  barrel  drains  at  5s.  3c?.  and  4s.  3d. 
respectively  per  foot  lineal.    The  average  cost  may  be  taken 
at  about  4.s.  per  foot  lineal,  and  as  20  feet  may  be  considered  a 
close  approximation  to  the  average  length  required  for  each 
house  in  narrow  streets  and  overcrowded  districts,  and  from 
40  to  50  feet  in  the  less  densely  built  districts,  the  average 
length  of  30  feet  would  be  a  fair  standard  by  which  to  compare 
the  cost  of  the  present  and  of  the  proposed  plan.  The  expense 
of  the  present  drain,  30  feet,  at  4s.  per  foot  lineal,  would  be, 
with  the  stone  heeling  and  cement  ring,  about  6?.  10s.  per 
house.    The  same  result  would  probably  be  obtained  for  a  sum 
varying  from  20s.  to  30.y.  per  house  by  using  tiles  of  smaller  bore, 
and  so  great  a  difference  would  be  of  great  importance  in  poor 
districts.    The  comparison  shows  that  the  enforcing  of  the  9  or 
12-inch  barrel  drain  for  private  communications  ought  not  to 
be  adhered  to,  unless  perfect  certainty  of  the  inapplicability  of 
the  proposed  more  economical  plan  be  established. 

It  is  stated,  in  a  report  of  the  Surveyor  for  the  Holborn  and 
Finsbury  Division  of  Sewers,  that  it  will  require  about  a 
quarter  of  a  million  to  defray  the  expense  of  setting  right  the 
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Bu%.W™rs'  sewerage  of  that  district.  Do  you  consider  that  similar  waste 
must  be  the  consequence  of  taking  drainage  and  sewerage  dis- 
tricts separately?  Decidedly;  for,  by  neglecting  the  con- 
sideration of  natural  areas  of  drainage,  no  provision  can  be 
made  for  the  fall,  nor  for  the  proper  sectional  area  of  sewers. 
The  engineer,  in  designing  for  parts  only  of  natural  districts, 
has  to  decide  with  incomplete  data,  and  without  evidence. 
First,  as  regards  the  amount  of  water  that  may  be  supplied 
by  upland  districts,  he  must  have  the  means  of  gauging  the 
amount  that  may  be  supplied  by  each  converging  brook  or 
stream  in  the  natural  area,  and  provide  for  the  free  outlet  of 
waters  that  may  accumulate  in  sudden  and  heavy  showers. 
The  occasional  bursting  of  sewers,  and  filling  of  cellars  and 
under-ground  habitations  which  may  be  noticed  in  the  metro- 
polis, when  there  has  been  a  continuous  fall  of  about  one  inch 
of  rain,  more  or  less,  shows  that  such  sudden  falls  of  rain  must 
not  be  neglected  as  an  element  in  the  calculation.  Secondly,  as 
regards  the  free  outlet  below  the  district  to  be  drained,  levels 
of  existing  water-courses  must  be  taken,  in  order  to  ascertain 
whether  impediments  of  a  removable  kind  to  the  free  discharge 
of  the  waters  exist,  and  powers  should  be  granted  to  vary  the 
directions  of  old  channels,  especially  in  low  swampy  districts,  as 
a  more  rapid  fall  can  be  obtained  by  abandoning  the  circuitous 
course  of  natural  channels,  and  forming  a  direct  line  of  drainage. 

Do  you  concur  in  the  view  taken  by  Mr.  Sopwith,  the  engi- 
neer, who  says,  "  that  any  legislative  enactment  which  would 
render  efficient  drainage  compulsory  would  be  of  great  public 
advantage ;  and  the  cost,  of  construction  would  be  a  small  pro- 
portion of  the  vast  amount  of  benefit  that  would  accrue  in 
comfort  and  health  to  the  inhabitants.  Proper  plans,  sections, 
and  levels  of  all  drains,  whether  public  or  private,  ought  to  be 
lodged  in  a  public  and  readily  accessible  place,  to  admit  of  re- 
ference by  builders  and  others.  The  desultory  manner  in  which 
new  streets  are  planned  is  a  great  preventive  of  sufficient 
drains  being  made.  No  houses  ought  to  be  built  within  or 
near  a  populous  town,  until  a  proper  approach  thereto  has  been 
made  by  a  street  or  road,  paved  or  Macadamized.  This  arrange- 
ment would,  generally  speaking,  be  an  advantage  to  all  parties. 
This  preliminary  and  judicious  expenditure  would  increase  the 
value  of  sites  to  a  vendor,  would  lessen  the  cost  of  building  by 
the  facility  of  conveying  materials,  and  tenants  would  prefer 
houses  with  good  approach  and  sufficient  drainage.  Thus,  all 
the  parties  interested,  would  be  gainers  as  well  as  the  public?" 

 1  do.    Experience  has  amply  proved  that  the  necessary 

precaution  for  health,  comfort,  and  cleanliness,  has  been  and 
will  be  neglected  by  the  public.  Ignorance  of  the  requisite 
preventives,  and  the  interference  of  conflicting  local  interests, 
which  after  the  London  Fire  prevented  the  adoption  of  Sir 
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Christopher  Wren's  admirable  scheme,  have  always  since  that  *^gg*^ 
time,  and  will  further  continue  to  prevail  in  baffling  the  efforts 
made  towards  improvement  by  the  enlightened  minority.  There 
seems  every  reason  to  believe  that,  unless  public  provision  be 
made  to  obtain  efficient  drainage,  the  same  effects  will  continue 
to  depress  the  health  and  deteriorate  the  property  of  all  classes, 
pressing  particularly  heavily  on  the  poorer  classes  who  cannot 
protect  themselves.  For  the  drainage  and  structural  improve- 
ments of  old  districts,  difficulties,  no  doubt,  will  exist  in  the  car- 
rying out  of  any  efficient  general  plan  under  the  control  or  advice 
of  a  competent  public  authority ;  but  if  a  well  matured  plan, 
accessible  to  the  public,  were  prepared,  and  greater  facilities  for 
exchange  or  transfer  of  small  fractions  of  town  property  were 
provided,  much  could  be  accomplished  without  giving  rise  to 
complaints.  But  with  regard  to  new  districts,  no  impediment 
would,  I  apprehend,  arise.  Builders  and  proprietors  would  be 
glad  to  have  access  to  a  well  devised  public  plan,  by  reference 
to  which  they  could,  without  cost  or  risk  of  failure,  ensure  the 
attainment  of  propter  drainage,  and  judicious  laying  out  of  lines 
of  communication. 

Would  you  extend  legislative  control  to  private  or  house 

drainage  also?  Decidedly,  house  drainage  should  be  also 

put  under  proper  regulations,  and  not  left  as  now  to  abuse ;  for 
this  is  a  question  in  which  one  man's  apathy  or  neglect  may  be 
not  only  detrimental  to  himself,  but  may  prove  highly  injurious 
to  his  neighbours.  Besides,  the  question  of  sewerage  and  drain- 
age cannot  properly  be  separated  from  that  of  the  supply  of 
water  to  private  dwellings.  And  if  you  give  to  dwelling-houses 
an  ample  supply  of  water  without  efficient  means  of  carrying  it 
off,  instead  of  conferring  a  benefit,  you  only  add  to  the  mischiefs 
ofmiasma,  arising  from  clamp  and  imperfect  drainage. 

Then,  in  providing  for  the  drainage  by  the  sewers,  account 
must  not  only  be  taken  of  the  supply  of  water  by  the  natural 
channels,  and  from  sudden  falls  of  rain,  but  the  artificial  supply 

of  private  houses  must  also  be  considered?  Certainly; 

when  I  am  informed  that  the  daily  supply  of  London  with 
water  is  equivalent  to  the  capacity  of  a  lake  of  50  acres,  3  feet 
deep,  I  see  how  important,  an  element  this  becomes  in  the; 
estimate  of  the  discharge.  And  so  large  a  quantity  (which  I 
would  hope  to  see  yet  doubled  or  trebled  for  the  metropolis) 
may  be  made  instrumental,  after  it  has  served  household  pur- 
poses, in  cleansing  the  sewers  efficiently,  by  the  adoption  of 
the  system  of  flushing,  if  needs  be. 

Would  there  be  any  advantage  in  combining  under  one 
authority  the  drainage,  supply  of  water,  and  maintenance  of 

roads  ?  Certainly.    The  drainage  and  the  supply  of  water 

are,  in  my  opinion,  so  essentially  allied  and  dependent  on  each 
other,  that  1  do  not  understand  how  they  can  be  treated  sepa- 
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ETq.7cnKms'rately'  <™d  state  of  the  roads  and  the  cost  of  their  main- 
tenance is  so  completely  dependent  on  efficient  drainage,  that 
we  have,  in  the  physical  facts  bearing  on  the  question,  an 
evident  necessity  for  combining  all  under  one  management. 
The  advantage  of  this  combination  is  also  made  manifest,  when 
we  consider  that  it  is  only  by  the  combination  of  various  duties 
of  this  kind  that  economy  can  be  ensured,  and  the  command 
of  proper  scientific  acquirements  obtained. 

From  many  parts  of  the  country  it  has  been  strongly  urged 
that  some  security  should  be  taken  in  respect  of  the  appoint- 
ment of  persons  having  the  management  of  the  works  contem- 
plated.   If  an  examination  were  determined  upon  to  test  the 

requisite  qualifications,  what  ought  it  to  include  ?  The  aim 

ought  to  be  to  obtain  persons  not  only  conversant  with  engi- 
neering in  general,  but  who  had  made  an  especial  study  and 
acquired  skill  in  hydraulic  works.  I  should  certainly  deem 
a  thorough  scientific  knowledge  essential;  for,  although  some 
of  the  most  eminent  men  of  the  profession  have  accomplished 
the  greatest  works  by  the  strength  of  their  unaided  natural 
powers  and  clear  judgment,  such  brilliant  examples  can  only 
be  considered  as  favoured  exceptions.  The  possession  of  theo- 
retical knowledge  could  be  tested  by  an  examination ;  but  I 
doubt  if  mere  book  knowledge  would  be  sufficient  to  establish 
the  claims  of  candidates,  for  some  time  to  come  at  least.  The 
examiners  should  therefore,  in  my  opinion,  give  due  weight  to 
the  production  of  comprehensive  surveys,  and  to  reference  to 
successful  works  of  the  special  kind  required.  A  knowledge 
of  existing  works,  both  in  this  country  and  abroad,  with  an 
appreciation  of  the  causes  of  the  failures  that  are  sometimes 
found  to  occur  in  very  important  works,  would  be  a  good  test. 
More  will  sometimes  be  learned  by  the  careful  examination  of 
a  work  that  has  failed  owing  to  the  existence  of  perhaps  un- 
usual difficulties,  but  still  such  as  might  have  been  foreseen  and 
provided  against,  than  by  the  successful  construction  of  works 
under  favourable  circumstances.  The  fall  of  Newcastle  Bridge 
caused  Hutton  to  write  his  celebrated  tract  on  bridges,  which 
continues  ,to  this  day  to  be  referred  to  as  an  authority  on  the 
subjects  treated  of.  Hutton's  case  may  be  referred  to  as 
throwing  some  light  on  the  question.  Although  not  in  active 
practice  as  an  engineer,  he  was  frequently  consulted  by  public 
bodies  on  the  designs  of  proposed  structures,  or  the  probable 
stability  of  existing  constructions. 

Then  you  consider  that  if  an  examination  were  determined 
on,  the  possession  of  theoretical  knowledge,  and  reference  to 
successful  works,  should  be  required  conjointly  as  tests  of 

fitness  ?  1  name  actual  practice,  because,  inasmuch  as  at 

present  the  questions  considered  by  this  Commission,  have  not 
been  much,  and  certainly  not  generally  studied  or  mastered  by 
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the  profession,  a  course  of  examination,  and  possibly  a  body  of  B 
examiners  have  yet  to  be  formed.  But  soon,  I  imagine,  that  a 
particular  class  of  hydraulic  engineers  will  arise,  who  will  par- 
ticularly direct  their  attention  to  structural  improvements  of 
the  character  considered  by  this  Commission.  Their  subordi- 
nate employment  in  that  branch  will  be  a  preparation  for  more 
responsible  duties. 

If  an  examination  were  not  resorted  to  in  the  selection  of 
district  officers,  would  professional  standing  be  a  sufficient  test? 
 For  the  subordinate  district  surveyorships,  high  profes- 
sional eminence  could  not  be  obtained ;  still,  professional  stand- 
ing would  be  a  good  test  under  certain  restrictions  ;  but  I 
would  in  no  case  dispense  with  an  examination,  and  a  very  strict 
one  too,  for  the  purpose  of  testing  theoretical  knowledge.  An 
engineer  who  had  made  the  subject  of  drainage,  supply  of  water, 
and  hydraulic  works  generally,  his  especial  business,  would  be 
likely  to  be  best  qualified.  I  say  his  especial  business,  because, 
taking  for  example  the  subject  of  the  supply  of  water  and  its 
conveyance  in  pipes,  there  are  many  civil  engineers  of  good 
standing  who  have  no  experience  on  this  point,  and  who  indeed 
may  not  have  studied  the  subject,  inasmuch  as  it  is  not  con- 
sidered generally  a  branch  of  the  science  of  civil  construction. 
Yet  that  would  of  course  be  a  subject  with  which  the  district 
surveyor  ought  to  be  familiarly  acquainted. 

But  a  knowledge  of  hydraulic  engineering  would  not  be  suffi- 
cient ?  Certainly  not.    The  person  appointed  ought  to  be  a 

practised  surveyor,  and  have  skill  as  a  civil  architect.  To  show 
that  the  subjects  considered  in  this  inquiry  will  form  a  new 
element  in  the  science  of  engineering,  it  may  be  mentioned  that 
warming  and  ventilation  (two  operations  so  influential  on  the 
health  of  the  community)  are  not  found  in  the  table  of  contents 
of  an  encyclopaedia  of  architecture.  The  interest  awakened 
respecting  these  subjects,  by  inquiries  of  the  nature  of  those 
conducted  by  this  Commission,  has  certainly  directed  the  atten- 
tion of  some  engineers  and  architects  to  the  important  questions 
of  ventilation  and  warming ;  but  even  now  the  subject  is  scarcely 
studied,  except  by  those  professional  men  who  have  come  in 
contact  with  the  statists,  who  first  pointed  out  how  wide  and 
important  a  field  of  operation  had  been  neglected  by  those  en- 
gaged in  the  business  of  civil  construction. 

Then  how  might  future  increments  of  towns  be  designed,  in 
your  opinion,  so  as  to  promote  salubrity  by  sufficient  drainage 
and  ventilation? — I  think  that  this  plan  of  Sir  Christopher 
Wren  for  the  rebuilding  of  the  City  of  London,  may  be 
resorted  to,  for  the  sake  of  illustrating  the  advantages  of 
proceeding  with  knowledge  and  forethought,  in  laying  out 
suburbs  and  new  districts  for  towns.  It  provides  for  lines  of 
regular  drainage  and  sewerage.    It  aims  at  economizing  dis- 
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'  tancc  in  communications  by  diagonal  lines.  And  these  diagonal 
lines  by  their  intersection  of  all  blocks  of  buildings  allow  of  the 
free  sweep  of  the  winds,  and  of  a  more  general  diffusion  of 
the  benefits  of  exposure  to  the  rays  of  the  sun. 

Then,  as  regards  the  state  of  general  health,  do  you  concur 
in  the  conclusion  of  the  Supplement  to  the  Sanatory  Report, 
that  if  this  plan  had  been  adopted,  carrying  with  it  the  colla- 
teral advantages  here  referred  to,  the  City  would  have  been  in 
the  condition  of  existing  districts  judiciously  laid  out,  and 

where  the  mortality  is  one-third  less  ?  1  do ;  for  the  design 

would  have  made  the  City  as  open  and  well  drained  as  those 
new  portions  of  the  metropolis  in  which  we  find  the  mortality 
diminished  in  that  proportion.  If  proper  regulations  affecting 
the  laying  out  lines  of  drainage  and  communication  be  neglected 
in  the  construction  of  new  districts  of  towns,  similarly  de- 
plorable consequences  must  follow ;  whereas  a  similar  contin- 
gent gain  will  result  as  a  consequence  of  care  and  attention 
to  this  point  at  the  outset.  The  rejection  of  this  plan  of  Sir 
Christopher  Wren's  is  an  example  of  the  disastrous  effects  of 
allowing  the  predominance  of  ignorance,  combined  with  local 
and  mistaken  views  of  present  interest,  to  countervail  the  best 
knowledge,  and  science,  and  skill  of  one  competent  mind  who 
had  mastered  the  subject.  The  penalty  of  this  short-sighted 
yielding  to  ignorance  lias  been  an  excess  of  at  least  one-third 
of  disease  and  death  above  what  would  have  been  the  pro- 
bable rate  of  mortality  had  the  plan  of  this  great  man  been 
fairly  carried  out.  The  race  of  citizens  has  by  this  self- 
inflicted  increased  mortality  been  swept  away,  and  continues  to 
be  carried  off,  the  population  of  the  city  being  only  sustained 
by  immigration.  The  census  returns  for  1&41  show  that, 
although  the  population  of  the  city  is  now  less  than  it  was  a 
century  ago,  about  one-half  of  the  present  inhabitants  are 
natives  of  other  parts  of  the  kingdom.  The  returns  are  as 
follow : — 


Born  in  the 
County  of 
Middlesex. 

Born 
elsewhere. 

Not 
Specified 
where  Born. 

City  of  London  within  the\ 

29,S30 

24,050 
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And  as  the  29,830  given  in  the  return  refer  to  persons  born  in 
the  county  of  Middlesex,  it  is  probable  that  a  much  smaller 
number  would  represent  those  who  were  actually  born  in  the 
City.  The  state  of  other  corporate  towns,  and  the  gross  igno- 
rance, excessive  waste,  and  inefficiency  shown,  almost  without 
one  exception,  in  their  attempts  to  meet  the  public  demands 
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for  amendment,  establish  the  conclusion  that  the  intervention 
of  the  highest  authority  of  the  legislature  itself  is  necessary 
for  the  public  protection. 

Such  a  plan  would  be  applicable  to  new  districts,  and  might 
have  been  to  the  crowded  city  when  the  public  calamity  of  the 
fire  had  razed  it  to  the  ground ; — but,  in  cities  as  they  now 
stand,  and  where  drainage  and  ventilation  are  so  much  needed, 
an  approximation  even  to  such  a  uniform  and  comprehensive 
plan  could  scarcely  be  adopted  without  creating  confusion, 
and  interfering  with  the  intricate  properties  of  a  densely 
populated  district  ?  No  doubt  the  difficulties  in  such  a  dis- 
trict are  great,  but  they  are  by  no  means  insurmountable. 
The  improvement  which  has  within  the  last  few  years  taken 
place  in  Paris,  (in  which  the  evils  arising  from  the  want  of 
space  are  greater  than  in  the  most  crowded  parts  of  London) 
is  so  striking,  and  the  method  pursued  leads  to  so  few  com- 
plaints as  to  hold  out  the  promise  of  a  rapid  advance  in  the 
same  direction.  A"comprehensive  plan  of  the  City  accessible  to 
the  public,  and  approved  and  sanctioned  by  the  municipal 
authorities,  indicates  the  improved  and  widened  lines  of  streets 
to  which  houses  when  rebuilt  must  conform,  and  in  their 
tortuous  and  narrow  thoroughfares,  are  to  be  seen  from  dis- 
tance to  distance,  new  houses  built,  or  being  built,  from  5  to 
10,  or  15  feet  back  from  the  old  frontage,  and  in  such  direc- 
tions as  (when  all  the  houses  shall  have  been  rebuilt)  ulti- 
mately to  present  regular  instead  of  the  existing  tortuous 
lines,  which,  by  the  irregular  projection,  and  retreating  of  the 
houses,  interrupt  the  traffic  and  impede  the  free  sweep  of  the 
winds.  In  every  district  of  their  crowded  city,  promises  of 
the  ultimate  widening  of  their  streets  (in  the  same  way  as  that 
of  Newman-street,  in  the  City  of  London)  are  to  be  observed. 
The  compensation  for  the  ground  thus  ceded  for  the  widening 
of  the  public  ways  is  fixed  by  juries  of  "experts;"  and  there 
seem  to  be  but  few  complaints  against  the  mode  of  assessing 
the  rate  of  compensation.  When  Sir  Christopher  Wren  de- 
signed his  plan  for  the  rebuilding  of  London,  it  was  his  especial 
aim  to  combine  with  it  the  avoidance  of  loss  to  any  man,  and 
to  guard  against  the  infringement  of  any  property ;  or,  as 
stated  in  the  Parentalia,  "  such  a  method  was  proposed,  that 
by  an  equal  distribution  of  ground  into  buildings,  leaving  out 
churchyards,  gardens,  &c,  (which  are  to  be  removed  out  of  the 
town)  there  would  have  been  sufficient  room  both  for  the 
augmentation  of  the  streets,  disposition  of  the  churches,  halls, 
and  all  public  buildings,  and  to  have  given  every  proprietor 
full  satisfaction ;  and  although  few  proprietors  should  happen 
to  have  been  seated  again  directly  upon  the  very  same  ground 
they  had  possessed  before  the  fire,  yet  no  man  would  have  been 
thrust  any  considerable  distance  from  it,  but  been  placed,  at 
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%^c^' least  as  conveniently/ and  sometimes  more  so  to  their  own 
trades  than  before." 

How  might  provision  "be  made  for  ventilation  and  the  free 
sweep  of  the  winds  through  the  blocks  of  houses  ?  A  mini- 
mum size,  varying  with  circumstances  of  locality  and  heights 
of  houses,  should  be  fixed  for  the  width  of  the  streets,  which 
would  be  made  broader  in  flat  and  clayey  districts,  and  with 
high  buildings,  than  would  be  necessary  on  hilly  and  gravelly 
or  porous  soils,  or  with  low  dwellings.  Under  all  conditions  of 
natural  formation,  care  should  be  bestowed  on  designing  the 
lines  of  streets  so  as  to  expose  the  houses  to  the  most  complete 
influence  of  the  sun,  as  well  as  to  the  free  sweeping  of  the 
wind.  The  building  of  houses  back  to  back  should  be  avoided. 
The  influence  of  the  sun,  in  producing  and  sustaining  venti- 
lation, had  been  noticed  by  Vitruvius,  who  in  the  selection  of 
sites  for  theatres  and  public  buildings  directs  especial  attention 
to  the  aspect  of  such  buildings,  as  having  an  influence  on  the 
circulation  of  the  air. 

Then  you  consider  that  Sir  Christopher  Wren's  plan  for  the 
city  illustrates  the  advantages  of  diagonal  lines  of  communica- 
tion, of  a  more  general  exposure  to  the  sun's  rays,  of  a  more 
perfect  ventilation,  and  of  pre-appointed  regulations  to  guide 

in  the  growth  of  new  districts  ?  Yes.  As  regards  the  access 

of  light  and  air  as  provided  for  in  the  design,  a  modification  of 
the  same  principle,  in  laying  out  lines  of  communication,  has 
been  applied  by  Mr.  Loudon  in  his  work  on  suburban  gardening. 
If  the  streets  of  a  town  have  only  north  and  south,  and  east  and 
west  directions,  there  will  be  a  very  unequal  distribution  of 
the  benefits  of  solar  light.  The  rows  of  houses  placed  in  a 
direction  parallel  to  a  street  running  north  and  south  will  re- 
ceive the  sun's  light  on  the  front  and  rear  on  every  day  on 
which  he  shines ;  but  the  houses  built  on  the  north  and  south 
sides  of  a  street  running  east  and  west,  will  have  in  each  row 
only  one  side  of  the  houses  exposed  to  the  sun's  rays.  The 
great  influence  of  direction  may  be  very  frequently  noticed  in 
the  streets  of  London  which  extend  in  an  east  and  west  direc- 
tion ;  the  half  of  the  street  next  the  south  side,  and  which  is 
almost  always  in  shade,  is  almost  always  damp ;  and  when  the 
fronts  of  the  houses  are  covered  with  stucco,  the  effect  of  the 
damp  is  strongly  indicated  in  the  difference  of  colour  between 
the  fagades  of  the  houses  on  the  north  and  the  south  sides.  Now 
diagonal  lines  of  streets  intersecting  these  in  north-west  and 
south-east,  and  north-east  and  south-west  directions,  will  enable 
all  the  houses  to  receive,  in  an  equal  degree,  the  benefit  of  the 
sun's  rays,  both  on  the  front  and  back.  With  single  or  double 
detached  houses,  such  as  are  built  in  suburbs,  the  advantages 
derivable  from  the  diagonal  directions  recommended  become 
still  more  manifest ;  for  with  these  both  the  sides  and  the  front 
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and  back  will  be  exposed  to  the  sun's  rays  every  day  through-  Bu yv^ms< 
out  the  year.  When  houses  are  built  back  to  back,  and  in  *' 
rows  extending  in  an  east  and  west  direction,  those  rows  which 
are  on  the  south  side  of  the  street  do  not  receive  any  benefit 
whatever  from  the  direct  rays  of  the  sun,  and  they  must  un- 
avoidably be  cold  and  damp  and  more  imperfectly  ventilated, 
from  the  sun's  heat  not  contributing  to  rarefy  unequally  and 
in  succession  different  parts  of  the  air. 

These  remarks  have  reference  to  increments  of  towns,  or  to 

the  building  of  new  districts  of  towns?  Yes.    Even  were 

there  small  hope  of  rendering  more  salubrious  the  streets  and 
buildings  of  an  old  city,  it  would  yet  be  useful  to  expose  fully 
the  evils  which  result  from  their  injudicious  arrangement,  in 
order  that  errors  of  the  same  kind  may  be  avoided  in  the 
designing  of  new  towns,  or  the  increments  of  old  cities. 
And  in  the  canvassing  of  the  respective  merits  of  various 
plans,  ventilation  of  the  streets  and  buildings,  and  the  reserva- 
tion of  public  walks  and  open  spaces  should  hold  a  most  im- 
portant place.  It  is  really  surprising  to  witness  with  what 
complete  disregard  of  these  considerations  new  districts,  built 
for  working  men  and  manufacturing  classes,  are  designed. 
While  the  public  concur  to  a  man  in  lamenting  the  past  neglect 
on  this  point,  it  seems  that  for  all,  except  the  habitations  of  the 
wealthy,  its  importance  is  yet  completely  disregarded  in  practice. 
Even  in  suburban  districts  of  the  metropolis,  laid  out  for  the 
habitations  of  the  wealthy,  there  is  sometimes  great  ignorance 
displayed  of  the  common  precautions  against  miasma.  On  the 
Surrey  side  of  the  river,  sheets  of  stagnant  water,  preserved 
for  ornament,  are  in  close  proximity  with  otherwise  agreeable 
residences,  which  must  surely  be  rendered  insalubrious  by  the 
exhalations  of  the  surrounding  tanks.  Even  if  the  sheets  of 
water  to  which  I  refer  were  merely  stagnant,  that  alone  would 
render  them  unhealthy.  But  when,  in  addition,  it  is  considered 
that  they  are  connected  with  brooks  or  streams  loaded  with  the 
refuse  of  many  houses  (and  which,  in  fact,  as  they  approach  the 
Thames,  become,  more  properly  speaking,  open  sewers,  giving 
out,  in  certain  seasons,  intolerable  exhalations),  an  idea  may  be 
formed  of  the  injury  which  must  accrue  to  the  inhabitants  from 
such  a  state  of  things.  At  high  water,  especially  in  spring- 
tides, the  waters  of  these  open  sewers  are  forced  back,  and  made 
to  regurgitate  into  the  tanks  designed  solely  for  ornament. 
Supposing  a  new  district  of  a  town  to  be  laid  out,  the  pro- 
prietors or  projectors  would  learn  much  by  consulting  Sir 
Christopher  Wren's  plan.  To  secure  ventilation  the  streets 
should  be  straight,  and  should  radiate  from  a  centre.  They 
will  then  open  directly  on  the  surrounding  country ;  thereby 
the  air  will  be  most  readily  and  continuously  changed,  and  the 
pure  atmosphere  of  the  fields  will  rush  directly  through  the 
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nmier  wuiums,  town,  attenuating  the  noxious  gases,  and  revivifying  the  used 
E3q'         air.    The  proposed  arrangement  of  diagonal  lines  affords  the 
most  direct  access  to  various  distant  points,  as  is  proved  by 
the  great  radiating  lines  of  road  which  have  been  opened  on 

the  south  side  of  London.    The  angles 
whence  the  streets  diverge  might  be  ap- 
propriated as  sites  of  public  buildings, 
and  may  be  rendered  thus  highly  orna- 
mental, while  it  is  doubtful  whether  it 
would  not  be  at  all  times  preferable  to 
leave,  the  central  space  open,  or  occupied 
only  by  gardens,  or  a  fountain,  or  pillar, 
than  to  allow  its  value  as  a  free  breathing  place  to  be  dimi- 
nished by  having  it  occupied  by  any  public  building.  Public 
buildings  might  be  made  to  appear  to  as  great  advantage  at 
the  sides,  and  by  such  an  arrangement  the  central  ground 
would  be  preserved  for  light,  fresh  air,  and  exercise ;  or,  for 
that  which  has  been  aptly  called  the  <i  mere  luxury  of  space." 
Sir  Christopher  Wren's  plan  will  be  found  also  to  exhibit 
the  practical  application  of  the  normal  polygon,  which  has 
been  described  in  Captain  Vetch's  Report  on  the  Increments 
of  Towns,  printed  in  the  Appendix  to  the  Sanatory  Report. 

You  have  stated  that  contour  lines  would  serve  to  guide  m 
the  improvements  of  the  levels  of  streets,  when  repairs  of  the 
pavement  would  offer  opportunities  of  reducing  at  small  cost 
the  irregularities  in  the  gradients.  This  observation  would 
apply  to  old  as  well  as  to  new  districts  of  towns  ?——\\  ith 
respect  to  old  districts,  improvements  of  importance  might  be 
accomplished  without  interfering  with  the  convenient  access  to 
houses,  and  at  very  moderate  cost,  by  taking  advantage  of  the 
re-pavement  of  streets  to  level  or  reduce  by  a  few  feet  the 
mere  surface  irregularities  such  as  may  be  noticed  m  many  of 
the  thoroughfares  of  the  metropolis.  In  the  re-pavements  of 
streets  as  generally  conducted  at  present,  the  old  curves  fol- 
lowing the  existing  irregularities  of  the  surface  are  retained ; 
whereas  not  unfrequently  an  excavation  of  even  so  little  as  one 
or  two  feet  at  one  point,  and  a  corresponding  filling  of  one  or 
two  feet  at  another  point,  would  remove  irregularities  which, 
so  far  as  they  go,  are  objectionable.  livery  foot  reduced  m  the 
rise  of  a  thoroughfare  open  to  great  traffic  produces  a  corre- 
sponding saving  of  power  by  no  means  unimportant.  1  have 
had  occasion  to  obtain,  with  reference  to  this  subject,  returns  of 
the  traffic  in  several  of  the  streets  of  the  City  of  London,  and 
as  deductions  based  on  the  returns  bring  out  forcibly  the  im- 
portance of  not  neglecting  any  opportunity  that  may  be  a  lorded 
Ey  the  re-pavements  to  reduce  from  time  to  time  irregu  antes 
of  the  surface,  I  would,  with  the  pennissum  of  the  Board,  reh  v 
to  some  of  these  results,  although  I  must  admit  that  the  process 
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of  demonstration  is  somewhat  long,  and  necessarily  embraces  ButJ?r  Wil^ama 
some  statistical  details.  I  give  these  statistical  details  also  in  sq  ,c-  '- 
connection  with  the  map  No.  4,  in  order  to  show  how  much 
must  be  embraced  directly  or  indirectly  in  these  investigations, 
and  what  important  consequences  are  the  result  of  combina- 
tions of  causes,  in  themselves  not  very  influential,  when  they 
are  made  to  bear  on  large  masses  of  the  community.  They 
show  that  you  must  have  men  of  extended  views,  capable  of 
embracing  all  the  elements  that  combine  to  produce  the  results 
sought  to  be  obtained  ;  and  that  it  can  scarcely  be  expedient 
in  most  cases  that  persons  of  limited  education  should  be  called 
upon  to  decide  on  important  sanatory  measures.  Mischief 
cannot  but  be  the  consequence,  and  this  plan  of  Sir  Christopher 
Wren's  is  a  great  monument  of  the  truth  of  these  observa- 
tions.' Confining  attention  to  the  thoroughfares  of  Holborn 
and  Ludgate-hill,  I  have  -been  able,  by  reference  to  the  plans 
submitted,  and  by  means  of  the  contour  lines  embodied  on  one 
of  them,  together  with  the  returns  of  the  daily  traffic,  to  esta- 
blish that,  in  consequence  both  of  the  inclinations  and  irregular 
or  crooked  directions  of  the  streets,  the  loss  incurred  in  carriage 
traffic  alone,  on  the  two  main  lines  of  street  referred  to,  amounts 
to  about  100,000/.  per  annum.  The  paper  submitted  is  an 
abstract  of  the  data  on  which  the  estimate  of  this  loss  is 
founded. 

In  estimating  the  cost  of  the  traffic,  you  have  taken  the 
returns  of  the  present  rates.  Would  not  improvements  in  the 
levels  of  the  streets  and  in  the  superstructure  that  would  mate- 
rially diminish  the  draught,  tend  to  reduce  the  fares  or  charges 

for  the  use  of  carts,  waggons,  or  other  vehicles  ?  Yes,  if  the 

streets  were  made  level  and  their  superstructure  improved,  no 
doubt  the  fares  and  rates  of  charges  on  all  vehicles  would  be 
reduced  ;  but  in  making  the  comparison  referred  to,  I  have 
taken  no  account  of  this  supposed  contingent  decrease  in  fares 
and  charges,  because  the  community  at  large  would  derive 
benefit  from  such  decrease,  and  if  allowed  for  in  the  estimated 
excess  of  expenditure  caused  by  gradients,  it  would  have  to  be 
taken  into  account  as  an  advantage  to  the  community  exactly 
equivalent  to  the  money  saved,  and  would  still  be,  therefore, 
the  saving  due  to  the  supposed  adoption  of  Sir  Christopher 
Wren's  plan,  as  deduced  from  the  preceding  returns  and  calcu- 
lations. This  amount,  however,  must  fall  short  of  the  sum  that 
would  actually  be  saved,  because  in  the  estimate  of  loss  by  dis- 
tance no  account  could  be  taken  of  the  loss  incurred  by  the  cir- 
mitous  route  usually  adopted  for  heavily  laden  vehicles,  for  the 
purpose  of  avoiding  the  steep  gradients  under  consideration. 
The  proportion  of  vehicles  that  are  thus  diverted  from  their 
direct  line  of  streets  must  be  considerable  :  the  carriers  referred 
to  for  information  on  this  head  stated,  that  they  never  allow 
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Huticv  \viMams,  their  heavily  laden  waggons  to  pass  through  Holborn,  for  ex- 
Ksq ample,  if  they  can  arrive  at  their  destination  by  following  the 
lines  of  more  level  streets,  as  they  consider  the  loss  by  increase 
of  distance  less  important  than  the  injury  caused  to  the  horses 
by  over  exertion,  from  the  comparative  view  of  the  two  con- 
ditions of  the  streets.  In  estimating  the  loss  by  distance  and 
by  gradients,  the  returns  used  for  data  referred  only  to  traffic 
passing  through  Holborn  and  through  Ludgate.  I  have  assumed 
the  traffic  as  being  in  Skinner-street  equal  to  that  of  Holborn, 
and  in  Fleet-street  equal  to  that  of  Ludgate ;  and,  in  the  ab- 
sence of  more  exact  data,  this  assumption  appears  reasonable. 
In  estimating  the  loss  by  distance,  I  have  on  a  similar  principle 
assumed  that  all  who  passed  by  the  locality  to  which  each  return 
refers,  were  passing  to  or  from  the  Bank. 


•  Colby>  R,E>  Copy  of  a  Letter/»w»  Colonel  Colby,  R.E.,  to  the  Inspector- General 

of  Fortifications. 

Ordnance  Map  Office,  Southampton, 
SIBj  13th  March,  1844. 

In  obedience  to  your  minute  of  the  21st  ultimo  on  the 
Master- General's  order  of  the  19th  ultimo,  I  have  called  on 
Captain  Tucker  to  furnish  the  best  estimates  his  local  expe- 
rience in  directing  the  detail  survey  of  towns  can  supply,  of 
the  cost  of  the  classes  of  survey  and  plans  required  by  the 
Commissioners  for  the  Health  of  Towns. 

With  reference  to  the  third  class,  viz.,  when  the  survey  has 
not  been  commenced,  fourpence  halfpenny  per  acre  must  be 
added  to  Captain  Tucker's  estimate  for  the  fixation  and  calcu- 
lation of  points  to  lay  down  the  detail  survey  with  accuracy ; 
this  I  have  added  in  a  supplementary  column  on  Captain 
Tucker's  estimate. 

In  Captain  Tucker's  estimate  he  has  not  included  the  ex- 
penses of  removing  parties  and  instruments  to  the  towns  to  be 
surveyed,  or  the  hire  of  offices,  because  such  expenses  are 
manifestly  contingent  on  the  order  in  which  the  surveys  of 
towns  may  be  required. 

If  the  surveying  parties  are  at  work  in  the  vicinity  of  the 
towns  required  to  be  surveyed,  these  contingencies  will  be 
quite  trivial ;  if,  on  the  contrary,  distant  towns  arc  required  to 
be  surveyed  in  succession,  the  expenses  of  removal  will  be 
great  in  comparison  with  the  cost  of  the  surveys. 

The  cost  of  laying  down  sewers  and  gas-pipes  will  also  de- 
pend greatly  on  "the  knowledge  of  their  positions  possessed  by 
the  inhabitants,  and  on  the  facilities  they  afford  to  the  surveyors ; 
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;and  in  all  cases  the  cost  per  acre  will  be  increased  if  the  stir-  Cl 
'veying  parties  are  so  small  as  to  spread  the  work  over  a  con- 
siderable length  of  time.' 

I  have  the  honour,,  &c. 


•Copy  of  a  Letter  from  Captain  Henry  Tucker,  R.E..  lo  Colonel   Cfcpt.  Henw 

J  ■*  _  7  Tucker  ,R.E. 

Colby. 

Ordnance  Survey  Office,  York, 
:Sir,  8th  March,  1844. 

In  obedience  to  your  order  of  the  22nd  February,  1844, 
I  have  the  honour  to  submit  the  following  estimates  for  the 
Health  of  Towns  Commission,  plans  on  the  scale  of  five  feet  to 

•  one  mile,  showing  contour  altitudes,  or  altitudes  marked  at 

•  equal  vertical  distances,  in  the  streets  of  towns,  contour  lines 
1  without  the  towns,  sufficient  to  be  serviceable  for  the  sewerage 
;  and  drainage  of  them,  and  including  the  expense  of  ascertain- 
ing sewers,  water-pipes,  and  gas-pipes,  arranged  under  the 
following  heads  : — 

1st.  Of  towns  of  which  the  survey  is  completed. 
2nd.  Of  towns  of  which  the  survey  is  in  progress. 
3rd.  Of  towns  of  which  the  survey  has  not  been  com- 
menced. 

No.  1.  Towns  Surveyed. — In  the  estimate  under  this  head 
the  expense  of  the  surveying  and  levelling  already  done  is  not 
included,  as  I  have  considered  them  to  have  been  performed 
for  the  Ordnance  Survey,  therefore  I  have  only  charged  the 
additional  expense  of  marking  contour  altitudes  in  the  streets, 
;  and  contour  lines  outside  the  towns,  ascertaining  sewers,  water- 
pipes,  and  gas -pipes. 

The  cost  of  making  copies  of  the  plans  is  inserted,  to  which 
the  additional  cost  is  added  to  show  the  cost  of  copies  of  the 
plans  with  the  additional  information  for  sanatory  purposes. 

No.  2.  Toions  in  progress  for  the  Ordnance  Survey  of  England. 
— The  estimate  for  levelling  and  marking  contours  in  the  streets 
is  for  the  levelling  which  will  be  necessary  for  the  improvement 
i  of  the  sewerage  and  drainage  of  towns,  supposing  it  to  be  done 
for  that  purpose. 

The  cost  of  copies  of  the  plans  is  the  same  as  for  Class  No.  1. 

No.  3.  Toivns  of  which  the  Survey  is  not  commenced. — The  sur- 
veying, plotting,  and  drawing  are  charged,  showing  the  cost  of 
levelling,  contouring,  ascertaining  sewers,  water-pipes,  and 
gas-pipes,  as  in  No.  2. 

The  expense  of  fixing  points  is  not  included  in  the  estimate. 

The  expense  of  surveying  varies  in  proportion  to  the  size  or 
population  and  the  compactness  of  the  town. 
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Tucker^R^       T^ha  aiea  01  ex^ent  °^  ^e  cl°se  or  compact  part  of  a  large 
uc  er'  '  '   town  being  greater  in  proportion  to  the  whole  area  or  exent  of 
the  town  than  the  compact  part  of  a  small  town  bears  to  its 
whole  area  or  extent,  the  cost  of  surveying  will  be  greater  in 

Jn'oportion  to  its  area  than  the  cost  of  a  small  town,  therefore 
have  estimated  the  cost  of  preparing  plans  of  towns  having  a 
population  of  10,000,  20,000,  50,000,  100,000,  and  300,000. 

The  levelling  and  marking  contour  altitudes  in  the  streets 
embraces  the  showing  the  water-shedding  lines,  and  the  lines  of 
natural  drainage,  as  accurately  as  the  sinuosities  of  the  streets 
will  allow  of  their  being  traced,  and  the  levelling  is  supposed 
to  be  arranged  for  that  particular  object,  as  contour  lines  cannot 
be  laid  out  within  the  towns ;  showing  also  a  sufficient  number 
of  contour  altitudes  to  connect  altitudes  marked  along  the  line 
of  drainage  with  equal  altitudes  marked  along  the  water-shed- 
ding lines. 

The  expenses  of  levelling  and  contouring  are  estimated  for 
towns  situated  on  gentle  slopes,  For  abrupt  slopes  the  expense 
of  levelling  will  be  nearly  one-third  greater,  but  the  contour 
altitudes  in  the  streets  will  be  at  greater  vertical  distances, 
and  fewer  contour  lines  will  be  laid  out. 

I  have  considered  the  towns  of  10,000  and  20,000  inhabitants 
to  consist  of  long  branching  streets  with  few  cross  streets,  and 
requiring  less  levelling  than  towns  that  are  compact  with  nume- 
rous cross  streets. 

The  expense  of  contouring  or  marking  the  contour  lines  outside 
the  town  is  calculated  on  the  supposition  that  one-third  of  the 
whole  area,  usually  included  on  the  Ordnance  plans,  will  admit 
of  their  being  laid  out,  and  the  expense  shown  in  the  estimate 
is  the  average  expense  per  acre  for  the  whole  area  of  the  plan. 

The  levelling  performed  at  Windsor  cost  6  •  5 d.  per  acre,  in- 
cluding the  levelling  for  four  lines  of  sections  in  addition  to  that 
which  would  have  been  sufficient  for  sewerage  and  marking 
the  contours. 

The  contouring  cost  2*75  per  acre. 

The  contours  above  the  datum  mark  at  the  bridge  are  laid 
out  at  four  feet  vertical  distance  from  each  other. 

Those  below  the  datum  point  at  two  feet  vertical  distance 
apart. 

The  expense  of  contouring  was  much  increased  by  the  neces- 
sity for  laying  out  and  surveying  the  lines  before  the  plan  was 
drawn,  in  order  to  complete  them  before  Her  Majesty's  return 
to  the  Castle,  which  caused  an  increase  of  Od'75  to  the  ex- 
pense. 

The  cost  of  contouring  Windsor  exceeds  the  expense  pel?  acre, 
shown  in  the  estimate  for  towns,  arising  from  the  large  extent 
of  country  in  proportion  to  the  area  covered  by  the  town,  the 
contoured  area  being  three-fifths  of  the  area  of  the  plan  ;  whereas 
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iin  the  estimate  for  plans  of  towns  the  space  or  extent  of  ground  ^ke^iffi 
on  which  it  will  be  possible  to  lay  out  contour  lines  is  supposed 
tto  be  one-third  only  of  the  area  of  the  plan. 

The  cost  of  ascertaining-  the  sewers,  water-pipes,,  and  gas-pipes 
of  Windsor,  and  the  Castle,  and  putting  thern  on  the  plan, 
amounted  to  Id -3  per  acre  for  the  space  occupied  by  the  town. 

The  sewers,  water-pipes,  and  gas-pipes  of  Manchester  have 
mot  been  ascertained. 

The  cost  of  obtaining  them  for  the  town  of  Oldham  amounted 
i to  ld'l  per  acre. 

The  sewers  and  water-pipes,  but  not  the  gas-pipes,  have  been 
^ascertained  for  Bury  at  the  expense  of  0(7*28  per  acre. 
"    The  plans  of  Oldham  and  Bury  are  not  sufficiently  advanced 
for  the  insertion  of  the  sewers,  therefore  the  expense  of  putting 
tthem  on  the  plan  is  not  known. 

The  expense  of  ascertaining  the  sewerage,  water,  and  gas- 
ipipes,  varies  according  to  the  facilities  given  by  the  local 
authorities  in  appointing  persons  to  show  their  position  and  the 
i  quantity  of  the  sewerage  ;  some  places  being  very  deficient,  and 
ifew  or  none  possess  plans. 

There  is  not  a  plan  of  the  sewers  of  Oldham,  and  only  one 
iman,  80  years  of  age,  could  be  found  who  knew  the  situation^  of 
sa  principal  sewer. 

1  have  not  included  contingent  expenses,  as  office  rent,  con- 
iveying  parties  or  stores,  as,  should  the  Commissioners  wish  to 
mndertake  the  surveys  qf  towns,  these  expenses  will  depend 
<  on  the  strength  of  the  party  or  parties  employed,  each  of  which, 
I  think,  should  consist  of  16  to  "20  surveyors,  to  be  divided  into 
two  parties;  when  the  towns  nearest  to  each  other  are  small, 
i  or  to  be  employed  as  one  party  if  a  town  be  large,  that  the 
■survey  may  be  promptly  executed. 

I  have  the  honour,  &c. 
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